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PREFACE 


This volume is one of a series designed to provide the engineer and 
the student with a reference work covering thoroughly the design and 
construction of the principal kinds and types of modern civil engineering 
structures. An effort has been made to give such a complete treatment 
of the elementary theory that the books may also be used for home 
study. 

The titles of the six volumes comprising this series are as follows: 
Foundations, Abutments and Footings 
Structural Members and Connections 
Stresses in Framed Structures 
Steel and Timber Structures 
Reinforced Concrete and Masonry Structures 
Movable anti Long-span Steel Bridges 
Each volume is a unit in itself, as references are not made from one 
volume to another by seel ion and article numbers. This arrangement- 
allows the use, of any one of the volumes as a text in schools and colleges 
without lilt' use of any of the oilier volumes. 

Data and details have been collected from many sources and credit 
is given in the body of (lit 1 books for all material so obtained. A few 
chapters, however, throughout the six volumes have been taken without 
special mention, and with but’ few changes, from Hool and Johnson’s 
llundlx)uk of Building Construction. 

The Editors-in-Chief wish to express their appreciation of the spirit 
of cooperation shown by the Associate Editors and the Publishers. This 
spirit of cooperation has made the task of the Editors-in-Chief one of 
pleasure and satisfaction. 

C. A. H. 

\V. S. K. 


Madison, Wis. 
S < ptember , Ill’J.J. 
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MOVABLE AND LONG-SPAN 
STEEL BRIDGES 

SECTION 1 


BASCULE BRIDGES 

By C. B. McCullough and Phil A. Fuanklin 


DESIGNS AND TYPES OF BASCULE BRIDGES 

Br C' B. McCullough 


1. Early Types. —The earliest type of bascule construction doubtless 
consisted of a simple span, trunnioned or hinged at one end, moving in a 
vertical plane, about such trunnion, by virtue of an out-haul line attached 
to the free end and running upwanl and inward to the source of power. 
The genealogy of this type may be tlaced back to an origin in the medie¬ 
val drawbridge used to carry traffic o\er artificial military waterways. 
These types and the earlier modem types were not counterweighted to 
any extent and their field of utility was, therefore, quite restricted. 

A few bascule bridges were constructed in Europe during the first 
half of the nineteenth century, but no \ery great attempt was made to 
develop the art. The real beginning of development for the modern 
bascule bridge may be said to date back about 29 years. 

The Van Buren Street Bridge in the city of Chicago, a Scherzcr 
lolling bascule, plans for which were completed in 1893, and the famous 
lower bridge in London, a roller bearing, tiunnion bascule constructed 
about the same time may be regarded as the fore-runners of the modern 
bascule span. 

2. Advantages Inherent in the Bascule Type. - The development of 
the bascule bridge has been rapid because of its many advantages, among 
which may lie mentioned the following: 

2a. Rapidity of Operation. —The bascule may be raised 
slightly to ])ermit the passage of numerous small boats which fail to clear 
the* closed span by a small margin, the time for such operation b< ing of 
course proportionally less than full opening time. The swing span, on 
the other hand, inquire^ a full 90-deg. opening for each vessel regardless of 


vertical clearance. 


The degree to which this difference in method of 


1 
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operation may influence the selection, or dictate the relative economy 
depends of ( course on traffic conditions. For high-masted schooner 
traffic on thq waterway, and for high grade-line locations thedisadvantage 
of the swing type is not so apparent. Where there is a large traffic in 
small boats, on the other hand, the necessary frequent complete swing 
openings may simply put the swing span out of the competition regardless 
of cost consideration Especially is this true where the clearance line 
for the bridge must lie close to the water surface. 

2b. Interference with Channel during Operation. —The 
swing span blocks the channel during operation and, in localities where 
docking facility - must be maintained close to the sides of the bridge, it 
often times becomes impossible to obtain the requisite room fof the 
horizontal swing. This is more often the case in narrow waterways where 
the movable span constitutes practically all of the stream crossing. 

2< . Duration of Opening. —For the bascule type, river traffic 
will approach within a comparatively short distance of the bridge stiuc- 
ture, while, for the swing span, craft must stand off much farther on 
account of the greater difficulty in negotiating the channel and swinging 
around the draw rest. For congested river traffic the diffeience in time 
resulting from the above operation factor is truly surpi ising. ('oncoming 
this feature, F. A. Rapp, Bridge Engineer foi the City of Seattle, makes 
the following comment: 


It seems to me that the time consumed in the ietu.il opening and closing of the 
bridge is of secondary importance. The avoiagc (ime consumed in opening and 
closing the inotor-opeiated bridges ot t he «lty at Salmon Bay and the V\ est W iti i v\ iy 
at Spokane Street is about 12 min. The actual tune of making the swing is less than 
a minute so that the actual time of moving is a relatively small amount of the time the 
bridge is out of commission. The fact is, that the vessel signals for the draw while 
some distance away and while moving at a speed slow enough to negotiate the p issage 
of the bridge without accident. The tune consumed in holding the bridge open 
therefore while the bout passes through is the big item. 

Whatever we can do to dimmish the tune the bridge is held open will be most 
effective in reducing the delay to road traifie. I have waited at the city waterway 
bridge in Tacoma for 35 nun. while a Standard Oil tank vessel was passing the draw. 
The operator could have opened and closed the bridge a half-do«ui tunes but was 
forced to open when signalled and keep open until the vessel had cleared. Of course, 
this is a rare occasion but serves to illustrate the point. 

In my opinion a wide clear channel bctwei n masonry piers will inspire confidence 
in the navigator and so induce him to go through at increased speed. 

X believe that as between a bascule or vertical lift and a swing budge, for the same 
dear width of channel, the navigator will pref« i the former types on account of tin ir 
etrical position across the stream. 

2d. Pier Considerations. —The swing span necessitates the 
use of a large pivot pier in the center of the stream. For certain locations 
the presence of this pivot pier operates to deflect the cut rent toward 
sides of the stream with consequent destructive erosive actioif at 
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banks or quay walls. For such locations the swing span is eliminated 
from consideration at the outset. 

The draw rest for the swmg type constitutes another serious obstruc¬ 
tion to the channel as well as an added menace to river traffic. The 
dictates of economy usually require such construction to be timber, 
thus introducing an added maintenance cost. It is true that as against 
this portion of the structure there must be considered the matter of 
maintenance of the fenders on the bascule piers However, iti, nearly 
every case the fii st cost and maintenance charge on the latter is much less 
than in the case of the swing span draw rest. Moreover, in many cases 
vessels are compelled to deviate from their natural eour c < in order to 
pass around the pivot pier and draw rest. The openings being narrow 
and the movement of these craft naturally slow, this condition operates 
to gieatly lengthen the time during which the span must remain open. 

2e. Adaptability to Wide Roadways.- <'(moderations of 
stability limit the width which the swing span may oveihang the pivot 



ri«i 1 Four single frirk swing spins ronslmiUsl fmm turn* to time to i m\ addition il r'lil- 

ioid trxk.igi 


pier when open. This fact puts a fixed relationship between the width 
of the roadway and the dimensions of the pivot pier. For wide roadways,, 
therefore, it is neither economical nor feasible from the standpoint ofj 
channel obstruction to build a pivot pier of the dimensions necessary to? 
piopcrly carry the span. 

Many single track railway swing bridges have become obsolete long 
befool the^ were worn out, owing to the tremendous growth of traffic, 
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particularly in cities and terminals. The addition of a second track 
necessitates the removal of the existing bridge. If a double track bridge 
is constructed to replace the above, increased traffic requiring a third 
track installation will require the discarding of this bridge also, and so on. 

Unless this method of procedure is adopted, indh idual spans as shown 
in Fig. 1 must be built because of the horizontal swing room required for 
the draw span. This method results in objectionable cuived tracks 
widely spread, extra right of way, the necessity for additional bridge 
operators, an obstructed and difficult channel, retarded railroad traffic, 
and an increased hazard to all paities concerned. 



t ourli sy of the .V hi rzi i Rullinu J ifl Ruin Cn i 
Th.. 2. Six !i uk roiling bascule bridge 


bascule spans may be urianged in the minnir shown ahoif to opu tic singly, in p him, or is a 
unit as d( sired \ny number of spans m i\ bt Idtd is tr illic demands ini ri w Ilus fut done 
constitutes s big id\ ant ipc emi the swing spin which must be irr ing< I is shown in I ig I if iddi- 
tionul tr lekagc u desired 


Contrasting this with the condition shown in Fig. 2, wherein six tracks 
are carried over three independent 1\ operated bascule spaas, the advan¬ 
tage of the latter type is at once appment. These spans may be arranged 
to operate singly, in pairs, or in a gioup as desired and any number of 
tracks may be piovided by adding other spans. 

2 If. Safety to Land Traffic.- Railway traffic over any 
iftovable bridge is generally protected by means of automatic, interlocked 
derailing switches,, block signals, etc. For highway traffic, on the other 
hand, the only protection afforded is that of the roadway gates. Most 
types of double leaf bascules may be so arranged that the open leaf acts 
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as an effectual barricade augmenting the roadway gates in this regard. 
Where such types may be employed, the barrier afforded by the raised 
leaves constitutes a very great advantage over the swing span. One of 
the greatest problems confronting engineers today is the safeguarding 
of highway traffic and in this regard the swing span cannot compete with 
the double leaf bascule. 

2 g. Effect of Collisions with River Craft. —Not enough data 
is at hand to warrant a general conclusion, but it seems to be generally 
conceded that river traffic may do considerably more damage through a 
collision with the open end of a swing span, thus crumpling up the span 
and draw rest, than would be possible in the case of a bascule. 

2/i. Bascule vs. Vertical Lift. —The advantages of the bascule 
type over the ordinary swing span, as enumerated above, also apply with 
respect to the vertical lift type, the choice botwee (he bascule and 
vertical lift being largely a matter of esthetics and nomics— of first 
cost, maintenance, and operation. 

It would seem that as regards the matter of pioteclion to traffic the 
double leaf bascule, in certain of its types, possesses a distinct point of 
superiority over the veilicnl lift type. By locating the break in the 
roadway floor ahead of a vcitieal plane passed through the axis of the 
trunnion, the leaf of the deck trunnion bascule for example, forms a 
traffic barrier fiom the instant that it begins to lift. 

This barrier is continuous during the cut tie operation of opening and 
closing and until the bridge is again fall} dosed and seated. A traffic 
barrier of this kind in connection with a veitical lift span could only 
operate at the latter end of the lift and in the event of the span being 
lifted to less than its full height (which would constitute the case in the 
majority of openings) such traffic barrier would not be effective. 

The relative economy of the bascule as compared with the vertical 
lift is a question involving many conditions and one which warrants 
individual study. In general the vertical lift shows to maximum advan¬ 
tage for long spans and low lifts, that is, in localities where only a limited 
vertical clearance is required. 

3. Relative Economy of the Bascule Type. —The relative economy in 
first cost of the bascule t \ pe as against the swing span is a matter involv¬ 
ing many factors and a pioblem which must be determined in each indi¬ 
vidual case (assuming that traffic and other conditions as outlined in 
Art. 2 have not already eliminated the swing type from consideration). 
The comparative study outlined below was made in the waiter's office 
during the summer of 1020 and may prove illuminating in so far as general 
principles are concerned. 

Type A, in the table, is an ordinary rim healing swing span (highway 
loadings) providing a cleai channel, tn either side of the pivot pier, of 
100 ft. 
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Type B is an alternate design for a single leaf bascule span. This 
design affords the same clear waterway and is used in combination with 
a 100-ft. fixed pony truss span. 


Comp amative Estimates of Superstructure Only 


Item 


Type A, swing span 


Typo B, bascule 



Quantity 

Rale 

Amount i 

Quantity 

Rate 

1 Amount 

Structural steel . 

309,000 lb. 

10c. 

$30,900.00 

291,000 lb. 

10e. 

$29,100 00 

Machinery. 

i 34,700 lb. 

35c. 

12,145 00 

33,500 lb. 

35c. 

,725.00 

Floor and handrail... 

(Lump sum) 


2,050.00 



,000.00 

Draw rest. 

j (Lump sum) 


1,850.00 




Concrete. 

(Counterweight) 



115 i'u. yd. 

$20 

2,000 00 

Reinforcing steel .... 

(Counterweight) 



3.0(H) lb. 

7c. 

210.00 

Fender piling. 

. 




• . . 

000.00 

Operator's house . 

(Lump sum) 


1,500.00 



1.500 00 

Gasoline power plant 



2,500.00 



2,500.00 

Total. 



50,915.00 



50,535.00 

Royalty charge. 

(5 per cent assumed) 


.1 



2 520.75 

Grand total. 



50,915 00 



53 001.75 


A cost comparison based on 1920 unit pi ices is given in the table con¬ 
cerning which the following may lie said: 

The difference in cost for the structural steel portion is in favor of the 
bascule type. (This result is to be expected in view of the fact that 
both leaves of the swing span act as cantilevers under dead load while 
in the bascule type there is but one such span.) The swing span is 
longer than the combined bascule and fixed span of Type B but this 
fact is to a certain extent offset by the metal required for counterweight 
frames and arms. On the other hand, the cost of the bascule counter¬ 
weight more than offsets the cost of the draw rest for Type A. 

All things considered the superstructure cost appears slightly less 
for the swing span. 

Ilad it been possible to eliminate the fixed span and run trestle con¬ 
struction up to the bascule pier, Type B would have shown economy over 
the swing span. 

As between the various commercial types of bascule bridges it may 
be said in general that each has ii.s peculiar advantages, and will doubt¬ 
less show economy either in first cost or cost of operation under certain 
conditions. The subject of comparison between types is too lengthy 
and involved for treatment at this point. 

- The following quoted from Samuel Murray, Chief En^necr ol' the 
Oregon-Washington Railroad and Navigation Company is of interest 
as throwing further light on this subject. It will be observed that Mr. 
Murray’s conclusions are not in perfect agreement with those stated 
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above, owinjE^perhaps to the fact that his results are deduced from a 
consideration of railway bridges, while the above comparison is based on 
highway loadings. It is also observed that Mr. Murray’s comparisons 
are based on a slightly larger opening for the bascule span than for the 
swing type which is giving the swing span a distinct advantage. 

Where average conditions obtain, that is, where traffic is moderate, fairly high 
masts must be provided for, openings of 100 ft. or more are required, foundations are 
ordinary and no obstructions exist to interfere with swinging—the swing span is the 
cheapest structure that can be built and its reliability has been proven by the number¬ 
less examples in service. 

A bascule suitable for a 180-ft. opening has an overall dimension of about 220 ft. 
on centers, and will require about 640 tons of steel for E-55 loading. A swing span 
335 ft. long and suitable for two 150-ft. openings will require 630 tons under the same 
specifications. Both have three piers; and if we consider the concrete counterweight 
of the bascule, it will more than make up the difference due to the large pivot pier. 
The royalty of the patentee may be balanced against the cost of the draw-pier protec¬ 
tion. The swing span is longer than the bascule, however, and > must make up this 
length with another pier and a 115-ft. span. The cost of thesi be about the differ¬ 
ence between the bascule and the swing span. This is a rough comparison, but it is 
confirmed by experience with many similar eases. 

Where double-tracking is necessary, or wide roadways required, where the area used 
in swinging is needed for other purposes and the center pier protection interferes too 
greatly with river traffic to allow its use, the bascule or vertical lift should be used. * 

Biiscule bridges can be built for most lengths of span that are necessary, 4 and we 
hesitate to place a limit on their possible length; however, for single leaves, it is less 
than that of the vertical lift. , 

The trunnion bridge is cheaper than the vertical lift for locations where tall masted 
traffic must be provided for, easier to erect under traffic and less affected by settle¬ 
ment, and maintenance on cables is likely to be a large item. 

For low lifts of any length the vertical lift is the cheaper structure of the two, ami 
has a special advantage for short spans over canals and other narrow waterways, and 
for longer spans where the adjacent spans are through structures. 

In congested locations, the time of opening becomes important. The swing span 
usually requires from 1 to 2 min. to open it and the same time to close it and 
it. must often remain stationary until the boat has gotten out of the swinging circle so 
that it is conservative to say that a delay of at least 5 min. will ensue. 

The bascules and vertical lifts require from % to 1 min. to open fully and they can 
close in the same time. Of the two the vertical lift is probably a little quicker for 
small traffic and slower for the full openings required for large vessels. It is the more 
likely to get out of commission and entirely stop traffic. It should be observed that 
small boats are largely in the majority and that, if plenty of head-room is provided, a 
bridge will have to be opened only for the larger vessels. It is often justifiable on 
this basis to choose a slightly higher level notwithstanding the additional cost and 
inconvenience of the approaches on a grade. 

F. A. Rapp, Bridge Engineer for the City of Seattle, has the following 
to say in regard to movable bridges in general: 

My opinion is that the most important item to be considered in any type of mov¬ 
able bridge is the maintenance cost. The interest on bonds will be a constantly 
decreasing charge whereas the cost of repairs is a constantly increasing one. If this is 
initially high, it. can soon overcome any reasonable difference in the first cost. 
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Bearhig on this point, I Mibiuil some figures for maintenance of Aiovahle bridges 
obtained from the M tyor of Chicago's annual leporfs. 


Table of Costs of Repaiks of All Kinds of Movable Bbidqes 
Abstracts from the Annual Reports of the Mayor of Chicago 

Rolling Lift 


Year 

Number of 

1 Total 

Number of 

Average per 

1 

Average per 

| openings 

repairs 

1 

bridges 

bridge 

operation 

1905 

3,941 

24,475 

5 

$4,895 00 

$1 24 

1900 

3,512 

35,049 

8 

4,381 00 

1 24 

1909 

3,431 

1 43,841 

11 

3,985 00 

1 10 

1910 

3,547 

| 40,971 

13 

3,1.51 00 

0 80 

1911 

3,100 

i 56,274 

10 

5,027 00 

1 78 



Trunnion Bascule 



1905 

1 

1,190 

8,5S2 

5 

1,710 00 

1 11 

1900 

1,17.5 

10,793 

5 

2,158 00 

1 84 

1909 

1,925 

8,937 

7 

1,277 00 

0 00 

1910 

1,757 

18,013 

7 

2,059 00 

1 50 

1911 

1,910 

22,195 

<) 

l 

2 100 00 

1 27 



Page Bum ii*i* 



1905 

1,577 

i 

3 737 

1 

3,7 !7 00 

2 37 

1900 

1,127 

4.832 

i ; 

1 S >2 00 

3 38 

1909 

2,880 

5.987 

i i 

5 897 00 

2 04 

1910 

2,588 

13,129 

i , 

13,139 00 

3 35 

1911 

1,903 

i 

6,352 

i 1 

i 

0,352 00 

3 34 



Yertie il Lilt 



1900 ] 

i 

2,983 

0,427 , 

i 

0,127 00 | 

2 15 

1909 ; 

3,408 ! 

7,122 | 

l 

7,122 00 1 

2 00 

1910 

3,192 

1,117 

i 

1,117 00 1 

1 97 

1911 

2,919 

5,709 

i 

5,709 00 

1 98 


Many other special instances may be cited and certain tentative rules 
and formulas may be worked out. In fact, certain curves anil published 
data tending to indicate the relative fiist cost and opeiatmg economy for 
various types of movable spans are already available. The problem, 
however is so highly involved and so extremely individual that such 
data is often misleading. For thi* reason the foregoing, which is merely 
typical and illustrative of the problem involved, is perhaps as far as this 
discussion should go. 

4. Cable Lift Bascules. —The cable lift type, illustrated in Fig. 3, 
constitutes the earliest and most primitive of the bascules and has been 
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largely abantjpncd in favor of the more modern and costly types. For 
many localities, however—such, for example, as along sections of the 
Pacific Coast—this type still retains a field of usefulness, and will con¬ 
tinue to be used for tempoiary structures and on secondary and lateral 
roads for many years to come. Local conditions which will render this 
type of merit may be enumerated as follows: 

(1) The presence of a plentiful timber supply rendering timber con¬ 
struction very cheap. 



In. 3 John I)i> lli\a Bndfio, C litsop C ountj, Oiogon t iblc bascule •span with section i 

counteiwughl (''pm pully o[m.ji ) 

I he -.pan m liftid by me ms of the outli ml c ibh t whuh runs omi the idler located in the tower 
O ind theme down to the winding drum l) Kiicd to this s line sh ift is the counterweight drum on 
which is wound the t iblc R running up on r m ldhr it G and down to the sectional counterweights C 
L is the guide fr ime for the sliding couuti rweights, F is the lunge or trunnion Power is applied to 
the sh ift, which i inu s the drums, at D by means of a capstan lour through the ro idwaj floor to a 
worm ind worm gi ir not iisibli in tit plotogriph 

(2) An excessive haul for structural metal from the nearest raillieatl 
as eontrasled with a close pioxnmty of structural timber. 

(3) The presence ot numerous small streams, inlets and sloughs 
which have been declared navigable and which must be kept open for 
government snag boats anil small fishing ciaft. 

(t) The fact that the necessity for opening is very infiequcnt and 
that man power from the boat crew is always available when the ->pans 
need to bo opened. 

(5) The lack of adequate finances to meet the cost of more modem 
construction. 
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Figure 4 illustrates the general features of a cable lift bascule span 
such as has just been described. 

At the beginning of the lift the torque of resistance is given by the 

Wa 

term Wa and the stress in the outhaul cable is equal to ; at any 

c 

other position—such, for example, as shown dotted—the resistance 

Wa' 

torque is Wa' and the outhaul cable stress ,, • It is thus seen that the 

cable stress is a constantly decreasing quantity and a simple arrangement 
of counterweights to keep the span in constant balance is the principal 
mechanical problem involved. It may seem at first thought that the 
constant balance is a needles refinement for the rough type of construction 



involved. Such, however, is not the case owing to the fact that man 
power must, in nearly every case, be employed and the crew from the 
small fishing boats is sometimes limited to two or three men. Moreover, 
these spans even though very short, are comparatively heavy and the 
lifting machinery receives scant attention, so that even after gearing 
down to the maximum permissible opening time (generally from 10 to 20 
min.) the tangential foree at the capstan bar or lever arm is relatively 
large. It seems, therefore, essential that the load be balanced so that 
only friction, inertia, and wind resistances need be overcome. 

There arc several methods used to effect this balance some of which 
may warrant a brief discussion. 

4 a. Spiral Counterweight Drums.—Figure 5 shows an 
arrangement sometimes used and originating, as far as the writer knows, 
with Mr. Murray. This consists of one cylindrical and also one spiral 
drum, both keyed to the same shaft. The counterweight cable winds up 
on the cylindrical drum while the counterweight unwinds from the spiral 

U'V 

drum. The stress in the counterweight cable is thus seen to be *■ 
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Wa' 

The stress in the outhaul cable at any point is equal to - -> 

c 

Wa' W'r 2 


The spiral drum may bo so arranged that , — 

c 

quantity, thus resulting in a uniform power line pull. 


ri 


(see Fig. 4) 
a constant 




Fu.. c 


The objection to the* anungement lies in the fact that the term 

ttV 


Il'Vs 

ri 


must never be made equal to , > for in that ca^c the structure could 


not be loweied. In oilier woids, thisaii.mgement must always bo under- 
eounterweightod by enough to overcome static fiiction in order to operate 
in closing. 
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A hotter arrangement would be to run the outhaul cable ovei an idler 
and down to a eylindiical drum, keyed on to the operating shaft, as shown 
in Fig. 6. The *>pnal counterweight dium is keyed to this same shaft 



Fk. 7 — Fohn Dry Iiiwi Rodin ( omity fliijn ( itu ImmuIi •.pui with •oc- 

timul loimlciwui'hl' •'>[ indued su i «* I i,? > I 


and runs up ovei anothoi ldlei and down to the counteiweight. By 
regulating the tapoi of the spiial dium so I hat 11 '/» — ^ f | — 0 
at every point, a theoietieal haLtnce in eveiy position would obtain. 



This latter anangement also pi (‘dudes the possibility of the span 
elamming shut as would be piobablcfor <he type shown in Fig. 5, inasmuch 
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as this type, being undercountcrwcighted, must be lowered by means of a 
band brake. 

4&. Sectional Counterweights. —Figures 3 and 7 illustrate 
, a movable span of this type. As the span rises, the outhaul cable 
* | y a ' 

tension, - , > decreases and the counterweights seat one by one decrcas- 
c 

ing the stress in the counterweight cable proportionally. The outhaul 
cable A runs over a fixed sheave in the top of the tower G and thence 
down to the operating shaft. The counterweight cable drum is keyed 
on to this same shaft 1) and the counterweight cable B runs up over 
another sheave in the top of the tower and down to the counterweights 
C which slide in fixed leads E bolted to the sides of the bridge (see Fig. 3). 



Fru. U. 


Figure 8 shows the relationship existing between the stresses in the 
outhaul and counterweight lines at \arious points of opening. The 
span is alternately over- and underbalanced during its travel and this fact 
constitutes the main objection to this method of operation. It is really 
surprising how apparent arc these changes in balance to the man at the 
end of the capstan bar. t 

4c. Curved Track and Rolling Counterweight. —A diagram¬ 
matic sketch of a span of this type is shown in Fig. 9. 

The contour of the curved track may be determined from the following 
considerations and formulas, . ^ - 

(а) Since for balanced action the work expended in raising the leaf 
must equal the energy released by the falling counterweight, we have 

Ha - IF'rf 

(б) If Tr represents the tension in the outhaul cable and TV represents 
the tension in the counterweight cable, and if 5s c and Ss f w represent 
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respectively the infinitely small movements of these two cables, then at 
any instant 

HT c (5s c ) = HI V (««„') 
or 

5.S"' Sft e [ rpj | 


If the out haul cable winds up on a drum of radius r and the counter¬ 
weight cable unwinds on a drum of radius r' keyed to the same shaft, then 
for equilibrium 

T c r = T u r ' 


Then 

or, integrating 


T, 

T w 


r' 

r 


(a constant — K) 


bs„' - os,(K) 


ft,/ = \(K) 


For the fully closed posil ion of the le:tf, I lie length of t he out haul cable 
is given by the formula 

c = Vl- i ir 


For any angular opening of 0 degrees 

F' - y/{L cos Oy + (H I. sin/?)’ 
Whence for tin angular opening 0 

.s, C - C' 
ft,/ =- A'.s, 

a ~ li (''in (0 T <f>) ~ sin <)>)■ (see Fig. 11) 



To plot the contour of the curved path taken by the counterweight 
therefore, proceed as follows: 

About the idler pulley P swing an arc of radius -f b) (see Fig. 9). 
This arc will intersect a horizontal line whose vertical distance below the 
center of the counterweight at the “closed” point is equal to d, in a 
certain point m. In this manner any number of points may be located 
and the curve, taken by the center of the moving counterweight, sketched 
in. 

The disadvantage of this type lies in the excessive amount of material 
required to construct the curved track and the difficulty in maintaining 
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the same. It is, however, a smoother operating device than the sectional 
counterweight arrangement shown in Figs. 3 and 7. 

6. Roller Lift Bascules. —The principal commercial examples of this 
typo of construction are the Scherzer and the Rail types, the former put 
out by the Scherzer Rolling Lift Bridge Company and the latter under 
patents controlled by the Strobel Steel Construction Company. 

Figure 10 illustrates the general features of the Scherzer bridge, the 
diagram being of a single leaf bascule. The center of gravity of the 
combined span, counterweight, and counterweight arm is located at 
point 0. About this point is described a quadrant Q which rolls back¬ 
ward over a horizontal quadrant track resting on the pier. The center 


/ 


r / 

f tor iron few/ r w v y / 

3 ton trt c* f/r & / 


/ 

/ / 
y 



• •? fy f 



Fl(i 10 — Schl'I7CI lolling lift (vpc iCointrsy of the Schtrztr Rolling Lift Bridge Co ) 

Tit. 11 — T\inc.il Srhcrzci installation - 
showing (oiintci weight, segment il .uid track 
])1 tie < istings, and fixed lack method of 
oyer it ion 


of gra\it> 0 moves backward in a hmi/ontal line a distance d, where d = 

w7 VVO 

300 ( l'iadrant ladius and 0 the angle of opening). Power 

may be applied through a pinion P rigidly connected to the pier or 
approach span find engaging a rack R fastened to the moving leaf at or 
near the point 0. As the span opens and recedes, the counterweight, 
for deck stiuetures, lowers into a pit provided for the same. For water 
surface conditions, such as shown in Fig. 10, a watertight counterweight 
pit must be provided and the pier designed as a unit. For locations 
sufficiently above high wafer to permit of such construction, the heavy 
pier may be replaced by t wo smaller picis, .1 and II, and the quadrant 
track supported on hoiizontal girders spanning these piers. This latter 
arrangement is much less expensive and also relieves the foundations of 
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much of the churning or rocking action duo to the rolling dead load on the 
unit pier. For tlnough structures the center of the quadrant is generally 
placed sufficiently high to eliminate the necessity for a pit. 



< ' / > ' R l i i I ifl Bmljr C a 

Tio 12.—Sehcr/ir rolling In t ‘-pin .it ( i i n! ( i ul i i iimn ( Inr III 



Fxc. 1 } —li.il! t>pe lusiulc I ihIki (dork (jinUr spun). 


For single leaf stiucturcs the forvv.ud pi<'r is designed in the same 
manner as for anv fixed span. For the double leaf type two abutment 
piers are needed as well as a device for locking the leaves when they aie 
fully closed. Singh leaf spans act as simple spans under live load while 
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double leaf spans aie generally designed to act as cantilevers or paitial 
cantilevers. This point is fully discussed elsewheie. 

Figures 13 and 14 illustrate the principal featuics of the Rail type of 
bascule bridge, these drawings being developed from certain advertising 




{( i t( y f tf si II S l< mitruition C > } 
In r. Kill l\pi In*'uli spin m ojm i*il ion T’jnulnit Bn l^i Porllinil On 


maltei pul out In tin Strobil Mi el ('oustmi turn Company who conliol 
the Hall pitents 

The spin is operated by the pinion P which engages a nick lived to 
the operating stmt /£, this opeialing simt being maintained m align- 
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mont by the carriage frame F. In tlie closed position the moving spap 
beaih on pin A, the roller It being raised slightly off the track girder. 
Thus the load is carried direct through pin A to the masonry. As the 



[CourUsy of tin Sl'ohil S/ttJ Contlrur turn Co ) 

Tic., lli — Virhitm tur tl txiviihiliUO'. in <U*<k luxi iilc* nmMiiK l.mi Hall tvpo luxiulo xp in, 

li.mmor H iltimmo, M ml md 



r >mtt s ) of the V'robfl teil Construction Co ) 

Fh. 17—Vu*w showing fnllcis, tr.uk, etc on Hill type bail ule xpm, Rroutwiv Jtrulgo 

Foil I md On 


f 

bridge is opened, the span first revolves .about pin A as a center until the 
main roller It comes to bearing with the track girder T. The span then 
rolls backward along this track girder, the swing strut C causing the 
connection D to describe a circle with center A and radius AD. This 
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swing strut thus operates to tip the leaf while the roller R causes it to 
recede. 

The center of gravity of the leaf and counterweight is located at the 
center of the roller R. 

The distinctive feature of this type consists in the combined rolling 
and trunnion motion. The roller R, being free in the fully closed posi- 



(Cmirttst/ of ^Irohil .^hil < on truition Co ) 

Fn. IS—( loso mow of rollei mcl (1 ick, R<ill lusoulo on llroidu tv, Portl m<l, Oregon 

tion, may be replaced without difficulty. The retreating movement also 
provides additional clear opening for navigation. The foundations, 
however, arc under a shifting load pressure as in the ease of the Hcherzcr 
typo, but where the design is properly proportioned this latter condition 
is not at all serious. 

6. Trunnion Type Bascules. —The most commonly used 1 nidges 
falling under this classification are (1; the Simple Trunnion or “Chicago” 
type, and (2) the Multiple Trunnion type (Strauss type). 
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6a. Simple Trunnion or “Chicago” Type. —Figure 19 illus¬ 
trates the simple trunnion principle as applied to a double leaf deck 
bascule. The entire weight of leaf and counterweight during the opera¬ 
tion of opening is carried by the trunnions T located approximately at 
the center of gravity of the mass. These main :trunnions are carried in 
trunnion healings which in turn are supported directly or indirectly on 
the masonry of the pier. Figure 19 illustrates a type wherein the trun¬ 
nion bearings arc supported on transverse trunnion girders which in turn 
are carried by the masonry of the piers. It is also common piactice, 
however, to employ veitical posts or towers underneath the trunnion bear¬ 
ings, thus eliminating the necessity for a transvei.se gilder. The use of 
longitudinal girders on either side of the trunnion and paiallol thereto is 



I it 19 —Simple trunnion double lo if bascule bridge 
1 he d< sign here shown employs i transit rs< girder extending through th( trim, to support thr 
trunnion btmiugs This method cf support mij be repland by longitudin il girders par dlcl to tin 
truss, by lerticsl columns or towers, or b> mtsonr> supports without altering the goner ll si hoim of 
the tb sign or the method of its operation 


also quite frequently employed. It is also possible (by detailing the 
counterweight with suitable recesses) to support both trunnion bearings 
directly upon the masonry and thus eliminate the necessity for any towers 
or girders whatsoever. 

The method of supporting the trunnion bearings has been the subject 
of litigation between certain municipalities and the Sti hiss Bascule 
Bridge Company. 1 Strauss claims a patent upon the particular type of 
trunnion girder illustrated in Fig. 19 whf toin the girijer is transverse anti 
extends entirely through the truss. Whoie details will permit, however, 
it is always advisable to support heav\ heatings directly upon masonry 
supports and thus avoid the deflection in structural members carrying 
the same. In tin 1 subject matter which follows, however, and in the 

‘.See p 2d. 
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illustrative problem, a transverse trunnion girder has been used to illus¬ 
trate its application. The trunnion bascule with bearings supported on 
towers, longitudinal girders or directly upon the masonry would involve 
a procedure no different as regards design. 

As the span comes to rest, the forward bearing point FB comes to 
bearing on the live load shoe LLS, and the rear anchor lug L, attached 
to the counterweight, engages a seat in the anchor columns, thus causing 
the leaf to act, under live load, as a cantilever of span L supported at C 
and anchored at A. 

By adjusting the shims under the live load shoe, the span may be 
made to come to bearing on this shoe slightly before the anchor lugs 
engage, thus allowing the tiunnion beaiings at T to lift slightly under live 
load by removing the dead load deflection from the trunnion supports. 



(Court) sy fl l Rapp lirxlui Engineer, City of Seattle) 

] ii JO — l impiMtj Hiiflse, Seattle, \\ ishinglon double It if simple trunnion, bascule 

sp in. 


Tin span is opeiatcd by means of an opciatiug pinion P rigidly con¬ 
nected with the pier and engaging a cucular rack attached to the moving 
leaf. 

This type of structuic is sturdy and simple in opeiation and is 
unquestionably one of the veiy best types of bascule bridges in use. 

Ivan C\ Peterson, Engineer-Manager of the Chicago Bascule Bridge 
Company, describes the various types of the so-called “Chicago” bascule 
as follows: 

r l ho tust example of the so-e ill< tl' Chicago ” type of I) iscule bridge is the Clylnmni 
Avenue Bridge, which was designed by Ldw ird Willman, City Bridge Engineei, and 
John Ericson, City Engined, about IS 1 )') Since then this t>pe has passed through 
various stages of evolution until at the present time there ire 22 simple trunnion 
bridges in sei \ ice m Chicago, \\ hilt t\\ o more an m t he course of construction Ci edit 
foi this fmther development is ilu» 1 homas G Pihlfeldt who is now, and for ibout 22 
yens h is been, the City’s Budge Engineer, and to Hugh E Young, who, as Engineer 
of Bridge Design, has hud charge of the design of practically all the City’s “new” 
bridges built in accordant;* with the recommendations of the Chicago Plan Coin- 








( nnrtesy of the C Inert jo Iianculc Brxdjc Co i 
1'ig -'2. ( huago typo bascule bm!,’< Kd.nunt A ■venue, ( hicago. 


on two box girders, omi on each side of the tru^s« \lr nding from the front, or river pier, 
to the bock wall of tin pit. The counterweight ronsistedof cast iron and was confined 
practically within the truss. The top chord oi t ho rear arm of the bascule truss was 
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shaped as a quarter circle and formed, in effect, the operating rack, and the machinery 
was placed in a space back of the pit, the operating pinions engaging the rack quad¬ 
rants already referred to. 

(2) In Type 2, the trunnion bearings are supported on two triangular box girders, 
or inverted A-frames extending from the front, or river pier, to the back wall of the 
pit, the rear ends of these trunnion girders, or frames, being carried up high enough so 
that the counterweight may extend across from one bascule truss to the other, passing 
under the two inside trunnion supports. The shape of the bascule truss and the location 
of the machinery is the same as in Type 1. 

(3) In Type 3, the arrangement of trunnion trusses and counterweights is the 
same as in Type 2, but while in Types 1 and 2, the bottom chord of the bascule truss 
is horizontal, Type 3 has a curved bottom chord giving the general effect of an arched 
truss, and the top chord does not extend much above the top of the railing. This 
bridge is operated by means of operating struts, pin-connected to the trusses and 
operated by a gear train located back of the pit, as in Types 1 and 2. 

(4) In Type 4, the arrangement of the counterweight and general outline of the 
inside trunnion truss is the same as in Types 2 anil 3, but the outside trunnion bearing 
is supported on a horizontal box girder extending from the front, or river pier, to the 
back wall of the pit The rack is confined within an opening in the truss and is of 
concave, or internal type, wlnle the machinery is in two compact units located on 
the outside of the trusses and supported directly on top of the outside trunnion girder 
referred to above, and on a machinery girder parallel to, flush on top with, and securely 
braced against the trunnion girder. 

(5) Type 5 differs from Type 4 in one respect only, namely this, that the insidt 
trunnion bearing is supported on a cross girder extending through the opening in the 
bascule t russ referred to above and there i^, therefore, no inside trunnion girder or truss. 

There are two modifications uf this type. 

(a) The outside trunnion girders span freelj from the front, or river pier, to the 
back wall of the pit and support not only the outside trunnion bearing but 
the end of the cross trunnion girder as w ell. 

C b ) The outside trunnion girder is, in fact, eliminated or is replaced with a much 
smaller girder serving rather as a machinery support, and the load on the 
outside trunnion bearing as well as the reaction from the cross trunnion 
girder is carried down into a subpier located directly under the side wall of 
the pit at this point. 

Through a recent sensational lawsuit which was decided in favor of the Strauss 
Bascule Bridge Company, Type 5 was adjudged to infringe IT. H. Patent 995813, 
belonging to the Strauss Bascule Bridge Company, insofar as the cross girder extend¬ 
ing through openings in the bascule trusses is concerned. 

On the other hand, the employment of the opening in the truss for locating therein 
an internal or concave rack is covered by U. S. Patent 1001800, issued to Alexander 
Von Babo in 1911; we are licensees for the use of this patent. The drawings attached 
to Ibis patent show the general arrangement of Type 5, but of course, the suit which 
judged the cross trunnion girder an infringement of Patent 995813, automatically 
voided the claims in Patent 1001800 covering tins feature, and with this feature 
omitted, Type 5 reverts to Type 4. 

The Belmont Avenue Bridge, shown in Figs. 30, 31 and 32, is of Type 4. These 
illustrations clearly show: 

(а) The general appearance of the finished structure (see Fig. 22, p. 22). 

(б) The arrangement of trunnion girders anil trusses, also anchor posts (see Fig. 
30). 

(c) The framing of the movable span which shows that the bottom lateral 
system extends from the front end of the leaf and nearly to the trunnion 
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center, when it is interrupted for only a short distance and then continued 
in the counterweight box itself, which forms a most rigid and solid braco 
between the tail ends of the bascule trusses (see Fig. 31). 

(d) The compact arrangement of the operating machinery. In this particular 
bridge, the shaft bearings were bolted directly to the machinery girders, but 
in later structures of this type, the bearings are integral parts of a complete 
cast steel machinery frame or base, which permits the complete assembling, 
adjustment and testing of the gear train before shipment (see Fig. 32). 

6b. Strauss Type. —There are several designs put out by 
the Strauss Bascule Bridge Company, the most distinctive being (1) the 
Overhead Counterweight type, and (2) the Heel Trunnion type. 



Figure 23 illustrates the general outline of the Strauss overhead 
counterweight design, the distinctive features of which are the four 
trunnions Ti, T s , and TV forming with their connecting struts, a 
parallelogram. 

The tail trunnion T 4 is placed on a line passing through the center 
of gravity g of the moving leaf and the main trunnion TV The link 
Tv-Ti is made parallel to 7V7V also the lines T r T 2 and 7V7\ arc 
parallel. The following conditions of equilibrium therefore obtain 

Wa : Wa' :: Pb : Pb' 

V This relationship is true because of the fact that g, 7\ and 7% lie in a 
: straight line and also because the parallelogram Ti-Tv-Ts-T* causes the 
pivoted counterweight to move parallel to itself. 

The principal advantage of this arrangement lies in the fact that the 
main trunnion 7’j may bo located at any point desired (7\ being, of 
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course, located accordingly). Thus, it is possible to put the trunnion 
T\ at the point shown and place the counterweight above the roadway 
even through the center of gravity of the entire mass (leal and counter¬ 
weight) would be at some point such as C. The principal disadvantage 
lies in the number of intermoving parts and the hinged and swinging 
counterweight. 

The Strauss “Heel Trunnion” type is illustrated in Fig. 24. 

Ti is the main leaf trunnion, T\ the counterweight trunnion, and T\, 
T 2 , Ts and T\ together with their connecting struts form a parallelogram. 
A line is drawn through 7\ and g the center of gravity of the moving span, 
and the center of gravity g f of the counterweight is made to lie on a line 
through Ta parallel to g-Ti. We then have Wa : Wa' ::Pb :Pb', and a 



condition of constant balance is maintained. This proportionality is 
maintained during the oi>eration of the bridge by means of the trunnion 
parallelogram 2V7V2V2Y The bridge is operated by means of the 
strut S attached to the moving leaf and fitted with a rack engaging the 
pinion P rigidly fastened to the fixed tower T. As the moving leaf 
rises, the trunnion parallelogram folds up and the shore end of the rocker 
arm lowers, causing the counterweight to move downward. Pier A 
supports the counterweight and Pier B supports the moving leaf under 
dead load. 

The Strauss Company also put out a design known as the “Strauss 
ITiderneath Counterweight" type in which the counterweight principle 
is identical with that of the “Overhead Counterweight" type above 
described, but with the counterweight and link located underneath the-, 
roadway. This arrangement is particularly adapted to locations which 
provide ample clearance between high water level and grade. 

7. Semi-lift Bascule Spans. —The direct lift bascule is, properly, 
not a bascule span at all, but one that belongs in the vertical lift elassifica- 




{Cam h of the Strobel Stnl Construction ( o ) 

J to 27. - Rail f> [x -« mi-lift span, C’ B &Q Rnlro id near La Salic, 111. (Span closed ) 


The Hull type voitical lift span is illustrated in Figs. 25 and 20, which 
are taken from descriptive matter put out by the Strobel Steel Construe- 
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tion Company. There are two types shown, differing in minor detail of 
operation; these are completely explained by the drawings. This type 
of span is applicable to spans requiring a head room, when open, of not 
over about 150 ft. and presents the advantage of being applicable to the 
modification of existing fixed spans. 

The Strauss Bascule Bridge Company also put out a semi-lift type 
operating in the same general manner. 

Figures 27 and 28 are views of a Rail type, semi-lift span in operation. 



(our ft sy of Iht S (robcl Stcil Construction Co ) 

lu-. ~s Kill l\i>< m mi lift sj) in ( H A. q It iilio «1 m n 1 i S ille, Ill m open ) 

8. Other Types of Bascule Spans. —There aie several other types of 
bascule const] uelion which have been introduced from time to time. 
Some of these have been quite successfully used, others have been quickly 
abandoned m fa\oi of the mme standaid t>pc.s desenbed above. The 
Brown Bascule, built in Buffalo, N. Y., and the Waddell and Harrington 
type, built in Vancouver, B. (\, are examples of successful bascule con¬ 
struction outside the types herein described. The roller bearing bascule 
of ('owing and of Montgomery Waddell and the tilting floor bascule of 
Bilge and Schnablc are othei examples of interesting design along this 
line. Dr. J. A. L. Waddell in his “Bridge Engineering” gives a very 
interesting discussion of many of these types. 

Space will not suffice foi even the briefest mention of the many basculo 
types for which U. S. Letters Patent liaae been granted. For the benefit 
of those who wish to collect further inhumation along this line a complete 
list of bascule patents gianted by the l T . S. Patent Office to date is here¬ 
with appended. 
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List ok U. S. Letters Patent Granted for Bascule Bridge and Allied 

Construction 


Number 

i 

Sub-class 

i 

Patentee 

Remarks 

173253 

36 

M B. Adams 

Bascule 

983194 

41 

, It M Agnew 

Drawbridge 

1001800 

1 

Alexander F. L. Von Balm 

Bascule 

1018140 

39 

F J Benni 

Bascule 

412817 

36 

S, Bergman j 

Drawbridge 

828873 

36 

F. (!. Borg j 

Bascule 

632985 

38 i 

W L. Brayton j 

Bascule 

587926 

36 

W H. Bioilhupt 

Drawbridge 

590787 

36 

T 10 Brow n 

Drawbridge 

1151657 

36 

T E. Brown 

Bascule 

1203695 

36 

T. E. Brown 

Bascule 

1210110 

41 

T. E. Brow n 

Bascule 

1251631 

36 i 

T. E. Brown 

Bascule 

1251772 

3<i 

T E. Brown 

Bascule 

1251773 

36 

T. K. Brown 

Bascule 

1270925 

36 

T K Brown 

Bascule 

1302302 

36 

T E Biown 

Bascule 

683811 

.38 

J. P Cowing i 

Bascule 

641405 

38 

.1. P Cowing i 

Bascule 

665405 

.38 

J P (’owing 

Bascule 

672848 

38 

J P (’owing 

Lift bridge 

689856 

' 38 

1! I) Cummings 

Lift bridge 

1221629 

3f» 

It I) (IanIn r 

Lift bridge 

691744 

41) 

(’. r H i ii 

Bascule 

708348 

40 

(’ F Mill 

Bascule 

383880 

37 

W Haim in 

Bascule 

952485 

.36 

J L 11,III il glDll 

Bascule 

554390 

11 

I B Idinings 

Drawbridge 

780193 

11 

J \ Joyce 

Bascule 

721918 

39 

C F T Kamlel.r 

Bascule 

735114 

.39 

C F T. Kandeli i 

Bascule 

685707 

11 

C L Killer 

Bascule 

752563 

10 

C L Keller 

Bascule 

1047950 

.38 

(’ L Keller 

Bascule 

1012238 

11 

K C. Krase 

Bascule 

173253 

36 

F fi Krause 

Bascule 

503377 

37 

It P Laniont 

Bascule 

503378 

36 

It P Lament 

Bascule 

514733 

36 

It P T union! 

Bascule 

657122 

39 

1 1 a Pointe 

Lift bridge 

1121922 

36 

C (J E Larson 

Lift bridge 

1078293 

37 

B la she 

Drawbridge 

J12S178 ! 

to 

( Mehibben 

Bascule 

1241237 

,36 

<' 11 Mercer 

Bascule 

180191 

39 

(i Mooily 

Drawbridge 

1311284 

36 

•S Morrcell 

Bascule 

71 >153 

(0 

S T Metiers 

Lift bridge 

824135 , 

36 

It 1, Newton 

Bascule 

815167 

38 

.1 P. Nikonow 

(’ant ilever bridge 

673923 

36 

J W Pane 

Biun ale 

731321 

38 

.1. W Pane 

Bascule 

731322 

36 

J. W Page 

Bascule 

12570 

40 

T. Rail 

Bascule 

817516 i 

40 

T. Hull 

Bascule 

, 1094473 

38 1 

T Hull 

Bascule 

511713 ! 

39 i 

1 

1 

W. Scherzi r 

Is ft bridge 




Sec. 1-9J 


BASCULE BRIDGES 


29 


Number 

Sllb-cl.lSH 

Patentee 

R. marks 

721918 

39 

A. H Scherxer 

Bascule 

735414 

39 

A. II. Scherxer 

Bascule 

9(13399 

40 

A. II. Scherxer 

Bascule 

908987 

41 

A. II. Scherxer 

Bascule 

908988 

41 

A H Scherxer 

Bascule 

978*93 

41 

A. II. Scherxer 

Bascule 

1021488 

39 

A. II Scherxer 

Bascule 

1041885 

31 

A H. Scheixer 

Bascule 

1104318 

39 

A. II Scherxer 

Bascule 

1109792 

10 

A. H. Scherxer 

Bascule 

1114535 

39 

A. H. Scherxer 

Bascule 

517809 

39 

M. G. Schinke 

Drawbridge 

551004 

39 

M. G Schmke 

Drawbridge 

504104 

38 

E. S Shaw 

Bascule 

887131 

30 

L II Shoemaker 

Lift bridge 

738954 

38 1 

J B Strauss 

Bascule 

894239 ! 

39 

J H Strauss 

Bascule 

995813 i 


J H Strauss 

Bascule 

1124350 

30 

J 14 Strauss 

Bascule 

1150043 

38 

J 11 Stiauss 

Bascule 

1150975 

.18 

.1 14 Strauss 

Bascule 

1157449 1 

11 

•I 11 Stiuuss 

Bascule 

1170703 

38 

.1 H Kit iush 

Bascule 

1171553 

.18 

.1 11 Strums 

Bascule 

1211039 

lu 

J 11 Strauss 

Bascule 

130278 

>s 

8 Swartz 

Lift bridge 4 

172204 

18 

S Suditz 

Lift bridge 

911028 

38 

1 Swindon 

Lift bridge 

490074 ( 

31. 

Cl 11 1 l.ompson 

Drawbridge 

MSI 17 

40 

J’ C. \ < nt 

Bascule 

598107 1 

39 

M W id.l. 11 

Draw bridge 

598108 

39 j 

M W uldi 11 

Lift bridge 

021400 

38 1 

M W ulch 11 

Lift bridge 

(.37050 

40 

M W,ulcl. 11 

Bascule 

000S27 

30 

M W.ul.Ml 

Bos. ulo 

001113 

38 

M adddl 

Bast ule 

093107 

38 

M Wuildell 

Lift bridge 

800947 

38 

M Vi itddell j 

Lift bridge 

908713 

40 

M ’Waddell 

Diaw bridge 

952485 

30 

M Waddell ] 

Bascule 

789308 

39 

V\ J. Wafbon i 

Bascule 

442847 ' 

31. 

G A. Weidcnmayer 1 

Draw bridge 

531704 

37 

11. L. Worden 

Drawbridge 

530313 

39 

H L. Wordtn 

Draw bridge 

091035 

30 

J. D. Wilkins 

Lift bridge 

1211237 

30 

C. II. Woethlc 

Basculo 


SELECTION OF TYPE OF BASCULE BRIDGES 
By Phil A. Franklin 

9. Single vs. Double Leaf. — A great many factors arc involved in the 
problem of selection of type of bascule for use at a given location. Some 
of these factors should be known even before the site is chosen. Others 
can be determined by a careful topographical survey of the selected 
location. Still other factors are made known by the results of test 
borings and other exploration of the foundations. The economics of 
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cost of substructure and superstructure for the various types can be 
determined only after comparative designs and careful estimates have 
been worked out. 

It is the intent of this chapter to outline a few of the more important 
points to be considered and to call attention to the fundamental differ¬ 
ences in the various types in so far as these differences may dictate the 
selection of the ultimate design. 

The first question in selecting a type of bascule bridge is usually 
whether one leaf or two shall be used. 

The advantages of'the double leaf const rut t ion over the single leaf are: 

(1) Added safety to roadway traffic. 

(2) Increased speed of operation. 

(3) Greater adaptability to esthetic treatment. 

(t) Decreased size of individual operating units. 

(o) Lower overturning moments on pieis due to wind on upraised 
leaf. 

((>) Shorter counterweight arms or .smaller eountenveights, or 
hot h. 

(7) Increased head loom at center of channel (in the deck or half 
through types). 

Taking these up in the ordei given abo\e. The added safety to road¬ 
way traffic is due to the fact that practically all <\ pes of bascules may be 
so arranged that eil her the rear end of t he mo\ mg floor or else the counter¬ 
weight forms a solid barricade across the roadway when the bridge is fully 
raised, >vhile on a single leaf bridge the outer end raises and leaves the 
open end of the fixed roadw r ay protected only by a gate or other light 
barricade. In cot tain types of the Kail rolling lift, the Strauss vertically 
moving overhead counterweight, the Strauss Heel Trunnion Pantograph 
type and the Scherzcr rolling lift with o\erhead counterweight, the 
counterweight generally forms this barricade. Tn the Chicago type 
simple trunnion bascule and in practically all of the other underneath 
counterweight typos, the roadway floor on th, mo\ing leaf forms the 
barricade when the break between the liv'd and moving floor is ahead of 
the trunnion as it should preferably be on single deck bridges. The 
roadway floor probably constitutes a better and more certain roadway 
barricade than does the lowered counterweight particularly in locations 
where a large portion of the lifts will be to less than full height. Either 
type, however, furnishes a barricade much safer and more certain than 
can reasonably be expected for a single leaf design. In substance there¬ 
fore, a double leaf bascule effectually protects both approaches while a 
single leaf bascule leaves one approach unprotected. 

The greater speed of ojjeration for the double leaf construction is due 
to the fact that for a given opening at the center of (he channel, two 
leaves can be raised simultaneously in a shorter space of time than one 



BASCULE BRIDGES 


31 


Sec. 1-9] 


leaf can be raised to twice the desired opening at the far pier. The leaves 
of the double leaf type, being shorter, are lighter and have less inertia to 
be overcome by the machinery. The acceleration is therefore faster than 
with the single leaf. 

In consideration of esthetics the double leaf lends itself readily to a 
balanced treatment, both piers and leaves being symmetrical. The 
stresses in the trusses of a double leaf bridge are a maximum at the piers 
and a minimum at the center of the channel. The double leaf, therefore, 
is economical when a curved chord cantilever is desired in order to give 
the effect of an arch when closed. 

On account of f he decreased inertia and lighter-weight (because of the 
shorter leaf and the smaller area exposed to probable wind pressure), the 
individual items of machinery required to operate the double leaf type 
will be lighter than those for the single loaf type, although the total weight 
of operating machinery may bo about the same. 

In the same degree that the wind pressure is reduced, the overturning 
on the pier and thereby the maximum soil pressure is also reduced. For 
each leaf, the area exposed to wind pressure is half for the double leaf 
type of what it is for the single leaf typo. The moment arm also being 
half, the resulting moment is therefore, only one-fourth. This is a very 
important consideration where the foundations are in soft material or on 
piling. 

The moving leaf is shorter and lighter on the double leaf type, there¬ 
fore, in the fixed counterweight typos *ho counterweight arm may also 
be shorter and the size of the counterweight reduced, thus reducing the 
required distance from the grade of the roadway to high water elevation. 
This ('fleet is more than directly proportional to the length of the leaf 
because the lighter truss, as above noted, has also a shorter lover arm. 
In the ease of the pivoted counterweight and overhead counterweight 
typos, the above relation is true, particularly in regard to the size of 
counterweight. The saving in length of counterweight arm may be 
sufficient to just avoid dipping beneath the water line with the counter¬ 
weight arm when the bridge is raised and therefore, may mean the differ¬ 


ence between a watertight counterweight pit for a single leaf as against an 


open air clearance for the double leaf type. 


This consideration often 


becomes a determining one in locations where the roadway grade must 


lie close to the water surface. 


In the double leaf typo, the counterweights, as above noted, are 
much smaller than in a single leaf bridge of equal channel span on account 
of the lessened weight and moment arm of the overhanging leaf. There 
is, therefore, considerable economy of counterweight material itself in 
the double leaf type. 

In the double leaf types, the adoption of a shallow section at the ends 
of the cantilever arms to give the closed span an arch effect and also to 
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save metal at the center, increases the available head room at that point 
thus permitting a relatively greater percentage of the shipping to pass 
under the closed bridge. 

The advantage's of the single leaf type over the double leaf arc: 

(1) Centralized power plant and control. 

(2) Greater rigidity under excessively heavy live loads. 

(3) Only one counterweight pit to provide (where the roadway is 
so close to water line as to make a pit necessary and where 
an underneath counterweight type is to be chosen). 

(4) Absence of the necessity for anchoring the rear end of over¬ 
hanging arm for live load with a consequent lessening of 
the churning action on the foundations. 

Referring to the above points: The advantage' of a single control and 
mechanical plant is obvious. There is but one' machinery room, the 
limit switches and interlocking devices are greatly simplified and 
cheapened and the use of steam or gas as a motive power is made possible 
in localities where electric power i-i not available or not satisfactory. 
Where electric power is employed, or where gas or steam must be used in 
conjunction with electricity, a submarine cable is necessary with the 
double leaf type for the control of the remote leaf. Remote control for 
the operation of the far leaf has been very highly developed and is per¬ 
fectly safe and certain, the only objection to the same being that it is 
expensive from a standpoint of first cost and because it requires the 
presence of an operator familiar \ith the electrical wiring of specialized 
equipment. In localities where the underneath counterweight is desir¬ 
able from an esthetic standpoint or for other reasons, but must be 
provided with a watertight pit on account of the proximity of the grade 
line to water line, it is quite possible that the saving effected by the elimi¬ 
nation of one pit through the use of a single leaf design may offset the 
losses due to the various other considerations against the single leaf type. 

The double leaf type generally acts as a cantilever under live load 
and must therefore be anchored at the rear. The single leaf type acts 
as a simple span under live load and hence needs no anchorage. 

One of the greatest advantages of the single leaf type is the elimination 
of the necessity for this anchorage at. the heel of the truss inasmuch as 
this anchorage detail in double leaf designs is the cause of considerable 
churning action on the piling or foundation soil and a consequent increase 
in extreme pressure at the foe of the footing. Whether or not the increase 
in live load toe pressure on the double leaf design due to the above cause; 
is offset by the decreased toe pressure due to the fact that wind pressure 
on the upraised leaf is much less, can only be determined by analysis of 
each individual ease. 

In general it will be found that for heavy loads or for short spans, the 
single leaf type will bo the more economical while for lighter loading or for 
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longer spans, the double leaf will be cheaper. In corroboration of the 
above principle, it should be noted that single leaf types are more common 
for railway than for highway loadings and that practically all spans of 
less than 100-ft. clear channel are single leaf designs. No small part in 
the selection of these types is played by the fact that the double leaf 
design gives the more sightly structure and lends itself to balanced archi¬ 
tectural treatment, being for this reason a preferable type for highway and 
municipal bridges, while the single leaf, through tiuss type is far stiffer 
under heavy engine and train loadings and is therefore, more desirable 
for railway work where esthetics are to a certain extent secondary. 

10. Through vs. Deck Spans.—In addition to the well known con¬ 
siderations which have a bearing on the selection of through vs. deck 
trusses for ordinary fixed spans, the bascule bridge involves certain 
factors relating to location and size 
of counterweights and to the location 
of the trunnions and their suppoits. 

In any type of bridge when' the 
counterweight is fastened ligidly to 
the moving leaf, it is necessary that 1 
the line through the eenteis of giav- 
ity of the overhanging oi liver arm, 
and the rear or counterweight atm 
must pass through the center of 
rotation in order that the moving 
part may always be in equilibrium 
without assistance from the machine^. In those tj pes where the coun¬ 
terweight is linked to the moving span, but not ligidlv connected thereto, 
the distance in a horizontal line between the main tiunnion and the cen¬ 
ter of giavity of the moving leaf must always bear a fixed ratio to the 
horizontal distance from the point of rotation of the counterweight to 
the center of gravity of the same. (This relationship is due to the fact 
that the summation of moments tending to rotate the span about the 
trunnion, must always equal zeio for equilibrium and therefore, the ratio 
of the horizontal arm of the moving leaf to the horizontal arm of the 
counterweight must always be in inverse proportion to the ratioof weights 
of moving leaf and counterweight. 1 ) 

It will readily be seen, therefore, that if the trunnion for a through 
truss were located at the lower chord end panel point LO, the counter¬ 
weight would need to be below the deck of the fixed approach if it were 
to bo rigidly connected to the moving leaf because the center of gravity 

1 For purposes of operation, it is generally considered advisable to so an uige the 
relation between the center of gravity of the mm mg sysU m and the center ot totation 
that the channel leaf will be ovetbalanced verv slightly when closed. This, however, 
w discussed more fully in Art 13 , p. 39. 

3 
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of the truss would lie above the trunnion and, from the above considera¬ 
tion, a line from the center of gravity of the truss through the trunnion 



when produced rearward must constitute the locus of the center of gravity 
of the counterweight. The typo shownin Fig. 29, on the other hand, 


Fig. 30.—East abutment, Belmont Avenue Bridge, Chicago, Oct. 5, 1915. 
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permits the main trunnion to be placed at or near the heel and at the 
same time, permits the employment of an overhead counterweight. The 
type shown in Fig. 33, p. 40, also permits of the construction of a through 
truss with heel trunnion and overhead counterweight. 

The case first cited above, viz., a through truss with heel trunnion and 
fixed counterweight, would require enough metal at LO to withstand the 



Fig .U -I'ist ihutmcut, 1Ulmont enue Bridge, ( hi< igo, Teb 1, 1916 


bending moment caused by the counterweight and lint,, for any ordinary 
span, would be prohibitive. If, howevei, the ti minion is inised to a 
position between the chords of the truss and t bo tiuss extended real ward 
to the counterweight connection, it is possible to place the countei weight 
rigidly between the real ends of the trusses and June its centei of giavity 
in line with the center of gravity of the foiwaid end and the centei of the 
trunnion. This gives the simple tr mnion tvpe as illustrated in Fig. 31 
and change's the design from a through to a half through or deck type. 
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Fig 32—Open*mg mirhintn, Wc't ^lde, Belmont A\enue Bridge, Chicago. 
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It is also possible to obtain a deck structure with a heel trunnion and 
overhead counterweight although considerations of headroom at high 
water generally confine this type to short spans. 

Advantages of the deck type are: The possibility, as a general rule, 
of securing more rigid bearings for the trunnions; more sightly structures; 
better chance to develop the lateral system in the counterweight arm, 
thereby stiffening the whole moving leaf; and lastly, greater safety to 
roadway traffic as the operator has a much better view of the roadway on 
a deck span than ho does on one where the truss members arc above the 
floor. 

Some of the disadvantages of the deck type are: The added height 
of roadway necessary, making the approaches steeper; the difficulty in 
general of arranging dimensions and details to allow the break in the floor 
to be placed ahead of the point of rotation (thereby making the moving 
leaf to act as an effective barrier to the roadway traffic); added height 
of counterweight tower posts in the overhead counterweight types; added 
length of channel span in the trunnion types which have trunnions in or 
near the line of the top chord. As a general rule, it may be said that the 
higher the floor is placed above the bottom chord, the more difficult 
become the details. Particularly is this ti ue in regard to the interference^ 
of moving parts; many eases having arisen w here it has been impracticable 

t 

to obtain a deck structure and still keep the break in floor ahead of the 
center of rotation. The leasons for this ate not easily demonstrated, but 
the designer will soon find whether his design can be made a deck structure 
or whether the limiting conditions in the case, as above discussed, make 
that type out of the question. 

11. Arrangement of Piers. —There are several types of piers used to 
suppoP bascule spans. Some of these are common to several types of 
bascules while others are adaptable to only one type. Whatever applies 
to the operating, or hinged, end of a single leaf type also applies to the 
hinged ends of a double leaf tvpe. 

In general a forward and a rear pier are required for the operating 
end of any bascule. The simple trunnion type has a live load or forward 
pier, a trunnion pier and (if a double leaf type) an anchor or rear pier. 
The Strauss trunnion type generally has the same piers and the Scherzer 
typo has a track between a forward and a roar pier, or else a solid wall 
which is equivalent to a beam over the two supports. The Hall also uses 
a track, but frequently supports one end of this track on a stream pier and 
the other on an approach. The Page bascule, in which the weight of the 
approach is utilized as a countcnveight, must ha\o a forward pier for 
the heel of the river arm and a rear pier for tin heel of the approach arm. 

A forward and a rear pier are usually necessary on account of the 
fact that the possible overturning moment of the wind on the open, or 
partially open span is very great and enough mass and base area must be 
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furnished by the pier or piers to render the structure stable under maxi¬ 
mum wind pressure on the upturned leaf. Some designers have suc¬ 
ceeded in using the approach span as a connecting link, thereby causing 
the pier at the shore end of the approach span to act as the rear pier and 
take part of this overturning moment. 

Wherever the counterweight is clear of the water at the fully open 
position of the leaf, the individual piers will probably prove the cheaper 
method of support, but where the counterweight swings below high 
water, it will be necessary to build a watertight pit into which the counter¬ 
weight may swing. In this case, the unit pier construction has the 
advantage and the final design will resemble an open box generally with 
individual piers against the inside walls; the whole being placed on a 
solid foundation slab. The overhead counterweight x\ ill practically 
always call for simple individual piers while for flu* underneath counter¬ 
weight design, the type of pier needed will depend upon the distance from 
roadway to water level. In the wing counterweight type, the weights 
arc almost always so arranged that they do not fall below the line of the 
top of the pier and so rarely need a watertight pit. 

12. Relative Merits of Different Types. There are in use in the 
United States and foreign count lies at the present time four principal 
types of bascules. These have boon desciibed in a general manner in the 
foregoing pages. They an*: (1) Sehoi/er; (2) Stiauss; (3) ('hiengo, or 
Simple Trunnion; and (l) Rail. It i" probable that there are in existence 
more bridges of either one of the*four above mentioned types than all 
other miscellaneous kinds combined. A glance at the list of patents on 
pp. 28 and 29 will show that there are a great number of patented 
bascules which have never been built and that the four types mentioned 
above comprise a large part of the patents. It is true that some of the 
patents are for improvements and for small parts in existing types, and 
not for separate and distinct types of bridges. Most of the patents, 
however, cover some basic idea of bascule design in relation to the whole 
superstructure and its method of opr ml ion. The fact that some of these 
types have not been built quite likeh indicates either that they were too 
costly, or that further investigation has shown the* basic idea to be imprac¬ 
tical. At any rate, the result has been that construction has narrowed 
down at the present time to practically the four types mentioned above. 

In the number of bridges of each type in operation, it is probable that 
the Scherzer leads, the various types of Strauss coming next, the Chicago 
or;S*mplc Trunnion being third, and the Rail hist. 

* 1 s 

BASCULE SUPERSTRUCTURE DESIGN AND ERECTION PROBLEMS 
s * By Phil A. I'iiwriw 

In this chapter, it is not the intention to treat of that portion of the 
design of a bascule bridge superstructure which involves the same 
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procedure as that for the design of any other steel frame work. There 
are many points, however, which are very different from ordinary fixed 
bridge design. It is with such special features that this chapter has to do. 

13. Balance Requirements. —The main difference between a fixed 
bridge and a bascule lies, of course, in the fact that the latter is a moving 
structure. In order that the machinery required may be as light as 
possible, it is necessary to have the moving portion always in balance so 
that inertia, friction and wind are the only loads on the machinery. The 
designer of the structural portion must, therefore, bring the center of 
gravity of the moving leaf to a coincidence with the center of rotation. 
The moving loaf is best handled by considering it in two complete items: 
(1) All the moving portion except the concrete counterweight, and (2) 
the concrete counterweight. 

The best method of procedure seems to be to choose tentatively the 
number of leaves desired, the type of bascule to be used, the length of 
span, the elevation of grade (thus giving the distance from grade to high 
water) and all other limiting conditions and then to make a rough layout 
of this tentative plan to determine whether all the conditions can be 
fulfilled. From this skelch, the amount of clearance from grade to high- 
water will show whet her an underneath counterweight can be used. Tlje 
length of river arm can be determined so as to piovide the necessary clear 
channel and the question of deck r s. through bridge decided. Several 
trials and layouts are usually necessary before all points of interference 
are located and corrected. These points being settled, the final design 
may be started. 

Since the portion of the structure between the forward or channel 
piers can be designed with certainty regardless of the shape, support 
requi -d for, or the placing of the counterweight, it is advisable to con¬ 
sider first the bridge in the closed position and design the river arm for 
dead and live load closed. This gives the weight and center of gravity 
of the river arm and, as the limiting dimension between grade and water 
line will fix very closely the length of the counterweight arm, a close 
approximation can be made (I) of the weight and center of gravity of 
the steel in the rear end, and (2) of the amount of concrete required in 
the counterweight. Having < hese data and the shape of the forward arm, 
the line from the center of gravity ot the proposed counterweight to the 
center of gravity of the rest of the mo\ing leaf will constitute the locus 
of the center of rotation for any bascule having a rigidly at tached counter¬ 
weight (see Fig. 52, p. 51). 

For bascules with a trunnioned or hinged counterweight, the line 
from the counterweight trunnion to the center of gravity of the moving 
leaf is the locus of the center of rotation (see Fig. 54, p. 52). 

In the Strauss type of overhead counterweight which has the parallelo¬ 
gram connection between the counterweight and the truss (see Fig. 33a), 
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the point of rotation of the truss is fixed at II (the heel of the truss) and 
the line through t lie center of gravity G of the moving leaf and the trun¬ 
nion II must be parallel at all times to the line CT, where C is the center 
of gravity of the counterweight. This may be readily seen from the 
following consideration; If we consider the parallelogram T-U-L-II as 
of no width, thus bringing the counterweight trunnion T and the main 
trunnion II to the same point, the length of lines Til and LI/ become 
equal to zero and the line TV becomes a continuation of line Gif. The 
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moving portion can then be considered as a simple trunnion type as 
shown as in Fig. <YAI>. From this Ireatnu n(, it is seen that the law above 
stated must hold. tv':.—that, for the t\pe shown in Fig. 33«, the locus of 
the center of gravity of the counterweight is a line through T parallel to 
the line (HI and extending tmvaid the rear. 

When the point of total ion is not yet fixed, as is the cast 1 when design¬ 
ing the vertically moving overhead 
counterweight type (see Fig. NA, p. 
o2), the point of connection of (he 
counterweight to the moving leaf is 
considered as the counterweight trun¬ 
nion and the rule stated above for 
trunnioned counterweights applies. 

In locating the trunnion it is well 
to know the several points at which 
iriteiforence is likely to occur and to 
provide early against such difficulty. 
The greatest trouble is generally encountered in locating the break in the 
floor. If this is to be ahead of the center of rotation, it must be far 
enough ahead so t hat a line through the center of rotation at an angle with 
a perpendicular to the floor line equal to one-half the angle of opening, 
will intersect the floor at or behind the break. This is readily seen from 
Fig. 34. If the break in the floor were to be placed at point A (see Fig. 
34), the rear end of the moving floor would travel through the circular 
path AD and come to rest (at full open position) at point D just touching 
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the fixed floor. If the floor break were to be placed back of point A 
(as at A', Fig. 34), the loaf would obviously foul the fixed floor at some 
position loss than the full open position. If the floor break wore to 
be placed ahead of point A, as at point B, the leaf would come to rest (at 
the fully open position) at some point C leaving a gap at C between fixed 
and moving floors which, if large enough, would constitute a menace to 
traffic. It is clear, therefore, that if no other clearance condition limits 
the location of the floor break, the same should be placed just far enough 
ahead of point A to furnish a working clearance at point D between fixed 
and moving floors when the leaf is fully raised. 

There is another limiting clearance condition, however, to wit: The 
interference of the forward end of the fixed floor with the sway frame 




lx I ween (lie first panel points of the mo\mg leaf ahead of the trunnion 
(see I lu,. 3.”)). 

F >ni an inspection of 1* igs. 35 ami 30 and fiom the foregoing discus¬ 
sion, it will be leadily seen that some xeix close designing must be done 
at this point. (Wsider (Fig. 30) the trunnion definitely located at point 
T. At floor position 1, the bieak must be placed at, or slightly 
ahead of point b. If the flooi is moved to position 2, point 6' becomes 
t lie limiting rearward posit ion of the floor break, etc. It is thus seen that 
raising the floor operates to tlnow the limiting position of the floor break 
forward. On the other hand, the clearance line for the sway frame 
intersects the floor lex el .it points which move backward as the floor eleva¬ 
tion is raised intersecting the line b-b' produced at some elevation such as 
floor position 3 (see Fig. 3(5). It is, then, obviously impossible to locate 
the floor above this elevation without having either the sway frame or 
the moving leaf foul the fixed floor. It becomes necessary, therefore, to 
move the leaf panel point from B-B to some position B'-B' so that the 
clearance line for the sway frame is moved ahead of the trunnion a suffi¬ 
cient distance to provide the necessary clearance. This position increases 
the required span length (between ti minions) thereby increasing the 
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amount of metal required in both forward and rear arms, and also the 
amount of material in the counterweight. This change also obviously 
operates to increase the size of the pier. 

Lowering the floor clearance reduces the available space beneath the 
fixed floor in which to place the counterweight and also operates to cramp 
the space necessary for machinery. The foregoing discussion will illus¬ 



trate the difficulty encountered in proudmg for a true deck 1 ni»s con¬ 
struction and will also illustrate the impoi titnee of careful attention to 
clearance requirements in order to avoid iutoifercncc between fixed and 
moving parts. 

Another point of interference is between counterweight and pier in 
the fully open position. Many times the detail of the counterweight 



must be changed to flt the pier. In the overhead type, this interference 
is generally between the roadway floor and the counterweight. 

Interference must also bo guarded against where the lower lateral 
system approaches the trunnion supports. When the two supports for 
the ends of a trunnion arc carried on columns extending downward into 
a pit, no lateral system can be used between the trunnion post lino and 
the counterweight which interferes with the trunnion posts (see Fig. 37). 
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If the trunnion bearings are carried on a cross-girder extending through 
both trusses, interference must be guarded against where the lower chords 
pass beneath the girder. 1 At this point, interference not apparent in the 
closed position of the bridge will develop when the truss is rotated, as will 
be seen by describing an arc through the extreme edge of the lower 
flange plates of the girder about the trunnions as a center (see Fig. 38). 
Care must also be taken to see that the truss members, in rotating* do 
not foul any of the shafting of the operating machinery. In certain 
machinery layouts, the main shaft extends through the trusses and operates 
trains of gears on the piers, these gear trains in turn operating the main 
pinions. In these types, a portion of the machinery is usually between 
the trusses on a platform suspended from the fixed floor. This platform 
must be very carefully laid out in order not to interfere either with the 
trusses or the counterweight. 

All the above questions relating to general clearance requirements, to 
the position of the various centers of gravity and to the location of 
trunnions, etc. must be decided and made to correspond before the final 
design of the counterweight arm can be made and the finished calculations 
for balance completed. 

14. Live Load Stresses. —In the design of the forward or river arm M 
the exact live load can be used, but in the tentative layout of the counter¬ 
weight arm only approximate loads can be used until the final form is 
determined. After a certain shape of counterweight arm is definitely 
select<d. complete and definite stresses may be calculated for this arm as 
well and t he live load stresses are then complete. In single span bascules, 
the live' load stress calculations are no different from those in any other 
simple span. In double leaf bascules, however, a lock called a shear lock, 
is used at the junction of the two leaves. The purpose of this lock is to 
make both leaves deflect equally and thus prevent a difference in eleva¬ 
tion at the center due to load on one leaf only. The maximum shear 
passing through this lock will occur when the maximum load is on one 
leaf with no load on the other. For different members of the bridge, 
different load groupings will determine the proper shear lock stress to be 
considered in conjunction w ith the live load stress. The most convenient 
way to calculate these stresses is to plot a stress diagram of the leaf with 
a unit load at the shear lock and then for each possible placing of the 
live load, determine the pressure on the shear lock. This shear lock 
pressure (for any given load placement) times the stress in any member 
due to unit load at the center is clearly the shear lock stress in the given 
member for the loading considered. This figure is not always to be 
added to the live load stress, however, as it frequently happens that the 
shearMock decreases rather than increases the live load stress. An 
examination of the loading required for any certain stress will soon show 
1 See Art. 6«. 
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just what values arc to be combined to give the maximum. Shear lock 
stresses and methods for their calculation will be discussed in more detail 
later. 

In those cases where the two leaves are locked for moment as well as 
for shear, the bridge when locked becomes to all intents and purposes a 
fixed span and should be so analyzed. 

When double leaf spans arc provided with an anchor arm and an 

uplift reaction or anchor (to counteract the 
tendency of the live load to overturn the 
moving leaf about the forward support), a 
close adjustment of the finished anchor 
blocks is needed in order that the anchor 
may not come into play before the forward 
support takes its load. If it docs, it throws 
an excessive load on the trunnions and their 
supports by throwing the entire upward 
reaction into the trunnions so that the entire 
live load is supported on an upward reac¬ 
tion at the trunnion and a downward reac¬ 
tion at the anchor. The only ot her a\ailable 
upward reaction is the forward 01 live load 
support, and this support rat In r than the 
trunnion, should furnish the necessarv up¬ 
ward reaction under full live load 'see Fig. 
39). The anchors, therefore, should never come into play until the cen¬ 
ter of gravity of the combined live and dead load passes the h\e load 
shoes. The anchor columns constitute a downward reaction and since 
the shear lock cannot be counted upon for upward reaction mu account 
of the possibility of full live load on the far leaf), the moving leaf, under 
live load, must be considered as a beam overhanging two supports. 
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Before any live load comes on the moving leaf, the center of gravity of 
(and, therefore, the whole of) the dead load is centered at the trunnion 
(see Fig. 40). When the live load comes on the leaf, the center of gravity 
of the combined live and dead loads moves away from the trunnion 
toward the forward support and each of these supports (trunnion and 
forward bearing; then takes its propoition of the total (see Fig. 41). 
When the live load becomes heavy enough to balance the whole structure 
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over the forward support, the load on the trunnion becomes zero. When 
still more live load is added, the anchor bracket comes into play, exerting 
a downward reaction and the forward support takes all live and dead 
load and in addition a load equal to the negative reaction on the anchor. 
All of these cases are susceptible of calculation by simple statics. They 
all depend, however, on the adjustment of the anchor to such a position 
that the same begins to take load at the time when the live load just 
brings the center of gravity of the combined live and dead loads to the 
forward bearing and thus takes the deflection out of the trunnion supports. 

In order to obtain this adjustment, it is necessary to set the anchors 
so that there is some clearance between the anchor bracket on the moving 
arm and the anchor on the pier. 

It is customary to cushion the anchor with a resilient substance such 
as white oak blocks. This will coin pi css a certain amount under the 
maximum uplift which it is called upon to carry. 



When in the unloaded state, there is Mime defied ion in that portion 
of the counterweight arm between the tmnnion and the anchor bracket. 
Theio is a greater deflection in this aim when the center of gravity of the 
combined live and dead loads fall at the lixe load shoe liecause in the first 
ease, tin counterweight arm is a cantilever supported at the trunnion and 
in the second case, it is cantilexered clear from the live load shoe. The 
increased span gives the gieater deflection. 

As the trunnions carry the full dead load at all times, xx’hen there is no 
live load on the moving leaf, thei** is considerable deflection in the trun¬ 
nion supports. During the time that the center of gravity of the dead 
and live loads is moving ftom the trunnion forward toxvard the live 
load shoe, the load on the trunnion supports is decreasing and the main 
trunnion girder is rising due to this lessening of the load outlie trunnions. 
This will allow the span to lotate about the live load shoe as a pivot and 
raise the anchor bracket in proportion to the rise in trunnion supports. 
The rise in the anchor bi acket is equal to the rise in the trunnion (due to a 
portion of the deflection being taken out of the trunnion girder) multiplied 
by the ratio of the distance from live load shoe to anchor bracket to the 
distance from live load shoe to trunnion. In order, then, to find the 
correct clearance at which to set the anchor blocks, it is necessary to 
know: 
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(1) The difference in the dead load deflection of the anchor army 
when supported at the trunnion and when supported at the 
live load shoe. 

(2) The difference in deflection of the trunnion girder at the 
trunnion supports under no live load on the span and with 
full live load on the span. 

(3) The ratio of the distance from the live load shoe to the center 
of the anchor bracket to the distance from the live load 
shoe to the center of the trunnion. 

(4) The amount of compression caused in the oak anchor blocks 
by full live load reaction at the anchor. 

The clearance between the anchor bracket and the anchor blocks 
should be: The rise at the anchor due to the difference in deflection of 


the trunnion girder under no live load and under full live load; less (a) 
the difference between the deflection of the counterweight arm with 
support at live load shoe and with support at the trunnion and (b) the 
amount by which the oak blocks compress under full live load uplift on 
the anchors. If this gives a nogathe insult, the oak anchor blocks would 
be under some compression before am li\e load came on. This, ho\\e\er, 
would prevent the live load .shots from coming to a firm healing and would 
cause a chattering when the live load came on the span, Consequently 
it is better in such a case to sot the anchoi blocks to just touch at the 
instant the live load shoe comes to bearing. In piacticalh all cases, it 



will be found that a clearance of trom 1 s to ? s 
in. is needed between the anchor and the an¬ 
chor blocks. 

15. Dead Load Stresses. I In gi cutest 
difference between the di.ul load Musses in 
an ordinary framed structure and in a bas- 


F I( , 42> cule bridge* lies in the fact that the bascule 

must be designed to stand at any angle bet ween 
the horizontal and the vertical position. The ne\t point of differ¬ 
ence is that the bascule has but one point of support so far as pure dead 
load is concerned while for live load, it lias two or three points of sup¬ 
port and for wind load in the open position and for operating stresses, it 
has two other points of support. 

In all these stress calculations, the graphic solution by means of 
Maxwell diagrams will probably be found to be the simplest .and quickest 
method. It is sometimes necessary 1 o calculate one or t wo of the stresses 
analytically and place in the diagram the value thus found, in order to 
have the complete diagram in one piece. It is perfectly feasible, how¬ 
ever, to obtain all the stresses graphically, but in the case of a trunnion 
support within the truss, such as is illustrated in Fig. 42, the stress in 
member 7.7 IA0 cannot be determined directly by working back from 
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$ec. f 

ie forward end as there are three unknown forces at both panel points 
''Vi and £7. This stress must either be obtained by taking a section A-A 
and a center of moments at panel point U 9 and calculating the stress 
in the bottom chord from the loads to the right, or else by constructing 
a separate Maxwell diagram for the counterweight end and taking the 
value thus found and substituting it in its proper place in the diagram 
of the forward end. 

Another point to keep in mind in determining the stresses in a bascule 
truss is that if the dead load stress in the horizontal position (Sh) is of the 
same sign as in the vortical position (S v ) there will be a dead load stress 
larger than either, occurring at an angle of opening 0, where# «■ 

S 

fan 1 c , • The value of this stress is given by the formula jSmm = 
£>// 

y/Su 2 + *SV 2-1 This will not affect those members which have a large 
proporf ion of live load sis coinpai ed 1 o dead. The most seriously affected 
members will be found to be those adjacent to the trunnions. 

16. Wind Load Stresses. There are two main points of difference 
between wind load stresses and the other stresses in a bascule span. 
The fust is that then* are always two points of support, namely, the trun¬ 
nion and the main operating pinion. The second is that the wind loads * 
can al\\n\s cause stresses of either sign in any member of the frame. If 
the wind is from the channel side and puts tension in a certain member, 
the changing of the wind to the shoie side will put compression in that 
same member. It is very seldom, however, that wind load enters into 
f he final design of any member of the trus*. proper on account of the provi¬ 
sion in most specifications allowing a 2.1 per cent overstress under wind 
load. 

The imount of wind against which a bascule leaf must operate has 
long been a mooted question among designers. The governing wind 
velocity should not be the maximum for the locality but should be the 
gieatest at which it is possible fot shipping to use the channel. This is 
about 10 miles per hr., and is equivalent to a wind load of 51b. persq. ft. 

It is possible that under some conditions there might occur heavier wind 
loads while the leaf is up, consequently the following velocities and 
equivalent pressures are generally used in designing: 

Design truss to stand upright under wind load of 15 lb. per sq. ft., or 
■velocity of GO miles pei hr. 

Design truss to stand hoi i/o ntui under wind load of 30 lb. per sq. ft., 
or velocity of 97 miles pei hr. 

Design machinery for wind loadings as set forth in chapter of design 
of operating machinery. 

In all the foregoing values, the formula P = 0.0032 V 2 has been used 
for computing the wind pressure. 

1 1’auon, W. Watters, Ti ana. Am. S<tc. C. E . vol. 76, p. 73. 
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17. Floor Design.—Stresses in the floor system of a bascule differ 
from those in an ordinary floor in that provision must bo made teffiupport 
the floor when in the vertical position and to transfer its load to the truss. 


Stringers Floor beams , HomonM gutter 



r n 



Ik I. 


This can be accomplished in am oik o! social \\a\s The most uid< l\ 
used method at the present time is to pio\nl«, at the flooi l>eam ueaiesi 
the lower end of the open portion, a giuh 1 of sufficient s<u ngtli to can\ 
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Sub floor 
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the total load of the floor to the tmsses at that panel point. \\ hen the 
bridge is down, this girder will be hnn/ontal, lying usually just below the 
floor and is generally termed the hoti/ontal giidei e I’ig. 43). A not hr 1 



method is to make each floor beam stiong enough laterally to carry its 
part of the floor load to the trusses. The stresses occasioned in or by 
either system are easily calculated and need no comment. 

The floor beams are usually built-up sections and the stringers rolled 
beams or built-up sections framed in between. The stresses in both 
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of these are easily calculated. The sub-flooring is generally of wood and 
fastened*|;o the stringers and floor beams by bolts to prevent slipping 
during tne operation of the bridge. The finished floor or paving may be 
either wood block, an asphaltic compound, or even plank. 

When the floor is composed of wood blocks, each piece should be toe- 
nailed to the sub-floor and light angles placed at intervals across the 
roadway to assist in supporting the floor blocks when the leaf is up (see 
Fig. 44). Where asphalitic compounds arc used, care must be taken to 
see that there is sufficient key to hold the paving of the leaf to the sub¬ 
floor. It is nearly always sufficient to build the sub-floor with uneven 
sizes of flooring and thus provide a key to hold the paving (sec Fig. 45). 

Some care must lie taken to prevent moisture from seeping through 
the wearing surface of the deck and rotting the sub-floor, as this sub-floor 
is very hard to repair on account of its inaccessibility. Where the span 
carries street railway traffic, the problem of supplying the necessary 
support for the {racks and at the same time, waterproofing the sub-floor, 
Incomes quite complicated. These pioblems, however, are not limited 
to bascule const met ion, but arc common to all bridges and therefore, will 
not be tieated hen*. 

18. Erection Features to be Considered in the Design.—In many of 
t he commeicial, patented t\ pcs ot bust ule spans the point of rotation is so 



No load portion 

I'ii.. 4fl. 



anunged that thoie is an equal deflection of both ends of the main trun¬ 
nions as the load is applied and iemo\ed. In the trunnion girder type of 
simple tmnmon bridge, the deflect ion of the main girder causes a tippingof 
the trunnion boxes. Consequent 1\, these boxes must be so placed under 
no load t hat t hey will bo level undei full dead load (see Figs. 40,47 and 48). 
This can be accomplished by either of two methods. First, the boxes may 
be set on the girder in exact position and bolted firmly in place and the 
bore then made with a pot table boring bar set on an angle. Second, the 
thickness of slum plates ma\ be calculated sufficient to bring the boxes 
to line under full dead load and then the boxes carefully machined for 
height to center of bore from base and for diameter of inside of bushings 
in order that each pair may be in line. The latter method is theoretically 
perfect, but practically impossible to obtain. The first method gives a 
line through the center of each box not parallel to t he base of the box. The 
best method is to calculate the shims, bolt the boxes to the girder with the 
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calculated shims in place, and then bore the trunnion holes for the bushings 
with the beveled shims in place. 

All the foiegoing work should be done in the machine shop and all 
parts carefully match marked if dissembling is necessary. If not, the 
girder with the boxes still in place should be moved to the site and placed 
without disturbing the boxes. 

The alignment of the girders should be as nearly perfect as is possible. 
After the bases for the girders are set and grouted to exact elevation 
and as near to line as can be, the girder should be placed in approximate 
position and direct measurements taken with a long tape to establish the 
distance center to center of girdeis and 
then the longitudinal center line of each 
girder placed exactly at 90 deg. with the 
center line of the roadway and the dis¬ 
tance girder to girder, back-checked. 

The successful and economical opera- j 
tion of the bridge depends in a huge 



measure on the placing of the boxes and the lining up of flu mint 
girders. 

As the line of the trunnions will not be at right angle-- to (Ik find 
plane of the tiusses until the full dead load is on the boxc - it i- not uim- 
to place part of the steel and attempt to livot as or-clion pinned*. 
Practically the entile steel work should be in place and hold b\ bolts 
before riveting begins. For instance, if the countei weight end an- plan d 
first and the bridge is being eu<t<d in the open position, tin dis( nice 
between trusses at the extreme leai end may be mateiialh shoitci than 
the member which goes between these ends due to the inclination of the 
trunnion boxes with the horizontal (see Fig. 49). If this piece is riveted 
in by reaming the holes, it will hold the outer ends too far ape r t to rceoiv <> 
the floor beams. As more load is placed on the girder, ho*/over, these 
trusses become moie nearly parallel and finally under full dead load 
they assume their true line. 

After the steel work of both leaves is in place and all riveted except 
one panel of laterals and one main diagonal for each truss, these bring 
still bolted, the leaves should be lowered and checked for meeting. 

The adjustment for the line of the tiusses (see Fig. 50) is made by 
means of the lateral system with the aid of blocks or by rods and turn 
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buckles.. These laterals are unbolted, the trusses pulled into line, and 
held with the blocks or turn buckles until the laterals are reamed and 
riveted, thus holding the leaf to the proper meeting laterally. Errors 



in the relative levels of the adjacent leaves, as shown by super-imposing 
section A-A on section li-li (Fig. 51), are corrected by bringing both floor 
beams to a level line by means of adjusting the main diagonals which are 


Floor beam A col d 
Floor beam B ddtted 



/eff Ifl after 
adjustment 

I i< "il 


not meted. If the two floor beams me then not at the same elevation, 
they an hi ought so by adjusting the "-huns undei the foiward bearing or 
h\f loid ‘'hoe. Any slight erroi in cle\ation of the adjacent leaves can 
he com i ted in the planking and flooi neat the ends. 


x y 
* - 7 - 
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Cd of coonfenretgtrt 


The same general method is also true for single leaf bridges when 
testing and correcting the meeting of the leaf with the far approach. 

19. Counterweights. In the balancing of the span each leaf is con¬ 
sidered separately and the procedure is, therefore, the same for single 
leaf as for double leaf spans. 
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The amount of counterweight icquired for balancing any span is 
susceptible of accurate computation as soon as the individual weights 
of the different members in the bridge are known. The process of 
computing the amount of counterweight is a long and painstaking opera¬ 
tion. A sample of counterweight calculations is shown on pp. 121 to 
123 inch 

After the structure is completely detailed, the weight of each piece 
and its distance from each of two axes through the centei of rotation is 
carefully calculated and the moment in two directions computed about 
the center of rotation. 

These two axes should be at 90 deg. with each othei for convenience 
and should be taken thiough the eentei of lotation One hon/ontal and 
one vertical axis is the most eon\ement combination io emploj Hon- 


r ounhrwojghf 



Tig j 1. Ill 


zontal moments on the channel side of the center of lot ition .u< usu.illv 
considered plus and on the counterweight sick minus L< \ i1 ai ms abov t 
the center may be considered plus and below minus isu I ig V2) The 
calculations for these moments should be close enough to include e\< \y 
rivet head, bolt, etc.—in fact, everj item which oceuts on the moving 
portion of the structure. 

The total moment of everything except the counteiweight itself is 
computed and then, the distance to the vertical cent* i line of the < ounter- 
weight being fixed by the dimensions allowed for the count ei weight, it 
is possible to find the amount of counterweight requited With this 
weight and the vertical moment which it is necessary to balance, it is pos¬ 
sible to determine the required position of the centc r of gravity of the 
counterweight in the vertical direction, keeping in mind the fact that the 
line through the center of gravity of the counterweight and through 
the center of gravity of the rest of the moving span must pass through 
the center of lotation. 

The line from the center of gravity of the counterweight through the 
trunnion to the center of gravity of the rest of the moving span (every 
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thing except the counterweight) will be a continuous straight line in the 
simple trunnion and fixed counterweight types. In the Strauss heel 
trunnion, overhead counterweight with the parallel link motion and the 
counterweight rigidly fixed to the counterweight frame (see Fig. 24, p. 
25), the above line will be offset from the trunnion at the heel to the 
trunnion of the counterweight frame, but the two parts of the line con¬ 
necting the centers will be parallel. In the pivoted counterweight, 
simple trunnion type, the line does not run to the center of gravity of the 
counterweight, but to the center of the counterweight pin, as that is the 
point at which the load is applied. In the case of the pivoted counter¬ 
weight typo, it is not necessary to bring the center of gravity of the 
counterweight to any fixed point in the vertical line for so long as the 
total weight is correct, it can be affixed to the hanger at any convenient 
height and will exert the correct force on the counterweight pin. This is 
illustrated in Fig. 53 where the overhead counterweight moves vertically 
and in Fig. 54 where the underneath counterweight is pinned to the 
counterweight arm. In the Rail vertical lift type, as illustrated in Figs. 
25 and 20, p. 20, the line is through the center of the rolling wheel, the 
counterweight center of graxity and the point of contact of the operating 
frame and the truss. In the Hall bascule, as illustrated in Fig. 13, p. , 
10, the line is through the center of the roller, the center of gravity of 
the counterweight and the center of gravity of the moving leaf. 

When the preliminary layout and calculations were made, the size 
and shape of the counterweight was fixed as closely as possible. At that 
time, the location with respect to the rest of the truss was decided upon 
so that the center of gravity of the counterweight would fall at the 
geometrical center of the mass, thus giving a homogeneous mixture of 
concrete and reinforcement throughout the whole counterweight. This 
condition, however, is rarely if ever realized when the final details and 
counterweight calculations arc completed. The desired center of gravity 
of the counterweight mass is almost certain to vary far enough from the 
geometrical position of the center of gravity of the counterweight enclo¬ 
sure to require the use of different densities of concrete or galleries and 
openings in the counterweight. In many cases in actual practice, it has 
been observed that the final position of the center of gravity is almost 
always above the geometrical location of the center of the counterweight 
making it necessary to lighten the bottom of the mass or increase the unit 
weight of the top portion in order to bring the center of gravity to the 
required height. This means that the top must be placed higher than was 
anticipated and in the case of the underneath counterweight type, this is 
sometimes a serious problem. Consequently a very good rule to follow 
is to allow room in the original design to vary the vertical location of the 
counterweight mass either up or down by 5 to 6 per cent of its vertical 
dimension. 
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In all discussions and illustrations of bascule spans, it is customary 
to consider the line which passes through the centers of gravity of the 
moving leaf and the counterweight as passing through the exact center 
of the trunnion. In actual practice, however, this condition is seldom 
obtained or even desired. It is more often desirable to have the center 
of gravity of the total load on the trunnion in such tt position that the 
motors are working only half of the time of operation. 

This allows the center of gravity to be placed in either of four quad¬ 
rants, as shown in Figs. 55a, 6, c, and d. The two last take too much 
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power and, moreover, involve an clement of dang< ., and can lx dmpp< d 
without further consideration. In 1 ig 55 b, the bndgr starts opr n oi it>, 
own accord if not locked and requnes the application of power upon clos¬ 
ing until the far end of the leaf is clear into position liotli of these 
conditions are rather undesirable The first, because tin bridge may 
become unlocked and swing open of its own accord, and the second, 
because the application of power to the motors the instant that the shoes 
come to bearing may cause serious overstress in the machinery, or the 
truss. The condition illustrated in I'ig. 55 a is probably the better 
because the bridge swings closed of its own accord after it is half down and 
only needs power during the first half of the operation unless working 
against wind. The operator can, then foie, start the leaf down, shut 
off the motors and devote his entire attention to the brakes to bring the 
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leaf to an easy seating with the assurance that, once seated, it will not 
swing open without the application of power. 

The distance at which the center of gravity should be placed from 
the trunnion is such that it will cause a moment just sufficient to turn the 
leaf against the friction of the bearings and the free running machinery. 
This friction is atibut 15 to 20 per cent of the weight of the moving span. 
As the friction moment is Wrk (where W = the load on the trunnions, 
k the friction coefficient of the trunnion in its bearing and r the radius 
of the trunnion), the distance x ahead of the geometrical center of the 
trunnion at which it is necessary to place the actual center of gravity 
(c.g.) is such that Wx — Wrk. Therefore, x = rk, or (assuming k =* 
0.15) x = 0.15r (see Fig. 50). The distance necessary above the center 
of the trunnion is the distance to the 
intersection of the vertical through the 
center of giavity (c.g.) with aline making 
an angle 0/2 with the vertical through the 
center of the trunnion. This insiues 
that the force holding the Inidge fully 
open is the same as 1 he* foice holding the 
budge fully closed and that the same 
amount of powei is lequucd foi opera¬ 
tion in eithei diicction. 

The additional power lequiied on 
account of lifting the span thiough tin' 
distance 1 h (1'ig. 50) is very slight and, 
as Ihe motois aie designed to operate 
against a wind load many times greater 
than tli s fi ict ion and unbalanced load, they will never be seriously over¬ 
loaded on this account. 

The inattci of obtaining a field check on the weight of the counterweight 
as it is pound is an item of construction engineering, but the provision 
foi seasonal \ a nation in the amount of counterweight needed, should not 
be o\eilooked in the design. 

1'Xpeiienee has taught that an allowance of 2 to 3 per cent each way' 
from normal should be made. This is done by placing pockets in the 
counterweights in such positions that small balance blocks may be added 
or t aken aw ay as desired. In the summer, t he heat dries out the floor and 
the counterweight is then too heavy and blocks must be taken out until 
the desired balance is obtained. In the winter, water, snow, ice and 
mud accumulate on the span and blocks must be added to counteract the 
added load. On small bridges, these blocks should be of such size that 
one man can handle them—say alxmt 75 lb. apiece (see Fig. 57). On 
large bridges where two men arc usually on duty, a block twice this size 
may be used. They should be detailed with a handle for carrying, and 
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the handle should be within the outline of the cube so as not to interfere 
with the stacking of the blocks. In this connection, it is well to see that 
the balance or adjustment holes are in such a position that the blocks 
cannot shift during operation, as this might easily cause serious damage. 

In computing the amount of concrete required to balance the struc¬ 
ture, it is customary to consider first ordinary stone or gravel concrete, 
using a unit weight of about 142 lb. per cu. ft. in the preliminary 

calculations for outside dimensions and to provide 
for a space equivalent to 102 per cent of that actu¬ 
ally computed. There is then an allowance of 2 
per cent for seasonal variation if the final unit 
weight is the same as the preliminary. If, how¬ 
ever, the final figures require a lighter or a 
heavier unit weight, or a combination of lighter 
and heavier, it may be necessary to adopt some 
of the less common aggregates. Light concretes 
can be made from crushed tufa rock, volcanic rock of different kinds, 
cinders, crushed brick and many other light mineral substances. Heavy 
concretes can be made by the use of blast furnace slag or bv using panell¬ 
ings and small scrap from structural steel shops mixed in with the other 
aggregate. Following are some notes on test weights of samples of differ¬ 
ent aggregates which will show the method of obtaining the data sought 
and will also serve as a rough indication ot what unit weight can be 
obtained by the use of the different aggregate" 
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(at Stag concrete from Ircmont Avenue Bridge. Seattle (b) Gravel concrete from Younga Bay 
Bridge. Aatoria (r) Scona concrete. 
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The blocks in series a were mixed with blast furnace slag as coarse 
aggregate, and bank sand as fine aggregate. The slag was crushed to 
2)4 in. and under. 

The blocks in series b were mixed with ordinary, 2)4 in. and under, 
river gravel (of a fineness modulus of 7.35) as coarse aggregate and Colum¬ 
bia River sand for fine aggregate. 

The blocks in series c were mixed with a very light volcanic scoria 
from Mt. Tabor, near Portland, Ore. The material was crushed, screened 
and reproportioned in the last three cases and in the first, was used as 
bank-run—that is, without screening and reproportioning after crushing. 
As this material was very soft, the unit compressive strength of the 
blocks was very low. If this kind of material were used, it would require 
complete protection by means of a closed counterweight box. 

It is, of course, possible to use other materials than concrete for mak¬ 
ing counterweights. Cast iron is the medium most frequently resorted 
to outside of concrete. This material will generally cost in the neighbor¬ 
hood of from 2 to 3 cts. per lb. laid down on the work. Concrete of gravel 
or crushed rock weighs very close to l 000 lb. per cu. yd. and, at a price 
of from 312 to 320 per cu. \ d., would cost from 0.3 to 0.5 cts. per lb. which 
show's that the conciete has a decided advantage whenever there is room x 
to use it. As the available space decreases, it is always best to use as 
much of the cheap material as possible and make up the difference with 
the more expensive. Snap steel mils weigh 480 lb. per cu. ft. and can 
usually 1 m 1 bought at about the pi ice of cast iron. One point in their 
fa\oi is that the} make excellent matcunl for tying the concrete of the 
countei w eight t oget her. 

In selecting the counterweight material, attention should be given 
to the fact that where the counterweight swings below the water and 
needs a pit, and, where for any reason a reduction in the size of the 
counterweight means a reduction in the overall dimensions of the piers, 
it may be advisable to use a heavy unit weight and save more on piers 
than is spent on expensive counterweight material. 

20. Design Specifications Peculiar to Bascules.—The points in which 
the design specifications for a bascule span should differ ftom those for any 
fixed struetuie are in regard to the operation conditions. Such points 
as alternate and combined stresses, slenderness ratios, the use of net and 
gross sections, minimum requirements for thickness of metal, size of 
angles, rivets through fillers, sub-punching and reaming, and the like, 
are the same as for a fixed structure. In addition to these usual specifi¬ 
cations, there should be provisions made for: 

(1) Impact allowance of 40 per cent at t he anchorage, which will increase 
the design stress in the anchor columns and in the counterweight arm. 

(2) A clause providing that the anchor column should engage a mass 
of masonry weighing not less than twice the maximum computed uplift. 
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(3) Wind load in any direction when the leaf is raised. This is 
usually taken at 15 lb. per sq. ft. over the projected area. 

(4) Stresses caused by center lock on double leaf designs. These are 
determined by the use of an empirical formula which gives the amount of 
shear assumed to be transferred from the loaded to the unloaded leaf 
by the center lock in those designs which have provision for shear and 
not for moment at the center. This formula is as follows: 


where 



A 

L 


) 


S — shear carried by center lock. 

P — any concentrated load. 

A = distance of P from forward bearing. 

L = length of river arm from forward beating to floor beam at 
center of channel. 

When the overhanging leaf is a truss, P becomes the panel load, .1 the 
number of panels between P and the forward bearing of the loaded truss, 
and L the number of panels in the o\ erhanging arm. The computations 
are then quite simple. 

(5) Unless hydraulic or pneumatic cushions are to he employed, oak 
or other suitable material should be used for bumping blocks at the upper 
and lower limits of travel to deaden the diock of contact when the leaf is 
fully opened or closed. 

(6) An allowance of 20 per chnt of the dead load stresses should be 
added when opening to provide for vibration stresses. This u ill piohnhh 
govern the design in only a very few members, but should not be neglected. 


FOUNDATIONS FOR BASCULE SPANS 
TJ'i Phil V Kiuui.iv 

21. Conditions Peculiar to Bascule Spans.--Then are several points 
in which the foundation design for a bascule span diffe/s from that of an 
ordinary bridge. These differences are caused by the shifting nature 
of the load. When the foundation for the moving leaf consists of a 
forward pier and a rear pier, not connected at the base, the only effect 
of the changing position of the loads i.s to increase the dncct pressure on 
one pier and decrease it on the other. If, however, the foundation is a 
unit as in Fig. 19 p. 20, the shifting of the load decreases the pressure 
at one face of the footing and increases it at the other, and the result is a 
rocking action that is different from the straight vertical action when the 
forward and rear piers are not connected. 

In those structures having a fixed center of rotation, such as the 
Chisago type simple trunnion and the various types of Strauss bridges, 
this shifting action occurs only under live load. In the rolling and semi- 
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rolling lifts, such as the Scherzer and Rail types, the shifting action 
occurs under dead load when opening as well as under live load. 

In considering the shifting action due to the live load, it is unneces¬ 
sary to consider the internal arrangement of the piers or superstructure. 
The only data required are: 

(1) The total weight and center of gravity of the pier and super¬ 
structure. 

(2) The area and shape of the base of the pier. 

(3) The total weights and centers of gravity of the various live 
loads which are placed on the roadway to obtain maximum 
conditions of loading. 

The shifting of pressure under live load occurs, in general, with all 
double leaf bascules whether they have a fixed or moving center of 
rotation. In single leaf bascules, the passage of the live load merely 
increases or decreases the vertical load on the support and, as the truss 
is supported at both ends, does not cause a tipping action as in the case 
of a double leaf structure which has a cantilever arm. 

In consideiing the action of the dead load during operation, it is 
leadily realized that with a fixed center of rotation the point of application 
of the dead load of the supeisti net me remains fixed and that therefore,* 
the resultant dead load of the pier and superstructure does not move. 
In tin 1 t\pes which ha\e a moving center of rotation, the dead load of 
the supeisf iuetuie is always applied at the jxnnt of contact of the rollei. 
The maximum dead load footing pies-me at the forward footing or edge 
of the unit pier occuis, theiefoio, with the span closed and at the rear 
footing oi edge of the pier with the span open. 

The consideiation of wind load often gi\<\s the maximum design load 
on the footing especially when the center of area of the raised leaf is at a 
considei aide distance above the bottom of the footing. 

The items to compute in finding the maximum footing loads are then 
as follows (keeping in mind that the “toe piessurc” on a unit pier cor- 
lespond.s to the “unit load on the forward pier” in a design having two 
piers pci leaf, and that “heel pressure” on a unit pier corresponds to the 
“ unit load on the rear pier” in the two pier design): 

Jh ad Loads 

( 1) Too pressure and heel pressure, leaf down. 

(2) Too pressure and lieol pressure, leaf up. 

Lift Load 

(3) Too pressure and heel pressure, full live load on approach 
and fixed portion, no live load on moving leaf. 

(4) Toe pressure and heel pressure, full live load on moving leaf, 
no live load on approach or fixed portion. 

(5) Toe pressure and heel pressure, full live load on approaches, 
fixed span and moving leaf. 
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Wind Load (Leaf raised to full open) 

(6) Toe pressure and heel pressure with wind from river side. 

(7) Toe pressure and heel pressure with wind from approach side. 

The combinations most likely to give maximum loads are (2), (3) 

and (6) for maximum heel pressure and (1) and (4), or (2) and (7) for 
maximum toe pressure. Case (5) may give a higher load under the 
center portion of the unit pier than either of the above combinations, or 
may give a higher load on both piers of the two pier design than any of 
the above combinations, although the last condition is hardly probable. 

Figure 58 illustrates the pressure 
diagrams on the unit pier for the 
above seven conditions together 
with the various combinations just 
mentioned. 

The difference between the re¬ 
sults here obtained and what would 
apply to a rolling lift would be due 
to the fact that Diagrams 1 and 2 
would be materially different. Dia¬ 
gram 1 would show maximum pres- 
suio at the toe as in the figure 
shown, while Diagram 2 would very 
likeh be just the reverse, showing a 
maximum piessure at the heel and 
thereby increasing the total heel 
load in the combinations of 2, 3 and 
(>. This means that the churning or 
rocking action would l>o greater with 
a rolling lift type than with a fixed 
trunnion type. Tf, however, these 
maximum pressures are well within the safe load on the foundation, 
there is little danger of serious settlement from thi.- action. It may per¬ 
haps be easier to projmrtion a footing in a restricted area for the fixed 
trunnion type than for the rolling type if the foundation is so soft as 
to require the extensive use of piling to carry the loading. 

When the unit pier is composed of a four walled box on a tremie 
concrete seal which covers the whole area of the pier base, it is not possible 
to vary the unit foundation pressure very greatly. Varying pile spacing 
can sometimes be employed to obtain the proper distribution of loads, 
but on solid foundations, the only thing which need be certainly deter¬ 
mined is that the maximum pressures are well within allowable limits. 
However, the tremie seal is usually confined to soft bottoms where piling 
muBt be used and in that case varying the pile spacing takes care of the 
varying loads. 
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When foundations are sufficiently solid to permit of high bearing 
pressures, the unit pier can be most economically designed by using a 
trapezoidal footing in order to have a wide base where the pressure is 
heaviest and a narrow base where the pressure is lightest, thereby keeping 
the maximum soil pressure nearly uniform throughout the whole structure 
and assuring an even settlement if there is any tendency in that direction. 

This type was employed in the piers of the Eastlake Avenue Bridge, 
Seattle, Wash., and is illustrated in Fig. 59. 

Piers which have no churning action and where no watertight pit need 
be provided, present comparatively few difficulties. For that reason, 
they will not be discussed further. There are, however, several points in 
connection with the design and construction of watertight counterweight 
pits and of piers on soft bottoms to accommodate such pits, that may well 
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be discussed more fully. The following discussion will, therefore, be 
confined ft) a piei to support one leaf of a double leaf tiunnion bascule. 
The count ei weight is hung under the approach load way. The break 
between the fixed and moxing floor is sexeial feet ahead of the trunnion 
and the counlei weight arm is so long as to lequne the use of a watertight 
pit. The foundation material is of such a nat me that piles aie necessary. 

The liest geneial method to follow in the design of such a pier is to 
determine as closely as possible by preliminary sketches and calculations 
the si/e of the piei outlines. The locatic n of the forward, main and rear 
(or anchoi) columns will be fixed by the dimensions of the moving leaf. 
The height of the pier will be determined by the distance from the road¬ 
way grade to foundation elevation. The distance from side to side of the 
pier will be governed by the width of the roadway and the question of 
number and width of sidewalks together with the desired location of 
machinery and operating houses. The actual size of the cross-section 
of the various columns will be governed more by considerations of piopor- 
tion than by the actual loads coming upon them. The mam columns 
must support the grillages under the girder which carries the trunnion 
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bearings. The main girder is braced to this grillage to withstand the 
overturning effect due to wind on the upraised leaf. The grillage must, 
therefore, be long enough to distribute the overturning moment to the 
column without overstressing the masonry. This will generally result 
in a main column which is larger in the direction of the roadway than 
would be necessary for the direct load. 

If the pier is high on account of deep water or because of a roadway far 
above water level, it will be advisable to have one or more sets of heavy 
horizontal beams running around the pier to brace the columns and act 
as supports and stiffeners for the floor and walls of the counterweight pit. 

The size and spacing of these columns and the depth of the pit will 
give the designer a basis for making a close estimate of the dead weight 
on the piling. 

As was mentioned before, a bottom so soft as to require piling will 
very likely be too soft to stand in open excavation and will, therefore, 
require a tremie concrete seal before the cofferdam can bo pumped 
out. The depth of concrete required in this seal is such that the weight 
of concrete just offsets the head of water on the bottom of the seal. 


This will be (with a 14o-lb. concrete; 


l to 


where li is the static head of 


water on the bottom of the seal. The ratio of 62.0: 1 l."> is approximately 
0.43. This thickness is reduced by some designers on account of the 
holding power of the pile heads around which the tremie seal is poured. 
This holding power is usually taken at about 100 lb. per sq. ft. of area 
of pile which is .surrounded by concrete, not including the' cross-sectional 
area of the top surface of the pile, ('are must be taken lo see that suffi¬ 
cient penetration will be secured to allow this bond lo be effective. 
Short piles might pull out under a less uplift than would be occasioned 
by the above bond value. The required depth of (lie seal cannot be 
lessened from a consideration of low porosity of Inundation material 
because if the foundation is not porous, no seal is inquired and if it is 
porous at all, the slightest leak under the footing will in a short time, put 
the full static head on the seal. 

With the ordinary pier, the trial outside dimensions for the seal 
should be just sufficient to allow easy working room inside the caisson 
and outside the pier forms. This size will usually be I mind sufficient to 
cover the required number of piles. If necessary, a slight extension of the 
forward edge to accommodate an extra row of piling can be added after 
the preliminary calculations are made. 

The bottom of the concrete should be deep enough to prevent all pos¬ 
sibility of scour undermining the seal and exposing the piling. Inordinary 
navigable waters, this is usually 6 to 10 ft. below the bed of the stream. 

With the preliminary sketches made from the above information, 
the seven conditions of loading mentioned at the beginning of this article 
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may be calculated and the proper combinations made to determine 
the maximum pressures at the toe and heel of the footing. This pressure 
must be taken care of by the use of piling and sufficient piles must be placed 
under the pier to take the entire load of the pier and truss. The buoyancy 
of the concrete may be deducted, but no allowance should be made for the 
water displaced by the volume of the inside of the counterweight pit as it 
is quite possible that the pit may at sometime become full of water. The 
fact that the pier rests on the piles when the cofferdam is pumped out is 
not an argument against considering buoyancy because the dead weight 
of the moving leaf is seldom ever added until after the caisson is either 
flooded or removed entirely. 

22. General Description of a Typical Bascule Pier. —Whether the 
footing course is a trcmic seal or two trapezoidal footings each carrying 



f>0. Fig. 01. 

one forward column, one main column and one anchor column, the con¬ 
struction of the balance of the pier is the same above the top of the 
footing. 

Figure fit) represents a plan of a unit pier taken just above the top 
of the footing and several feet below the bottom of the watertight counter¬ 
weight pit. It shows the three columns on each side of the roadway 
and the general outline of the structure. Figure 61 is another plan of 
the same pier taken just above the bottom of the counterweight pit 
and shows the walls of the pit, the beams under ami around the pier sides, 
and the concrete blocks cast on the floor of the pit to receive the oak 
bumping blocks which limit the travel of the leaf when opening. Figure 
02 is a cross-section of the pit on the center line of the roadway and shows 
the relation of the main girder to the truss and show's also the location 
of the platform which carries the operating machinery. 

At the rear end may be seen the steel anchor columns which engage 
the brackets at the rear end of the truss and provide the necessary reaction 
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against uplift under full live load on the overhanging arm. At the for¬ 
ward side may be seen the live load shoes which rest on the forward column 
and take the bearing of the live load from the truss. The relation of the 
fixed floor to the moving floor is also shown, as well as the method of 
supporting the fixed floor on the main trunnion girder. The general 
outline of the pit is also apparent as is the method of bracing the columns 
with the large horizontal beams. The slope shown on the top of the 
tremie seal is such as is to be expected when the seal is poured from the 
center and allowed to flow to the sides of its own accord. This slope is 
variously found to be from 1 in 6 to 1 in 4. Allowance in design should, 

of course, be made to care for whatever 
slope occurs and the top should be 
M<, vn ,*c»r levelled off for the columns after the 
v cofferdam is unwatered. At the rear 
of the pier is seen the platform by which 
access is had to the anchor columns for 
the adjustment of the anchor blocks. 

23. Counterweight Pits. In the de¬ 
sign of the counterweight pit, the first 
rcquiiement to be metis that of water¬ 
tightness. This is accomplished by 
making the walls extra thick and of high 
grade and dense concrete or sometimes 
by pouting an outer surface of mortar 
at the same time the inner pot tion of 
the wall is poured. Xeithei method 
should ever be used except under the 
most rigid inspection. One bulgiavcl 
pocket in a pit w'all or flooi is a most 
serious condition. Whim designing such 
a pit, reinforcement should be piovided 
against out wait! as well as inwaid pressure as it may be desirable to test 
the pit for watertightness by filling it with water before the eoflerdam is 
taken out. This allows the small leaky spots to be detected, marked 
and repaired from the outside before the water is let in around the pier 
and oftentimes saves an otherwise poor job. If the watei proo'mg consists 
of a layer of mortar cast with the pit walls, reinfoi cement must be so 
arranged as to per no t the use of baffle boards. These aie usualK made 
of structural plate with distance pieces to maintain them at the required 
distance from the outside face of the forms. The oidinary concrete is 
placed in the main part of the wall and the mortar placed behind the 
baffle board at the same time. The baffles are drawn up as the concret¬ 
ing progresses ami the forms thoroughly tamped, roddod and pounded 
to assure a good, thorough bond between the concrete and the mortal 
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This method of waterproofing is very exacting and requires infinite 
pains and constant supervision. The results usually justify the ex¬ 
pense, however, as the pits where this method has been used have 
been completely dry when once pumped out. The customary thickness 
for this type of mortar facing is 6 in. A less thickness might work very 
nicely, but would be too difficult to obtain with accuracy. Pit walls 
should in general be as thick as the static head of water would call for, 
but never less than 18 in. In the event of slight leaks, it is reasonable 
to suppose that in time enough silt and minute vegetation will settle 
in the crack or leak to close it. 

A pump and motor are always placed in the waterproof counterweight 
pits to drain them of any water that may leak through the walls or drip 
into the pit from the roadway above. These pumps and motors need not 
be large, in fact, a 2-in. centrifugal pump with a 3-h.p. motor is ample for 
almost any pit where the lift is less than 22 ft. Above this, the size of 
the pump and motor should be increased slightly and the pump placed 
in the pit and attached to the motor by means of a vertical shaft in 
order to keep the motor above water and yet obtain the full efficiency of 
the pump. 

In all bascule piers, it is necessary to have a set of buffers to catch 
the moving leaf at the limits of travel and cushion the jar caused by 
bringing the leaf to a sudden stop. White oak is one of the best anti most 
easily obtained materials from which to make the buffer blocks. These 
blocks are generally located in the anchor columns for stopping the bridge 
in the closed position and in the bottom of the pit between the main 
columns for stopping the bridge in the open position. In determining 
the location of the lower buffers, great care must be taken to so place and 
reinforce their supports that the shocks and impacts are transferred to 
the floor and columns in a manner that will not crack the pier walls. A 
pier wall once cracked would mean the driving and unwatering of a 
cofferdam to repair the damage and might require the entire reconstruc¬ 
tion of the waterproof pit. It is customary to locate the bumper blocks 
on the floor of the pit against long ridges of concrete cast integral with 
the pit floor immediately above the heavy beam between the main 
trunnion columns and to anchor these ridges to the rest of the floor with 
plenty of reinforcing to insure them against cracking away on account of 
shrinkage or shocks. Across the face of these ridges is placed a heavy fir 
timber extending from side to side of the pier. The white oak blocks 
are bolted to this fir timber and can thus be removed and renewed should 
they become battered or decayed. 

Hydraulic and pneumatic shock absorbers have also been used with 
considerable success for work of this kind. 

24. Anchor Columns.—The anchor columns are a very important 
part of the pier and next to the main trunnion girder are probably the 
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most difficult part of the structure to place and maintain in a correct 
position during the pouring of the concrete. They are always the first 
part of the structural steel to be placed and their bases must be set to 
exact grade and line long before the concrete is brought up to the height 
necessary for placing the main trunnion girder. These columns must 
bo exactly on the center lines of the trusses, as their location fixes and 
determines the line of each truss across the moving leaves. They are 
usually made of four angles with a diaphragm, the legs of the angles 

being turned away from each other in order 
to permit of the detailing of a rigid seat against 

M l which to land the anchor brackets on the mov- 
|jU ing leaf. The bottom end of these columns 
should have a spread base to assist in engag¬ 
ing the desired amount of masonry as anehor- 
age against uplift. The top extremity has a 
diaphragm of sufficient length to develop 
the strength of the column in tension and is 
£-§ stiffened by numerous vertical angles riveted 

^ ^ to the main column angles and to the dia- 

S £ phragm. These stiffeners and the diaphragm 

^ | plate in turn cany a hori/oi tal bearing plate 

^ ih at their lower edge. This plate is provided 

^ with holes through which to bolt the shock 

S blocks used to deaden the impact of quirk 

^ § closing. Hand holes should be provided 

N > through winch to reach am' remove the bolts 

H r 

§ ' holding these bumper bl< ks. These hand 
_ O B holes can usually be placed in the diaphragm 
flU above the block. The tops of the columns 

are up under the floor and therefore, far above 
the base. It is verv difficult, therefore, to 
Pj ( , maintain correct alignment during the pour¬ 

ing of the anchor column concrete and espe¬ 
cially hard to prevent the columns fiom twisting about the vertical axis. 
A general detail of an anchor column is shown in Fig. 63. 

25. Tremie Seal. —The easiest foundation to construct i~ one which 


Fin. (B. 


can be handled in the diy without the rise of extensive cofferdams. This 
condition is rarely encountered in bascule bridge construction principally 
on account of the fact that in order to need a bascule span, the wafer 
must be navigable and navigable water is usually fairly deep. 

There are several types of cofferdams and caissons in common use for 
placing foundations under difficult conditions. 

Where the an a of each pier is small in '-elation to the depth and where 
the small section can be carried above high water, the steel shell and air 
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lock method works very nicely, but when the area is large or when the 
whole area of the pier must be floored below low water, the tremie seal, 
in general, has proven the best method of preparing the cofferdam for 
unwatcring. The only reason for sealing the bottom of the cofferdam is 
to allow it to be pumped out without its leaking. Because this type of 
foundation construction has been so often used with pile footings, it is 
sometimes rather hard to dissociate the idea of a tremie seal from that of 
piling in the base. However, if a pier is to be founded on coarse gravel 
and boulders or very seamy but hard rock, it would be obviously unneces¬ 
sary and impossible to drive piling, but also impossible to pump out a 
plain caisson. Such a case calls for a tremie seal just as truly as does a 
pier which is to be founded on silt or other soft material, requiring long 
piling at minimum spacing to carry the load. Both these cases will 
develop full static head on the bottom of the seal. In all ordinary depths 
of water, as has just been staled, the tremie seal will give the best results. 
As the depth increases above 50 or GO ft., the amount of concrete required 
for the seal becomes excessive and other schemes must be investigated. 

The depth of concrete required in a tiemie seal is the amount required 
to counteract tlu* static head of water on the bottom of the seal. The 
depth of such a mass of concrete will be to the static head as the unit 
weight of the water is to the unit weight of the concrete; or, for all ordi¬ 


nal - y cases, 


(l = 


G2.5/t 
145 


0.15//, where d = depth of concrete and h = 


head of water. There are several faetois affecting the selection of the 
depth of seal required which are outside the foregoing purely theoretical 
consideiation. I'iist, the pile heads (if piles aie used) will have a bond 
in the eonciete which has been variously estimated at 50 to 150 lb. per 
sq. ft. of pile sin face in the concrete. Second, the caisson, if excavated 
from within, and forced dow - n through the soft strata until the cutting 
edge is at the bottom of the footing will have a decided friction upon the 
sides of the excavation. Third, it is wry easy to build boxes around 
the sides of the caisson and till them with stone or gravel to hold down the 
caisson against the uplift. The second and third cases can be used to 
assist in holding against the static head only when the inside of the cais¬ 
son is so ai ranged that the seal cannot lift without lifting the whole 
caisson. The bond on the pile heads can be used at 100 lb. per sq. ft. of 
pile surface (excepting, of course, the top surface of the pile). These 
three factors added together may generally be counted upon to reduce 
the depth of the seal to 75 per cent or even 60 per cent of that theoreti¬ 
cally required to balance the static head. When a pier is to be founded 
on a solid but ])orous bottom and when practically no excavation is 
needed, it is necessary to send a diver dow - n to stop up the small gaps and 
openings around the bottom of the caisson between its lower edge and the 
foundation surface. Otherwise, the cement from the concrete is washed 
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away and the resulting gravel pocket robs the pier of that much footing 
area. These holes may be stopped with sacks of sand or with wooden 
lagging, the former for small openings and the latter for the larger 
openings with perhaps a combination of the two for some cases. The 
same procedure must also be followed when the caisson is set into a 
previously dredged area sufficiently large to allow the placing without fur¬ 
ther excavation. This case is often encountered where there is a large 
dredge available to make the excavation and no equipment reasonably 
available with which to dredge out the cofferdam from the inside. An 
example of such a case is where a bridge is to be built over a waterway just 
being dredged through a formerlj' shallow lake. The dredge which is 
working on the channel can swing over and take out the pier excavation 
at a very low cost as compared with the usual cost of pier excavation. 
A combination of the two methods is sometimes advisable where the 
natural contour of the bottom is so rough as to be likely to warp the 
caisson out of shape should it seat hard on one corner before bottom was 
reached on the others. In such a case, the bottom is leveled off, the 
caisson sunk and the rest of the material dredged from the inside, the 
caisson being forced down as the dredging proceeds. The determining 
factor between the above methods will be the relative cost of the various 
ways of obtaining the same result. If equipment for inside dredging is 
on hand, and payment is to be made only on material inside the neat 
lines on the pier (as is usually the case), the price for first dredging a large 
hole would have to be exceedingly low in order to command consideration. 
Again if a dredge were in the neighborhood and would submit a fair price, 
it might not pay the contractor to procure inside dredging equipment. 

A careful study of these questions will usually determine without much 
doubt which is the best method to pursue. 

In determining the amount of excavation to make, it must be remem¬ 
bered that, if piles are to be driven, the level of the bottom of the excava¬ 
tion inside the cofferdams will be raised materially during the process of 
driving the piles. This is more noticeable with jetted piles than with 
those not jetted. It is also more noticeable when (he outside idling are 
driven first (no jet being used). The volume of Mich material forced 
upward by the pile driving is, with jetted piles, about 75 per cent of the 
volume of the piles in the ground and, with driven piles, about 10 or 50 
per cent of the volume of the piles in the ground. 

For instance, with a pile spacing of 3 ft. each pile has a tributary area 
of 9 sq. ft. Using jetted piles with an average diameter of 13} $ in., the 
volume of the pile is 1 cu. ft. per ft. of length. With the bottom of 
the pile at —90 and the bottom of the concrete at ~3G, there is a 
penetration of 54 ft. or a pile volume of 54 cu. ft. This on an area of 9 
sq. ft. would give a depth of 6 ft. The actual pile swell from an observed 
case having the above figures was ft., or 75 per cent of the actual 
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volume of the pile in the ground. The difference between the behavior of 
jetted and driven piles is due to the fact that practically all material 
from the jetted hole is washed to the top while the driven piles force only 
a portion of the material up, compacting the rest. To allow for the 
above condition, it is customary to excavate below the desired depth a 
sufficient distance to allow the pile swell to bring the earth back up to 
the desired level, thus eliminating any subsequent dredging in and among 
the pile heads. This, of course, presupposes a fairly accurate knowledge 
of the required penetration and indeed no important structure should 
be started until thorough investigation has been made into the foundation 
conditions which surround the site. 

In considering the advisability of sheet pile vs. crib, the question is 
again one of cost. As a usual premise, it may be stated that the deeper 
the water, (he less showing the sheet piling can make. Steel sheet piling 
are much more satisfactory than wood, but in most localities wood is 
more plentiful and, therefore, much cheaper. Sheet piling can compete 
with timber crib work in ordinary water up to 30 ft. deep, but for greater 
depths than tins, the inside bracing in sheet pile cofferdams becomes 
increasingly difficult and the cost mounts up in proportion, making it 
advisable to adopt the more complicated process of building and sinking 
cribs or caissons. When the cost of building the two types is very nearly * 
equal, flu* sheet pile will probably show up better in moderately stiff 
excavation, and the crib will probably show up to better advantage in 
very soft or silty bottoms. This last is because of the fact that it is safer 
in stiff soil to excavate inside well driven sheet piling than inside an 
open caisson, which of necessity is not as watertight around the outside 
between the soil and the wood. In very soft or silty foundations, the 
water cannot, lx* pumped out on account of the porosity of the bottom, 
therefore, it is easier to sink a crib by dredging inside than to drive sheet 
piling which ha\e to be braced as dredging out progresses and w'hich will 
not in general have a bottom support sufficiently stiff to support the 
lower ends. 

26. Operator’s Houses. The operating houses of a bascule span 
must, of necessity, be placed on the fixed portion and therein they differ 
from those on a swing span or a vertical lift bridge. Moreover, they 
cannot be placed above the roadway on its center line because if they 
W'ere the upturned leaf w-ould shut off the operator's view of the channel. 
Neither can they 1«* placed in the face of the pier below the deck because 
the operator must watch the roadway. The only available space is at 
one side of the roadway close to the front of the pier and either at or 
above the level of the roadway. 

This makes it desirable that four houses lx* built if the structure is to 
be an ornamental one. If it is merely for utilitarian purposes and esthe¬ 
tics are neglected, one or two operating houses can generally be made to 
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serve the purpose. If four are built to give balance to the design, one 
may be used as the operating house proper, one or two may be used as 
quarters for the operator and the others used to store the equipment and 
supplies needed about the bridge. When quarters are provided, they 
should be roomy, well ventilated and lend themselves easily to frequent 
and thorough cleansing. The inside finish and plaster should be of the 
very best and capable of standing years of very severe usage. The main 

operating house will have to 
contain the operating manual, 
hand brake, switchboard, desk 
and chairs, gages, current indi¬ 
cators and the like. In short, 
everything necessary to the 
proper operation of the bridge 
should be placed in this one 
loom and so arranged as not to 
obstruct Ihe view of the opera¬ 
tor from the channel or the 
roadway. On all ordinary elec¬ 
trically operated bridge's, this 
usually requires a floor area of 
about 8 X 12 ft. as a minimum; 
HI X 11 ft. is better, but above 
that there is usually too much 
distance between the different 
piece*, oi apparatus for efficient 
operation. 

The operating manual is 
located in hunt of the window 
which looks across the chan¬ 
nel. Tin switchboard may be 
edgewise behind the operator 
as he stand* at* the manual 
and should he out of his lines 
of sight up and down the 
channel and down the roadway. A very good arialignment is shown 
in Fig. 64. The hand brake should be near his light s de and so 
placed that he need not be against the switchboard when using it. 
Directly over the operating manual may be the pull cord for sound¬ 
ing the fog bell. The ammeters and voltmeters may be on tin 
switchboard a** the operator does not care to watch them during the 
raising of the leaf. They can be read by an observer when any series of 
testa are to be made. It should be needless to say that all available light 
should be secured and to this end, the house should consist of corner posts 
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and full glass walls from the window sill height to the ceiling. Heat must 
always be provided, and where electric heat is not available, coal, wood, gas 
or oil may be used. When the bridge is electrically operated, there is 
oftentimes a minimum charge for power on which the amount of current 
consumed by an electric stove has very little effect. For this reason, 
electric heat is many times the cheapest as well as the most desirable 
from the standpoint of cleanliness. Heat should also be provided in the 
living quarters as well as plumbing for toilets and wash basins. These 
are sometimes placed down inside the pier where a large unit concrete 
pier is used. The soil pipe from such fixtures should be carried down to 
1 ft. below water level and all fixtures should be vented with pipes 
through the roof. Running water can usually be taken from the fire- 
protection system. If there is no such protection, steps should be taken 
to see that there is adequate means provided to keep water on hand at 
all times. 

27. Pier Fenders.—While pier fendeis arc not essential to the opera¬ 
tion of bascules, they are necessaiy in narrow channels as safeguards both 
to the piers and to navigation. In fact, their value is so universally 
recognized in such locations that the War Department in granting per¬ 
mission to construct bridges across navigable waters of the United States^ 
requires that the plans of the fenders be shown along with the rest of the 
bridge. They should have wing walls extending up and down stream and 
back toward the shore, thus preventing shipping from coming into con¬ 
tact with the piers and interfering with Jie operation of the movable span. 
In order that boats coming into collision with the fenders, may be guided 
into the channel without disastrous results, it is customary to make the 
wing walls at about 45 deg. with the center line of the channel. The 
usual const met ion is timber piling from i to S ft. on centers with a heavy 
timber along the top and the face toward the channel sheathed with 
lighter plank so placed that there are openings between the sheathing or 
waling pieces for the passage of water without damage to the facing. 
The piles must have resiliency enough to give under the impact of ship¬ 
ping and the top sheer strake and the waling must be strong enough to 
transmit the load to the piles without breaking and thus allowing the 
boat to crash thiougli, wreck the fonder, and reach the bridge proper. 

Practically all large' channels today have a minimum depth of water 
of lit) ft. Some have more. This 30 ft. represents the unsupported 
length of the fender piles. They should therefore be quite heavy and 
there should also bo a seven or nine pile dolphin at each corner of the 
fender and at each intersection of pier protection and wing fender. Piles 
approximately 1G to 18 in. at the butt should be used and driven to 
sufficient penetration to cause them to break off rather than pull out 
under a horizontal load. The sheer strake along the top should be not 
less than 10 X 14 in. bolted to every pile head and to the waling piece 
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against its lower edge. The waling should be 4 X 12 with joints brokon 
on every third or fourth pile so that no two adjacent waling pieces will 
be jointed on the same pile. They should be bolted to not less than 
two piles in each dolphin with which they come in contact and spiked 
to the other fender piles with not less than three boat spikes at each 
intersection. 

The top of the pier protection should be about 4 ft. above high water 
and the lowest waling piece just at, or just below, low water. 

That portion of the fender directly in front of the piers may be bolted 
to the face of the piers or be carried on piling driven in front of the pier. 

Bolting the waling and supporting pieces to the pier saves a few feet 
on the length of truss required to span a gi\on clear channel, but the pile 
protection is a more resilient fender and w ill be vnfei in collision as it 
does not transmit its shock to the pier. \\ hethei pile ot fiame fonder is 
used, the waling pieces and sheer ctiake should be ot the same size as on 
the wing walls and fastened to their supports m the same sturdy manner. 



/ /'/ 



WaJ/ng timbers 


Dmtnbvt ng timber 


Tii. iii 


With the frame protection, it is best to place those blocks which are 
in contact with the masonry in such a location that the\ will transfer 
their load to a part of the pier least liable to be alb c led by repeated 
impacts from heavy boats. The piece.* laid across these blocks should 
support a secondary set of timbers in such a mannei that no shock could 
come into the final blocks except through the bending of the timbers. 
The sequence of fastening will then be from walmg lo waling timbers, 
from waling timbers to distributing limbers and bom (listnbilling limbers 
to the pier blocks, and thence to the pier. This luimshes a resiliency 
which tends to lessen the shock of impact and thus s; t \< t he' bridge and 
pier from injury. 

In wide channels or in locations where the bulk of the ^hipping can use 
the openings under tue fixed approach piers, it is sometime s found adv is- 
able to leave the fenders out. Their presence does not improve the* looks 
of any structure and in channels subject to great seasonal changes of 
water level, they may extend far enough out of the water to be quite a 
detriment to the appearance of an otherwise handsome structure. 

In this regard, it should be said that those types of bascules requiring 
a pier with enclosed walls need a pier protection much more than do the 
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types which can be supported on simple piers. The unit pier with its 
comparatively thin walls is much more susceptible to shock and injury 
than the solid single pier which presents a very much narrower face to 
the line of navigation. The heavier single pier is, however, much more 
liable to damage a boat than is the pile or timber protection of the unit 
pier. 

In conclusion, let it be said that when a pier fender is required, nothing 
but the best is worth while. A fender of light and insufficient construc¬ 
tion is a waste of money and affords a false sense of security which may 
result in an accident that would have been guarded against had there 
been no fender. 

Figure 65 shows the peitment details of a pier fender used by the 
writers in 1921. 


COMPLETE STRUCTURAL DESIGN OF A DOUBLE LEAF SIMPLE TRUN¬ 
NION DECK BASCULE HIGHWAY BRIDGE 

Hi 1’nu V 1 nwKLiv 


28. Data. 

28a. General Description.—The structure considered in 
this design is substantially the same as illustrated in Fig. 66 and is a 
double leaf trunnion bascule lughu aj hi idge. The particular type chosen 
for this problem is that designated as “Type 5” in the statement of the 
Chicago Bascule Budge Company (see p. 23). Any other of the simple 
trunnion t\pes would involve a design procedure no different in principle 
from that hemnnftei described. 

Thoie will be two concrete piers one pier on each side of the channel 
-each piei can\mg one leaf and its appurtenant maehinciy. Each 
leaf is opeiated bv electric motors geared to pinions which engage 
racks in the plain's of the trusses. There are two motors for each leaf 
directly connected with each other and to the machinery. When in the 
loweied position and open ioi tiaffic, the two leaves are locked together 
at tin* eentei. When the lea\ es aie in the raised position, the roadway is 
protected b\ electlieally operated roadway gates. The operation of the 
eentei lock is inteilocked with the roadway gates and the operation of 
laising the leaves is interlocked with the operation of the center lock, 
making it necessary to low r er the gates before the center lock can be 
drawn and then to draw' the center lock before the leaf can be raised. 
Then* me loin houses on the two piers one on each side of the 
toad win it each piei. One of these houses contains all the control 
appaiatus of the bridge, one is the e pel a toi \s quarters and the othei two 
are for stoiage. 
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Fig. 66. —Youngs Bay Bridge, Astoria, Oregon. 
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Se$. 1-28*] " * i 

286. Governing Dimensions. 


Clear channel at water line. 150 ft. 0 in. 

Clear channel at tip of raised leaves. 120 ft. 0 in. 

Elevation of roadway surface. +32 ft. 0 in. 

Low tide. — 3 ffe 0 in. 

High tide. +10 ft. 7 in. 

Probable wave crest. +12 ft. 0 in. 

Bottom of existing channel . —24 ft. 0 in. 

Bottom of proposed channel. —33 ft. 0 in. 

Bottom of pieis —38 ft. 0 in. 

Clear width of roadway 20 ft. 0 in. 

Minimum pile spacing . . 2 ft. 6 in. 


28c. Loads. The stiuefuio will bo designed to carry its 
own dead load, piopeih distilbuted, together with the specified live 
loads, without exceeding in anv part the allowable unit stresses as given 
later. 

Dead Load .— The dead load consists of the estimated weight of the 
entire structuie. Plain timbei assumed to weigh (for design purposes) % 
I lb. per b. ft., conciete 150 11). pei on. ft., and creosoted timber 5 Jb. per 
b. ft. 

Live Load .—The li\e load consists of a uniform load of 80 lb. per sq. ft. 
and two 15-ton trucks of the followii g dimensions: Distance between 
axles 10 ft., wheel gage (> ft. Two-thinN of the load on the rear wheels. 
Space occupied by the tiuck 20 ft. long and 0 ft. wide. 

Impact. The computed live load stresses aic incieased 1>\ the follow¬ 
ing percentages in older to provide foi the dynamic increment of stiess 
due to mo\ mg loads; 


Floor sfnngeis 

Inlet mediate floor beams 

Stiingeis and floor beams at break in floor 


l>() pei cent 
50 p< i cent 
100 per cent 


The maximum li\e load s(jesses in the tmsses are increased b> a percent¬ 
age obtained by the formula P (percentage) = ^ ( 5 ^^ 300 ’ w ^ erc ^ ~ 


the loaded length of bridge in feet producing the maximum stress in 
the member. When the bridge is in motion, or open, the dead load 
stresses aie increased by a flat 20 per cent to provide for vibration * 
affects, et c , ef c. 

Impad at Anchorage. The computed uplift stresses in the anchorage 
at the heel of the anchor arm are not increased in accordance with the 
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above formula, but receive a 40 per cent increase. The anchorage detail, 
however, is attached to a mass of masonry weighing not less than twice 
the amount of the computed uplift. 

Wind Load —When in the closed position, the bridge is designed for a 
lateral load of 450 lb. per lin. ft. of bridge, of which 150 lb. is considered 
acting on the upper chord, 150 lb. on the lower chord, and 150 lb. acting 
in the plane of the roadway suiface. These forces are all considered as 
moving. When in the open position, a wind force of 15 lb. per sq. ft. is 
considered as acting in any direction The stresses caused by the above 
specified lateial forces aie not increased for impact by any percentage 
such as given by the formula above 

For stresses produced by longitudinal oi lateial wind foices combined 
with those from live load, dead load and impact strews, the allowed 
unit stresses may be increased 2> pei tint ovei there given in the 
table of allowed stresses but the section shall not be less than would 
be required if the wind foices were neglected and the 25 pci cent increase 
not allowed. 

Shear at Centei of Bridqe —The amount ot sheai tiansfeired from one 
leaf to the other through the centei lo< k is issumed to be the amount 
given by the following formula 

*-?(,')(• 1 ) 

where S = sheai earned bv lentei lock 
P = an} concentrated load 
A = distance of P fiom Lb (hon/ontal) 

L — length of foiwaid arm (Lb to LI horizontal) 

28 <1 Permissible Stresses.—The si/e and mak< -up of each 
mem be i shall be proportioned foi stresses due to tlu following loads, and 
combinations of loads. 

(1) Dead load onlv 

(2) Dead load, live load and impact. 

(d) Dead load, live load and impact, togrthd with wind loadings 
For tlu re various load combinations, the pr movable unit stresses 
given in the following table shall not lie exceeded 
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Structural Steel 



Permissible 
stress for 

Permissible 


combined 

stress, for 

Kind of stress 

loads, dead, 

dead load 


live and im~ 

only (lb. per 


pact (lb. per 

sq. in.) 


sq. in.) 


Axial and bending tension on net section of: 



Structural steel. 

16,000 

12,000 

Upset bars and rods where not annealed . 

12,000 L 

| 9,000 , 

Axial compression on gross section 1 . 

16,000-70. 

i 12,000-50. 

(L = unsupported length of member in inches) 

Direct compression on: 

Cast-steel bearing and structural steel plates . 

16,000 

12,000 

Cast-iron blocks. 

14,000 

10,000 

Bending on: 

Extreme fiber of pins. 

24,000 

18,000 

Shearing on: 

Rivets and turned bolts in floor connections, shop and 
field. . . 1 

8,000 

12,000 

6,000 

10,000 

Pins and shop rivets, except in floor connections. ,.. 

Turned bolts and field rivets except in floor eonnec- 


tions. 

10,000 

8,000 

Web of girders, net section. 

12,000 

10,000 

Web of girders, gross section.». .. 

10.000 

8,000 

Bearing on: 

Rivets and turned bolts in floor connections, shop and 
field. . 

16.000 

12,000 

20.000 

Pins and shop rivets, except in lloor connections. 

24.000 

Turned bolts and field rivets, except, in lloor connec¬ 
tions. 

20.000 

16.000 

Expansion rollers, per lin. in. 

500/ 

450/ 


(d - diameter of the roller in inches) 


shall not exceed 1(X) for main members nor 12(1 for sul>onlmate members. 
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Reinforced Concrete 


Reinforced concrete shall be designinl for the following permissible unit stresses 
in pounds per sq in 


Kinds of stress 


Steel reinforcement in tension 
Steel m compression, 15 turns stuss in sin 
rounding concrete 
Steel in shear 
Concrete in tension 

Concrete in compression due to bending 
Concrete in bearing 

Concrete in shetr, beams h i\i»g no s|u ir ri m- 
forcement 

Concrete in sheir fdiagonal tmsion) In mis 
having shear reinforcement of bmt-up I ns 
and stirrups 

Bond of concrete mil deformed b irs 


Permissible stress 
for combined 
lo ids, do id, live 
md impict (lb 
per sq in ) 

1 

Peimissiblc stress 
for dead load 
only (lb per sq. 
in ) 

ll. 00(1 

12 000 

12 000 

0,000 

0 

0 

(>)0 

500 

400 

300 

40 

30 

120 

00 

100 

70 


Vliow mi M\ij( Pin ssi ri us M wimii 

l nremforced m iss conirt t< mij bi loaded is foil ms 

1 2b oioncrrte 5<X) lb per sq in 

1 2 4(onii(ti (»50 lb pi r sq in 

28c Counterweights. The counterwi iglds shall be so 
designed that they will balanie the moving part in all positions and so 
fashioned that the\ (an be tasih and properly adjusted foi variation m 
weight by adding or i< mo\ing di finitely located \\«iglits They shall lie 
of coni k to construction, built on and aiound a stuulmal flame thor¬ 
oughly ieinforced and hooped, oi else encased in she] boxes. 

28/ Anchor Arm Lateral System. 'Flu lateral bine mg in 
the plane of the lower chord will Ik designed to extend to the’ tiunnions 
as well as to the anchorage at the hee 1 of t he ti uss and w ill be propoi tinned 
to carry the full load to either point 

28£r. Buffer Blocks. Both the anchoi butte i blocks and the* 
blocks for stopping the bridge in the open position am to be 1 made of 
sound, well-seasoned white oak, entuely free from knots or othei 
imperfections 

Other details of design and fabrication ate according to the ordinary 
rules for such work as found in the various specifications for the design 
and fabrication of steel bridges. 
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29. Design of Floor System. —The mathematical work involved in 
the design of flooring, stringers, and floor beams is exactly similar to that 
for any fixed highway span, and need not be given in full at this point. 
Following is a brief synopsis of the floor system design for the problem in 
hand. 

29 a. Flooring.—The type of flooring selected will conswLof 
a laminated timber sub-floor supporting a creosotcd wood block wearing 
surface. If a 5-ft. stringer spacing be assumed, a 2- X 6-in. decking will 
be ample to carry the maximum loading. If an asphaltic wearing surface 
were to be employed, the 2- X 6-in. docking would prove rather deficient 
in stiffness and might cause a cracking of the surface. In this case, a 
deeper deck or a closer stringer spacing would be highly advisable. For 
this problem, the flooring will be assumed to consist of a 2- X 6-in. 
laminated deck supporting a ttf^-in. creosotcd wood block wearing surface, 
making in all, a thickness (when sized) of 9 in. 

2%. Stringers and Floor Beams.—These are designed in the 
ordinary manner with the following results: 


SriiiNi.Kit Momi ms Kt.-lb. 

DI. 7,700 

L.L . 39,200 

Impact. 23,500 , 


. 70,400 
53.0. Use five 

l’l.-LH. 

5N.OOO 
J 53.000 
92.000 

Total. 303.000 

Section modulus required (303,000) (12) ~ 16,000 — 227. Use a 
26-in., 90-lb. Bethlehem section. 

The end floor beams carry practically t he 
same dead and live loadings, but the speci¬ 
fications provide for a 100 per cent incre¬ 
ment for impact. The total maximum 
moment is, therefore, about 360,000 ft .-lb. 
and the above 26-in., 90-lb. beam must be 
stiffened by the addition of flange plates top and bottom. Plates, 
10 X r \s in., will prove more than ample. 

Figure 67 indicates the live load floor beam reaction assumed in the 
foregoing calculations; Figs. 68 and 69, the assumed placement of trucks 



Fiu. 67. 


Total. 


Section modulus required (70,100) {12) ~ 16,000 = 
lines of 15-in., 42-11). 1-beams. 

iNTKMilt 1)1 V I h Fl-OnU Hi Ml MnMV.NTS 


D.L. 

L.L. 

Impact '60 per cent), 
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foi computing the maximum live load moment on floor beams; and Fig. 
70 is a sketch of the flange plates adopted for the end floor beam, showing 
the assumptions made in computing the section modulus of the same. 

no* Hf 


3' *1*2 ><2'*l* 3' *1* 3 
S' 5' : * 5’ S' : 



I/O* 

J 
' j*2'. 


1 7!* 47*{4.7* 7/* 7/* 47*\47‘ 7f ' 



"1 he* stringer at the break in tin floor has a nmi'i mi o\«iliang ot 
4 ft as indicated in Fig 71 Assuming a dead load oi 2/”) pr r lin ft of 
stringer, the moments are as follows 

I 1 IM 

D L. moment (275;(4; M 2 , 12) - 2 200 

L L. moment (10,000) (1 ; (1 2) = 10,000 

Impact allowance (100 pu u nt) = 10,000 


Total design moment 


= 82 200 
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This moment requires a section modulus of 61.1. The 15-inf., 42-lb. 

1-section used for the rest of the stringer system is only slightly under the 
above requirement and may, therefore, be used for the overhanging 
portion as well. (The total stress is 16,700 lb., or only 700 lb. above the 
allowable.) v 

29c. Horizontal Girder (Fig. 71).—Assume X X 

%-in. angles nailed to the sub-floor, at 24-in. centers, transverse with 
roadway, to support the blocks. The dead weight of the floor which ' 
comes on the horizontal girder when the leaf is open is as follows (con¬ 
sidering the length of Ihe moving floor as 82.3 ft.): 

I 

Interior -stringers j Outside stringers 


Blocks (82 3)(5)(3 l 2 )l5) 

7,200 


3,600 

Flooring (82 3; (5 ) (5 1 2 ) (4) 

9,0(50 


4,530 

Stringers (82 3) (42) 

3,450 


3,450 

Angles for blocks .-it 1 251b peril (1 2‘>H5)(42) 

260 


130 

Flooi beams 6 at *K) lb * 5 ft 0 m 

2,700 


2,700 

Totals 

22,670 


1 

14,410 

or sa\ 

23 kips and 15 kips 

The moments will be ns follows (see l’ig. 

72): 


* 

(49.5*)(11.5) - (15)( 10) + (23)(5) -.305 

kip-ft. = 

3,660,000 in.db. 

Assume a web plate 32 X i<, in , 


Z3* 

T T 

flame angles 4 X 1 X 1 1 u, in . and *4 

'O i so 

JL 

so S' 

flange plates 6 X 5 s m. (mm- I lg 71) 

Then, for moment, effective d = 32 - | v 

X 

a 

1 n 

• > 

sr-sas* 

(2) (2.02) = 27 90 in. 

in. ; 

72 

Flange area — 1 s w eb - 

1.25 



1 angle = 

5.03 



1 plate — 

3.75 




10.03 sq. in. 

Deducting one hole, or 1.02 sq. in., will give a net flange area of 8.41 sq. in. 

Ma\mium fiber stress 3,000,(KM) -f- (27.00)(S.42) = 15,000 lb per 

sq. in. 

Atea of web = 10 sq. in. (gross) 

Total shear — 49,500 lb. 

1'nit shear = 4,950 lb. per sq. in., which is satisfactory. 

30. Design of Main Truss Members.—Thus far the designing has 
been of an absolute nature. That is to say, sufficient conditions have 
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been given tb “enable a cprreet design to be -made without the necessity 
of first making an apprbxifiiate and then a final calculation before the 
actual dead load was near enough to that assumed to bring the calculated 
stresses within the limit of eri'or, The figures just given for sizes of 
flooring, stringers, etc., are to be used in the .actual detailing of the 
, structure. In the case of the truss members, However, the procedure is 
H&ffercnt. 

f In this case, the weight of the truss is not known with any certainty 
"and there is usually insufficient data on which to base even a fair estimate 
the weight per foot of truss. 

v ’ It is therefore, necessary to make a very rough calculation of the 
required sections and use the resulting weights at each panel to calculate 
the dead load stresses for-use in designing the final make-up of the truss. 
If on the completion of this ■seocftid design, iho weights arc materially 
different from those first assumed; it may be necessary to recalculate the 
.dead load stress and alter the .sections slightly to conform to the now 
^weights and stresses. This is properly a method of trial and error, but 
’^n practice, it is very seldom that a third calculation i^ ever necessary. 
The method of procedure will be to compute the weight of the dead 
panel load atLl (Fig. 73) by assuming a weigh 1 for the end panel of the 
main truss and adding the floor and other loads above determined. Then 
with this load, the moment will be computed at L'l due to the dead load 
of the truss and to the live load that can come on the end panel. This 
will give a basis on which to calculate the required section at L'l. From 
this section, the dead load at L2 can be corrected and the moments and 
section at _L‘.i can be computed. By carrying this process to Hi, the 
entire weiglft of the cantilever arm is computed and with these weights 
a dead load stress diagram i.-i laid out. This diagram together with t^tose 
for the live load, wind load and shear lock load give the combinations 
necessary to design the bridge correctly. 

The shape of the truss is governed by the relation of grade to water 
level, by the clearance desired at the center and b\ the clear channel 
desired. In meeting the conditions at this site, the outline shown in * 
Fig. 73 was adopted after various other lengths of counterweighfc*t*in, . 
depth of truss, etc., ad been tried and eliminated for one rea&ft^spr 
another. 

Figure 74 shows the general outline of the secondary mcinbonymd 
is useful as a guide in identifying the different members which VIonot* 
appear in an elevation of the truss. ’ ** ^ 

Placing t lie standard 15-ton trucks with the rear wh eels over the 
end floor beam and loading the rest of the span with uniform live load, 
gives the maximum stresses in the chords from live load. *The panel 
loads resulting from this placing are as follows (10,000 lb. being one rear 
wheel load): 
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C/l = (10,000)(2) + (2)(5,000)(^ 7 ) - 20,000 + 3,600 - 23.6^* 

C/2 = 6,400 + (15.67 4- 2)(10)(80) = 6,400 + 6,300 - 12.7$ps 

US = (15.67) (10) (80) = 12.5 £jps 

C/4 = C/5 ' - 12.5 kips 

C/(f= (7.83 + 3.5) (10) (80) = 9.0 laps 


Figure 75 shows the placing of the live load for maximum chord 
stre&scs and also foi maximum web stresses back as far as panel point 4, 
but not including Z/l-C/5. 

30a. Preliminary Calculation of Dead Loads.—Dead load 
at panel point Ul-Ll The flooi system weighs appioximately 600 lb, 
pei ft. of tiuss. The length of tiuss tnbutaiy to panel point 1 is half \ 
of the panel 1-2 plus the o\erhang between panel point 1 and the center# 1 
of the channel UI-U2 is 15 ft. 8 in., half of this is 7 ft. 10 m. Thef* 
oveihang is about S in , making 8 ft. 6 in m all. Total weight of floor i%, 
theicioK, (S 5) (000) = 5,100 lb. Handiail will be assumed at 150 lb.) 
per tt, or (8 5) (150) = 1,275 lb. For the lowei lateral systefai 
assume 1 >00 lb at panel point I A, whit h hguie is large enough to include 
the miscc 11 incous dt tails at this point Assume the truss or girder toft 
weigh about 350 lb. p< l lm ft with stifftnus and rivets, or (8.5)$ 
(350) 3 0001b The total it ( 1 will then be . 


Flooi 
Handiail 
Ti uss 


5 100 
1,275 

1 700 (poition tubiitan to C/1) 


Total D L 


S 07 5 sin 8 000 lb 


Tue load at LI will be the weight of the 1 itu tl sWera at that point 
and the balance of the tiuss. These two items aie 1 500 and 1,300lb. 
respectively, anel give a dead panel load at LI of 2,800 lb. 

For purposes of this computation, it will be ele>se enough to take the 
entile panel loael at any point anel assume one-feiuith on the bottom or 
•unloaded chord and thiee-fouiths on the top oi loade el choid 

The total dead weight at panel point 1 is 10,800 lb. This gives a 
elead loael moment at panel point 2 of (10 800)(15 07), oi 109,500 ft.-lb. 
The live load moment at panel point 2 is due to the standaiel 15-ton 
truck with the rear wheels over the flooi beam at l T anel the fiont wheels 
towaiel pane'l point 2. The center of gravity of the standard tiuck is 
3 33 ft. ahead of the real wheels. The total weight is 15 tons As 
thoie can be two of them, side by siele, each truss carries one full tiuclf 
loael. 

The front end of the tiuck is almost at floor beam 2, sano account need 
be' taken of any uniform live load in the end panel. 
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The distance from panel point 2 to the center of gravity of the truck 
is 15.67 — 3.33 = 12.34 ft. and the live load moment is (12.34) (30,000) = 
370,000 ft.-lb. Impact will average about 30 per cent. This gives an 
impact allowance of 111,000 ft.-lb. The approximate total moment at 
panel point 2 is then 169,500 + 370,000 + 111,000, or 650,500 ft.-lb. 

The distance out to out of flanges at panel point 2 has been selected 
as 4 ft. 4 3 i in. Allowing 7.5 in. on each flange fot distance to center 
of gravity of flange area gives an effective depth of 38 m. (approximately) 
and a stress in the flange of 650,500 ft.-lb. -h 3.17 = 205,000 lb., requiring 
a net area of 12.9 sq. in. The flanges may, therefore, be composed of four 
6-X 4-X 2s-in. angles with one hole out. The net area is 3.28 sq. in. 
each, or a combined net area for the four of 13.12 sq. in. 

The shear at panel point 2 is all of the dead load at panel point 1, 
plus the live load at point 1, plus the dead and live load tributaiy to point 
2. This is 10,800 lb. + 30,000 lb. + (say) 20,000 lb. dead load at 2, 
plus one-half a panel of live load, or (10) (SO) (15.07) -h 2 ■= 0,300 lb., 
making a total maximum shear of approximately (>7,100 lb. The re¬ 
quired area for the web of the girder will then be 07,100 -b 10,000, or 
6.71 sq. in. With a depth of 1 ft. 0 in., the lequned thickness would be 
6.71 -f- 54.0, or 0.24 in. This being too thin to consider, the web will 
be made in. thick unless the sheai at panel point 3 icq lures it to 
be thicker. 

The weights at panel point 2 an tin n as Inflows 


Floor s} stem 
Handrail . 

Web plate 
Flanges 
Stiffeneis, sa\ 

Lateials, say 

Itivets and miscellaneous 

Total dead panel load of 


(15 07) (000) = 9,420 

(15.07) (150) = 2,400 

1 15.07) (54) - 850 

(8) (15.07) (12.3) = 1,540 

= 250 

. - 1,500 

= 400 

16,360 
say 16,400 lb. 


Dividing this as mentioned above into one-fourth at L2 and three- 
fourths at l r 2 gives L2, 4.1 kips, and ( r 2, 12.3 kips. 

Proceeding to panel point 3, the moments will be as follows: 


Dead load 

(10,800) (31.33) = 339,000 

(16,400) (15.67) = 257,000 


27,200 


596,000 ft.-lb. 
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Live load (truck at 15 tons and uniform live load at 80 lb. per sq. ft. 
on 15.07 X 10 ft.). 

(30,000) (28.0) = 840,000 

(12,500) ( ,5 f) = 98,000 

42,500 938,000 

Impact 30 per cent 282,000 

1,220,000 ft.-lb. 

Making a total moment at point 3 of 1,816,000 ft.-lb. 


The distance between chords at this point is 5 ft. 7in. This gives a 
stress of 1,816,000 -f- 5.6, or 325,000 lb. in the flanges of the girder and in the 
top chord member (’3-(M. This will require an area of steel in the flanges 
of the girder of 325 16, or 20.2 sq. in., and the same in member 173-(74. 

At 3.11 lb. per ft. per sq. in., the weight per foot of flanges would be 
(20.2) (3.11) ^ 69.5 lb. Allowing 50 per cent for details and gusset 
plates, would give roughly 110 lb. per ft. as the weight of (73-(/4. 

The shear at point 3 would be 27,200 D.L. plus 42,500 L.L. plus 
(12,500) (0.3) impact, or a total of 82,150 ib., requiring 8.2 sq. in. net^of 
web plate at point 3. The >>i6-in. plate in the web has an areapf (67)(5) 
-i- 16 = 20.0 sq. in. and so is amply strong. 

The shear in panel 3-4 would be from 15 kips to 20 kips more than in 
panel 2-3 from D.L.; 12.5 kips more from L.L. and four kips more from 
impact, making the total increase, say 35 kips over panel 2-3. The shear 
in panel 2-3 was 82,450 lb. Then the approximate shear in panel 3-1 
would be about 118,000 lb. requiring a steel area for L3-f '4 of 118,000 -f- 
16,OilO, or 7.4 sq. in. Allowing for slope and details will bring the weight 
of this to about double, or say (2) (7.1) (3.11) — 50 11). per ft. of truss. 

The weight of L3-LI will be assumed as 160 lb. per ft. by comparison 
with (73-1/4 and estimating the increase due to larger moment. 

The loads at point 3 are as follows: 


Floor system 

(15.67) (600) - 

0,120 

Handrail 

(15.67) (130) - 

2.100 

Web plate 

(7.83)(57) 

150 

Girder flanges 

(7.83) (110) 

S60 

Girder stiffeners 

..(6) (5) (7.2) - 

220 

(73- f'4.. 

. (7.83) (110) =- 

860 

C74-L3. 

..(7.83) (50) 

390 

LS-1A. 

(7.83)(160) = 

1,250 

Laterals, sav . . 

- 

1,600 

Details, etc 

= 

1,407 


Total 


18,857 say 18,900 lb. 
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which gives 14.2 kips at £73 and 4.7 kips atL3. 

Proceeding in this manner the approximate dead load concentrations 
for the various panel points are readily calculated. The results are as 
follows: 


Panel Point 
1 
2 

3 

4 

5 


Dead Load ('ovrf.vrRArios 
10,800 
16,100 
18,000 

22.700 

23.700 



For the members of the counterweight 
arm, the preliminary weight assumptions 
shown in Fig. 76 may lie made without 
material error. Based upon these assumed 
values, the following dead load concentra¬ 
tions may be calculated. 


Panm. Point 


Di vd Load ( o\< i s ikyiion 


6 28 200 
C/7 6,200 


306. Determination of Dead Load Stresses in Counter¬ 
weight Arm. —With the alxne dead loads at hand, the next step in the 
analysis is the determination of t|ie size and volume of the counterweight 
and the calculation of dead load stresses in the rear or counterweight arm 
of the truss. 

Taking the D.L. moments about the trunnion, will give the amount of 
concrete necessary to balance the structure. With this weight deter¬ 
mined, the stresses in the anchor ai m aie readily calculated. 

Momims Vh> yd oi I KIN won 

(10,800)(80 33) - ‘.MO 000 
(10,400)(71 10) - 1,100 000 
(18,900)(55 50) - 1,048 000 

(22.700) (49 83) - 905 000 

(23.700) (24 II ) = 571 000 

(23,200)( 8 50) = 197 000 

115,700 4,830,000 ft.-lli. 


The moment 4,830,000 — 602,920 oi 4,227,080 must be balanced by a 
mass of concrete at a distance of 17.5 ft. from the center of rotation 
(see Fig. 73). The amount of concrete needed is, therefore, 4,227,080 + 
17.6 - 242,0001b. 


M<hi)\ts Hack or Tiiinniov 

ro-f 7 

(1,800) (3 7) - 

0,(570 

ra-T 

(2,280)(3 7) == 

8,450 

lA)-L ( ) 

(4,500X12 0) « 

54,000 

vi-m 

(4,800)(15 9) = 

70,200 

t 7-1 9 

(3 400X15 9) = 

54,100 

r o-r 9 

(2,(500)(24 0) = 

02 500 

(JioNr A 

(5,500)0 1 0) = 

(50 500 

(Older H 

(5,500X24 0) -= 

132 000 

Hide tnd bottom plalos 



and sways, 


(8,500) (17 5) 118,500 

38,880 lb. 002 920 


fl -II), 
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Considering concrete to weigh 150 lb. per cu. ft., the total quantity 
required per truss is 242,000 -5- 150, or 1620 cu. ft. Half the distance 
between trusses is 11.5 ft. which leaves 140 sq. ft. as the required end 
area, or on a height of 11 ft., the required width will be 13 ft. 

The foregoing paragraph has considered the limiting outline of the 
counterweight as the center lines of the bounding members. Allowance 
for the pockets in the counterweight to provide space for balance blocks 
can be obtained by extending the concrete out and around the supporting 
members if necessary in the final design. 

Distributing tills counterweight load equally among the four panel 
points at its corners gives 60.5 kips to the panel point. Then with 6.2 
kips as the weight of metal at U7, there is 32.0 kips of the metal in the 
counterweiglit arm left to be distributed between the four panel points 
about flic counterweight. Dividing this as before, that is, three-fourths 
to the lower end and one-fourth to the upper end (the bottom chord of the 
counterweight end being considered the loaded chord) gives 4.0 kips to 
each of the upper points and 12.3 kips to each of the lower points, which 
added to the 00.5 kips of concrete gives a loading of 64.5 kips at M 8 and 
C9, and 72.8 kips at LS and L9. For purpose's of obtaining the reaction 
on tin' timinion, 3.8 kips of trunnion plates are assumed in addition to 
the weights of the truss members which frame into that point, i'his 
gives (approximately) seven kips as the load at T, and the dead load stress 
diagram is then diawn as in Fig. 75. 

This diagram is in two parts because it is impossible to begin at the 
outer end and continue clear through to the rear end on account of the 
presence of three unknown stresses at l r 6 and LG. Consequently, it is 
customary to begin at C/1 and run the diagram back to LG and then begin 
at L9 and run ahead to L6, thus completing the stress analysis for dead 
load closed, but with the diagram in two parts. (It is possible to com¬ 
pute the stress in 7di-L9 algebraically and add this value into the stress 
diagram when LG is reached, but the usual method is to rely on the 
graphic solution and use the algebraic as a check.) 

Having the dead load stresses in the closed position, it is necessary 
to run another set of diagrams for stress at 90 deg. open (see Fig. 75) in 
order to see which members have a larger stress when partly open than 
when either fully open or closed. From this it is seen that C/6-LG, 
U(\-T and LG-7 7 , have their greatest stress when partly open. The 
amount of this stress is shown under the heading “maximum stresses 77 
in Fig. 75. The four diagrams entitled—(1) “Dead Load lliver Arm 
(Bridge (’losed), 77 (2) “Dead Load River Arm (Bridge Open 90 deg.), 77 
(3) “Dead Load Counterweight Arm (Bridge Closed), 77 and (4) “Dead 
Load Counterweight Arm (Bridge Open 90 deg.) 77 —will give all the 
necessary dead load stresses required for the design of the structure. 
These diagrams are also used to determine what angle of opening is 
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critical for each member having its largest stress when partly open. 
It is observed that the leaf, although composed of a plate girder 
section for the outer two panels, has been considered as a frame 
throughout its entire length. This is done in order to facilitate the 
graphic analysis. The design of the plate girder sections may be readily 
worked out later. 

30c. Live Load Stress Diagrams.—-Before beginning the 
live load stress diagrams, it is necessary to compute the 1 live load reactions 
at the anchorage and at L6. The only loading which need be computed 
for stress in the anchor arm is the full live load condition of Fig. 75. 

Taking moments about L6 gives the following- 

(23.6) (78.33) = 1,850 

(12.7) (62.67) = 795 

(12.5) (47.00) = 387 

(12.5) (31 33) = 392 

(12.3)(15.07) = 196 

(9 0) (0) - 0 

82.8 3,820 kip-ft. 

This must be resisted by a downwaid miction at the anchoi column. 
The stress in the anchor column which is 31.2 tt. fiom the center line of 
I76-L6 will be 3,820 -s- 31.2, oi 112 kips. Tin* stiess in L r 9-L9, however, 
will be greater as it is only 32.5 ft. awaj from the center line of V 6-L6 



As this is the stress upon which the stress diagram depends, it is taken 
instead of the anchor column n action when solving for the stresses m 
the counterweight arm. It is 3,820 : 32.5, or 118.0 kips. 

The live load reaction at L0 is t he sum of all the live loads on t he i i\ ei 
arm plus the btress in U9-L9, or 200.8 kips. 

In drawing the live load stress diagrams, members U7-U9, C9-MX 
and M8-L8 are not considered, as they have no live load stress. Membei 
U9-L9 is merely a post loaded at the anchor bracket with the 118.0 kips 
of live load reaction. 

Full load, as in Fig. 75 will give maximum conditions for the chords 
and for all web members back to U4-IA. As the line of action of L4-L5 
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intersects the line of the top chord just forward of i/2, it is necessary to 
place the large truck wheel at i/2 (with no load on panel 1) to obtain a 
maximum stress in IA-U5 and U5-L5 (see Fig. 77). 

The line of L5-LG intersects the top chord at a point just back of 1/2. 
For maximum sticss in L5-Z76, the large truck wheel should again be 
moved, this time to US, and no load at U1 or (72 (see Fig. 78). 



Foi minimum load at L\-Uo and U5-L5, the truck should be placed 
as in lug. 79, bill \v it li no umfoim load on the span Foi minimum load 
on L5-f/6, the umfoim li\o load should be added up to the center of 
panel 2-8 (see 1 ig 80), oi in other words, the live panel load given at i/1 


t U3 US Ub 



should be used alone to obtain minimum st loses in IA-US and Uo-L5 and 
panel loads at iT and U2 should be used to obtain minimum stiess in 


UZ U3 



30 d. Shear Lock Stresses. -The \alue of the stress tians- 
tened fiom one leaf to the other by viitue of the shcai lock at the center 
of the span may be deleimined very elo*>elv b\ means of the following 
empuical foi mula: 

„ P/A 


1 
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Where 

S = value of the shear at the center lock 
for a given load P on the span. 

A = distance from the support to the given 
load P. 

L — distance from the support to the center 
lock. 

For a full panel load at the various panel points, the value of S as 
computed by the above formula is as follows: 


Pa Mil, Point Loaded 

Value o* P 

Value o* ^ 

V 41 l K OI S, 
Pot SDK 

u:> 

12,500 

1 ' 

/ .i 

350 

m 

12,500 

% 

1,300 

m 

12,500 

H 

2,700 

U2 

12,500 

*5 

4,410 

Ul 

6,250 

® 5 

3,125 


By means of an ordinary Maxwell diagram, the stress in each member 
of the truss due to a unit load at the shear lock is now determined (see 
Fig. 83). 

Taking the values from the above unit shear lock stress diagram and 



multiplying them by the greatest possible shear loe|c stress which can 
occur when the member is under maximum (or minimum) stress from 
loads on its own leaf, the amounts to add to the desigij stiess to take care 
of shear lock stresses may be determined. \ 

Consider member IA-L2 on the right-hand leaf (see Fig. 81). Its 

Of us 04 U3 U2 Ut £// 02 U3 U* US U6 

125 * 125 * 125 * 125 * 

rr ~- -T 

12 i' U L2 

L6 16 

Fit,. S2 

maximum stress occurs when its panel point 1 is fully loaded. Place full 
load on panel point 1 of the opposite leaf to offset this load and then load 
fully all panels of the left-hand leaf. The shear lock stress transferred 
will then be the sum of the shear lock loads for panels 5, 4, 3 and 2, or 
0.35 4- 1.30 + 2.70 + 4.41 = 8.76 kips, and the shear lock stress in 
L1-L2 will be 8.76 times the stress in L1-L2 under one lyp load at the shear 
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lock. This is 4.6 kips. The shear lock stress in L1-L2 is then (8.76) (4.6), 
or 40.3 kips. If all panels of the right-hand leaf were loaded except 
panel 1, and no load were placed on the left hand leaf (sec Fig. 82), there 
would be an uplift at the shear lock on the right-hand truss which would 
cause the shear lock stress to have opposite sign. Shear lock stresses 
are thus seen to have two values opposite in sign. Care must, therefore, 
be taken to see that the correct sign is used when combining for maximum 
or minimum stress because it may not be possible to obtain maximum 
shear lock stress at the same time that maximum live load is obtained, 
in which case, the shear lock stress may have no effect on the design stress. 

The principal shear lock stresses are as follows: 


Stress for 1 kip load at center = 6.50 
Shear lock stress = (4.35) (6.5) = 28.20 
L3- ( r 1 Stress for 1 kip load at center = 2.00 

Shear lock stress = (1.65) (2.0) = 3.30 
Lli-L t Stress for 1 kip load at center = 6.70 
Shear lock stress = (1.65)(6.7) == 11.10 
Ut-Ll Stiess for 1 kip load at center = 0.00 
Shear lock stress = 0.0 

Ul-l 5 Stmss for 1 kip load at center = 6.70, 
Shear lock stress = (1.05) (6.7) = 11.10 
LJ-L5 Stress for 1 kip load at center = 6.40 
Shear lock stress - (0.35) (6.1) = 2.24 
t/5-(/6 Stress for 1 kip load at center — 6.30 
Shear lock stress = (0.35) (6.3) - 2.20 


t 


The shear lock stress in L5-L6 can be neglected because maximum 
stiess occurs with the loaf fully loaded and at that time there can be no 
downward reaction on this leaf from the opposite leaf. 

30c. Dead Load Stresses. L<af Opm .—Thus far all stress 
diagrams (with the exception of one purely theoretical one for the leaf 
open 90 dog.) have been drawn for the leaf down. The angle of opening 
required to give 100-ft. clear span at the tips of the leaves is 62 deg. It 
is necessary, therefore, to draw stress diagrams for the leaf in this, the 
fully open, position and determine the dead load and wind load stresses 
in all the members with the bridge thus raised. These are shown on 
Fig. 83. 

There is one point in connection with the dead load distribution 
that needs treatment out of the ordinary. This is the distribution of the 
floor load to the truss. As a horizontal girder was placed under the 
stringers, between the L6-UQ posts, this girder must be considered as, 
carrying the full vertical reaction of the floor system. As the floor is 
inclined at an angle of 62 deg. with the horizontal or 28 deg. with the 
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/ 14’of floor 
toad resolved into 

\ lwo component* 

. \ Component parallel 


\'\tofhor toT* 

\L> 

ha iSf Componentperpen 
\ dc /or to floor 
\ 54 * 

ff X 

Analysis of loads 
at U3 

Other panels similar 


vertical, there will be two components to the floor load at each panel 
point. One of these will be normal to the floor, the other will be parallel 
to the floor. All those parallel to the floor will be summed up into one 
load at the horizontal girder and then divided into two components, one 
normal to the floor and one vertical. The condition thus represented 
will be a floor supported at 176 by a vertical reaction and a thrust normal 
to the floor to offset the sum of the thrusts which are necessary at each 
panel point to maintain the floor in its inclined position (see hig. 84). 

30/. Wind Load Stresses. —There is a point in connection 
with the solution of the wind load stresses that needs explanation. 

Unlike the dead loads, the wind load 
must be resisted (to prevent rotation) 
by some force other than the coun¬ 
terweight. The only point at which 
this can be accomplished is at the 
main pimon. This is not on any 
member. Theiefore, it is necessary, 
for purposes of constructing the 
stress diagram, to consider two the¬ 
oretical members, one from the main 
pinion to U7 ami one to L9. This 
will give very closely the stress 
in f77-L9 due to wind load, but the 
actual stress is indeterminate on 
account of the large rack plate which 
rivets to T-U7, MS-IA), MH-LH and 
L6-L8-L9 and, therefore, distributes 
part of the wind load to all these 
members. 

The reaction at the main pinion 
to counteract the wind load is necessarily tangent to the rack circle at 
the fully open position of the pinion. As the main trunnion is the only 
other point of contact with the pier when the leaf is in the open position, 
the main trunnion bearing furnishes the other reaction against wind load 
and must be so fastened to the pier and main girder as to prevtmt its be¬ 
ing overturned in case of a higii wind. 

As previously explained, the wind loads are plus or minus, conse¬ 
quently only one direction of wind need be assumed and stresses solved 
Reversing the direction of the wind merely reverses the stresses. 

This completes the stress analysis work and when the impact values 
are determined, the stress table can be laid out and the sections of the 
members designed. 

3 Og. Impact Stresses. —The impact formula specified in 
this ease was P = n .. n nn- where 1 J = the percentage to add for 



*Not added where shown 
but earned dmeeffy tb 06 _ I 

andpxdmos verticaland 
norma! components < 0 * 


Z ofa/t /nods 
parallel to floor 
■563" 


dertical component ' \ 

‘633’ 



Cvnpxnent norma! 
301’ 


I'io Si. 


2.6/, + 300 
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impact, and L — the loaded length of truss required to produce the stress 
to which it is desired to add the impact allowance. 

Each member will, therefore, have a certain definite L for its maximum 
stress and the impact allowance for the different members is as follows: 


Mb, MB Kit 

Loaded I.B.N I<’B,Er) 

Impact Allowance 

U2-US, L1-L2 
UI-U2, LUU2 

8 

0.31 

US-U4, L2-LS 
U2-L2, L2-U3 

24 

0.28 

U4-U5, LH-L t 
I/3-L3, L3-n 

39 

0.25 

UH-Uii, L 1-L5 
in-Li, JA-rr, 

55 

0 23 

L5—L(), f »)—//,) 
L5-UH, 

70 

0.21 

nwvti, n>-r7 
C7-U9, Hi -AS 
LH-H), LiS-T 
l r ti-T, V7-T 
MH-LH, r7-m 
MX-IA), 

V 9-L9 

82 

0 20 i 


To the dead load stresses in the open, or ready to open position, a 
Hat 20 per cent is added for vibration impact. This is none too much in 
\ lew of the possibility of rather violent closing due to careless operation* 

The next step after having made the stress diagrams is to lay out 
a table of stresses, as shown in Fig. 73. For coincidence, the different 
poiturns of the truss are shown at the left margin of the table and double 
vertical lint's separate the stresses for different positions or conditions 
of tilt' leaves. 

Vs the two panels next to the center line of the channel are to consist 
of a plate girder section, their design stresses are not listed here but only 
tin' final sections shown on this sheet. 

In making up the column of area required, it is always advisable to 
note that the section required for tension members is net, N, and that for 
compression members is gross, G , as it will save considerable searching 
when laying out the sections of the members. 

The completion of the table of stresses and sections (Fig. 73) completes 
the design of the main members. 

31. Design of Lateral System. —As stated in Art. 28c, the assumed 
wind load will be 450 lb. per lin. ft. of bridge. The panel length is 15 ft. 
S in and the distance between chords is 23 ft. Maximum stresses are 
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■23 cr —H 


caused by full load over the entire leaf and a layout as in Fig. 85 repre¬ 
sents the truss system which is to be designed. In this system, the 
struts take compression and the diagonals arc considered to take only 
tension. At Ll-Ll and L2-L2, no strut will be provided as the floor 
beam extends down to the top of the chord and a simple bracket will 
tran&fer the stress from the diagonals to the floor-beam. All the struts 
will be assumed as composed of four angles, 4 X 3 X in., set the same 

distance back to back as the out to out dimension of 
the chords, and single laced with 2J4- X M-in. lacing 
bars. The diagonals will be assumed as made of the 
minimum section, namely, four 3- X X ?i6-in. 
angles, single laced with 2j^- X 2s-in. lacing bars. 

The maximum compression in any strut occurs in 
L5-L5 and amounts to 32.1 kips. Dividing this 
stress by the gross section of the strut, gives a unit 
stress of about 3.3 kips which is much lower than 
the allowed unit stress as given by the formula 

10,000 - 70 L - 
’ r 

The maximum diagonal sf ress amounts to 39 kips 
for diagonal L5-LG which has a not area of 5.40 sq. 
in. The resulting maximum tension is, therefore, 
only about 7.3 kips. The diagonal system is, there¬ 
fore, seen to be heavier than needed for actual 
strength, but will be adopted for the sake of rigidity. 

Referring again to the diagram of Fig. 85, the reaction at L6 is the 
force necessary to hold the truss in position against the wind load when 
the anchor arm is held at the forward end of the counterweight. Taking 
moments about L8-L8 of all the loads on the channel arm and dividing 
by the distance LG-L8 or 19.5 ft. gives the following: 



Fig. 85. 


(3.7) (97.83) = 362 

(7.1) (82.17) = 583 

(7.1) (66.50) = 473 

(7.1) (50.83) = 360 

(7.1) (35.17) = 248 

(5.1) (19.50) = 99 


(70(19.50) = 2,125 kip-ft. 


whence, R - 2,125 divided by 19.50 or 109 kips. 

In like manner taking moments about L6, the reaction at L8 is found 
to be 71.8«kips and the sum of the wind loads and the counterweight 
reaction equals the 109-kip reaction at LG. 
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The stress in L6-L6 strut will be 109 kips and the stress in the diagonal 
L6-L8 will be 71.8 multiplied by the secant of the angle between the 
diagonal and the L6-L6 strut, or (71.8)(1.31) = 94.5 kips, which will 
require 5.9 sq. in. of metal in the net section. This is furnished in four 
angles, 3 Yi X 3% X in., which have a combined net section of 
6.2 sq. in. 

For the L6-L6 strut, four angles are placed with their sides fortning 
a square and the sway frame L6-T 
fastened to the corner toward the trun¬ 
nion (see sketch in upper right-hand 
corner of Fig. 74). 

The radius of gyration of four angles, 

6 X 6 X % in., with the backs 18 in. 
apart, is 7.62 (see Fig. 86). The allow- 

L a — 

able compression is 16,000 — 70 r > or 

16,000 - 70( ( -^ ( ( .2 2) ) = 13,5001b per 

sq. in. The requned area is, then, 109 
13.5 = 8.1 sq. in. Since 17.44 has 

X’ 1U OUi 

been furnished, the member is sufficient. * 

The specifications say that the wind load shall be carried to the 
trunnions and to the counterweight by lateral systems, each of which is 
capable of carrying the whole stress. The lower laterals carrying the 
wind load to the counterweight have just been designed. 





Fit, 87 


For the system to carry the stress to the trunnions, it is necessary to 
adopt some shape that will provide the necessary strength and yet not 
rcquiie an elaborate fastening at the trunnion. Also there must be some 
member betw een the two trusses near the trunnions to take the upper end 
of the s\\a\ frame. From L6 to T is 11 ft 2 in. If 8 in. is assumed as 
clearance for the trunnions, there remains 10 ft. 6 in. as the distance 
between top and bottom chords of the sway frame LQ-T. The layout 
adopted is shown in Fig. 87. This makes the problem the solution of a 
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latticed portal of 10.5 ft. depth. 1 The stress in the chords is 98 kips and 
in the web there is 13.8 kips per angle. Assume the web angles the mini¬ 
mum, or 3 X 2 Yz X %6 in. 

The total unsupported length of any web member is about 55 in. 
The radius of gyration of one 3- X 2^- X Hg~^- angle is 0.93. The 

allowable stress is 16,000 - = 16,000 - 4,150 = 11,850 lb. 

per sq. in. The area of the angle is 1.62 sq. in. and the total stress 13,800 

lb. The actual unit stress is, therefore, 13,800 -f- 
1.62 = 8,600 lb. per sq. in. which is well within 
the allowable. 

The bottom chord of the strut is the member 
shown in cross-section in Fig. 86. As it has a 
capacity of (17.44) (13,500) — 235,0001b. to resist 
the 98-kip reaction, it is ample. For the top chord, 
a “T” section will be assumed, composed of a stem ' 
14 X % in. with two angles 3 X 3 X % in. to con¬ 
nect it to the top plate, which will be a 20- X ?,s- 
in. plate with two angles 3 X 3 X % in. turned 
down at its outside edges. The 14- X ?«-in. plate 
will be used as a connection for the lattice angles 
and will serve as a long gusset plate. The unsup¬ 
ported length of the member will be the distance 
between- connect ions of lattice angles in the verti¬ 
cal direction and the whole 23 ft. in the horizontal direction. The radius 
of gyration is as follows (see Fig. 88): 


Member 

Area 



Ad- 


/ T 1 ,1 

it X h 

5 25 

0 

0 

0 

0 1 

0 

20 X / s 

7 50 

0 

0 

0 

250 

250 

2 I® 3 X 3 X 

4 22 

1 08 

1 17 

1 0 

:* 

s 

2 li 3 X 3 X 3 s 

4 22 

9 11 

8.‘5 

.*50 1 

:* 

35.5 


* 



Fig SS. 


Total moment of inertia about X — X = 61J in. 4 and the total area 


is 21.19. 


The radius of gyration is 


I till 
\ 21.19 


5.4. 


The allowable compression is 16,000 


- (70)(2;t) (, 12 t ) 


16,000 - 


3,600, or 12,400 lb per sq. in. The capacity is (12,400)(21.19) - 261,000 
lb. as against the 98-kip stress from the wind. 

* The sway frames between the floor beams and the lower lateral struts 
are for the purpose of maintaining the truases in a vertical plane under t he 
1 Johnson, Bryan and Turneaure, “Modern Framed Structures,” part I, p. 2(59. 
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wind load on the top chord This load is about five kips per panel. 
Considering the frapie at 175, the distance between chords is 10 ft. 4% in. 
and between trusses 23 ft. The layout of the sway frame is shown in 
Fig. 74. Taking moments about one lower chord panel point gives 
for the vertical reaction at the lower chord point (5.0) (10.4) 4- 23 — 
2.2 kips. 

The stress in the web diagonals is equal to the above shear multiplied 
by the secant of the angle of inclination with the vertical and amounts to 
about 3,000 lb. for which the 3- X 3- X 5/ c~i n - angles are readily seen to 
be ample. 

The sway frame at LG is designed in the same manner, but using a 
lattice section of minimum angles. The other sway frames L3 and L4, 
are the same general type as L5 and need no 
explanation. h ^ * 

The counterweight is to be hung on and around T NT a/ \ 
a sf ructural frame. The worst condition to assume * /Ns. /\ 
is that the frames mentioned carry the whole load. . 1/ ^ \ / \ 
These frames are called “counterweight truss A,” 

“counterweight truss B,” “counterweight laterals” 
and “counterweight cross frame.” 

The counterweight truss A is located between the * . gyp „ * >i 

■m att 

L8-M8 panels of the trusses and the counterweight m*' " 6 ’,, 

truss B between the L9-U9 panels. The cio^x frame , \ ^ 

is on the center line of the bridge and c\tends from »* /^^ / \ 

counterweight truss A to counterweight truss B. *- *-■*" N <— -^ 

Its top and bottom members being the center struts ? * a * 

Fiu 89 

foi the upper and lower lateral systems in the coun¬ 
ter eight and its vertical members being the center struts of counter- 
wdght trusses A and B. 

Referring now to Fig. 74 and to the dead loads given at the counter¬ 
weight panel points of the truss outline in Fig. 75. The layout of Fig. 
89 can be drawn w-ith one-half the total counterweight load or one truss 
load at the center and one-half a truss load at each side for the counter¬ 


&'o* . >) 

a* 

_ * _ //«* _ 


re a" 

Fig 89. 


weight I russes A and B when the bridge is in the closed position. 

Adding the 20 per cent impact allowance to these members gives the 
tension diagonals a design stress of 04 kips and the compression diagonals 
a stress of 57 kips. 

Tr> 0- X 3 Yi- X 1 - 2 -in. angles with the 6-in. legs in. apart and the 
3 1 2 -in. legs lurned to the outside of the counterweight. The radius 
of gyration is 1.41. The allowable compression on a length of 15 ft. 9 

✓ 12 \ 

in. is 16,000 - 70(15.75) ^ ^ J = 6,600 lb. per sq. in. The required 


area for 57 kip stress is 8.6 sq. in. The section furnished having 9 sq. in 
is satisfactory. 

7 
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For the tension diagonals, the stress of 64 kips Requires a net area of 
4 sq. in. and the same section will be used for this fits for the compression 
diagonals. The top and bottom and center vertical members will be 
made of the same section for the sake of uniformity. 

When in the fully open position, the counterweight is carried on the 
upper and lower counterweight laterals in the same manner as it was 
carried by counterweight trusses A and B in the closed position. The 
distance between panel points in this case is 13 ft. Instead of 10 ft. 9 in. 
and the layout and stresses are illustrated in Fig. 89. 

As these are practically the same as for counterweight trusses A and 
B the same sections will be used. * 

The strut down the center will very likely be used to support the 
forms for the counterweight during construction a$d so may arbitrarily 
be made of two angles, 8 XfiX^ in. for safety’s sake. 

32. Miscellaneous Parts of the Moving Leaf. Several minor portions 
of the moving leaf are not yet taken care of. The rack plates which connect 
the machinery to the truss and the trunnion plates 
which must be built up of suflicicnt thickness of metal 
to bring the bearing on the trunnion inside the allow¬ 
able are the heaviest of these miscellaneous items. The 
rack plates are made of 1 2 -in. material and extend 
from J/8-L9 and f 7-ifH toward the trunnion far enough 
to allow the cast steel rack to be bolted between them. 



Finn 1 


Fiu. 90. 


. The brackets on the L9- { '9 posts which engage the 

f* - il X anchor columns arc usually cast steel and riveted to 
the post in the larger bridges. In this design, it will 
doubtless be cheaper on account of tin* low stiess in¬ 
volved to build up a structural bracket, the onI.\ de- 
p £ n tin signing required being to see that sufficient uvets me 

Fiu 90 provided to stand the full reaction and the 10 per cent 

impact allowance. 

The shoe at the bottom of the Hi post which supports the li\e load 
reaction is of somewhat the same nature, the only designing to be done 
being in the nature of providing a safe connection to the truss, it must, 
however, be strong enough to withstand its share of the lateral force due 
to wind. This wind force is n< I usually serious on tin* moving pot (ion 
of the shoe, but in the base on which the shoe rests, provision must be 
made to prevent the truss being moved laterally off its stippoi t. For this 
reason, the live load shoe at L fi has two sides extending upward and 
flared out at their upper edges to catch the descending shoe and guide 
it to place and then prevent its lateral movement. 

These sides should be made considerably stronger than called for 
by wind forces because they will be calk'd into play in cast* of a collision 
between a boat and the bridge and in such a contingency will throw the 
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loads into the counterweight end of the truss and relieve the strain which 
would otherwise come on the trunnions and tlieir bearings. A sketch of this 
base is shown in Fig. 90. The upper and lower bearing plates are rounded in 
the longitudinal direction in order to insure a seating near the center and not 
at one edge as would perhaps be the case if plane surfaces were to be used. 

33. Fixed Part. —The “fixed 1 part” consists of all that portion that is 
supported by the pier, but does not move in 
the operation of the span. The main items of 
design are: Floor stringers, columns on t runnion 
girder, main trunnion girder and grillage braces. 

Those an* all illustrated in Fig. 91 and will 
be taken up in the order given. 

33cft Floor Slab.— The stringers will 
be spaced as shown in Fig. 91. 

Consider one rear wheel of the 15-ton b uck 
in the center of the panel and neglect continuity 

of the slab. The dead load will be say 100 lb. per sq. ft. for the slab 
plus about 40 lb. per sq. ft. for paving, making a total 
of MO lb. per sq. ft. The live load of the wheel will be 
distributed over an area of 3 ft. 1 in. square when the 
wheel is considered as having 2- X 2-ft. contact drea 
and the lines of distribution running downwards at 15 
deg. through the assumed 8-in. thickness of slab (see 
Fig. 92). 

The overhanging portion of the slab is shown in Fig. 
93, the outer truck wheel being assumed as lying 1 ft. 3 
in. from the outer stringer. 

With the above loading, the slab is designed by 
nu .ns of the ordinary formulas for reinforced conciete beams. The appli¬ 
cation of these foi mulas indicates an area of steel per ft. of slab ot 0.57 sq. 
in. for the interior and 0.02 sq. in. for the overhang. 
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Loading for fi>cd Firt STnrvjer 


Fiu. 04. 


For the sake of simplicity, the whole slab will be' made 8 in. thick with 
r, s-in. squares on 7-in. centers, placing the center of the steel l^-in. above 
the bottom of the slab and having alternate bent-up and straight bars in 
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order to provide for the shear. This will leave the bars in the top side 
of the overhang on 14-in. centers and short stubs will have to be placed 
in between these to make up the required area. Those stubs should 
extend back beyond the first stringer a distance sufficient to develop 
the bar in bond, or say 10 diameters for a square bar at an allowable bond 
stress of 100 lb. per sq. in. 

336. Stringers. —The span of the stringers will be from the 
rear wall of the pier to the columns on the main trunnion girder, a distance 
of 20 ft. approximately. The distance between axles on the truck is 10 
ft. The center of gravity of the two wheels is 3.33 ft. from the large wheel. 
The placing for maximum live load moment is with the large wheel 1.07 
It. across the center line from the small one. The dead load at 150 lb. 


per sq. ft. for slab and paving gives (5.33)(150) = 800 lb. per ft. of 
stringer. Assume the weight of the stringer at 75 lb. per lin. ft. and tin 1 
complete loading diagram is as shown in Fig. 01. The 5,000-lb. machmei > 
load is obtained fiom the design of the machinery which gave 20,000 lb. 
to be supported on the four stringers at 4.5 ft. from the center of the mam 
girder. 

Moments art' as follows under the large wheel: Dead load moment 


(875)( 13) (11.33) 


(873) (11.33) ■- 
2 


128,800 - 50,400 - 72,400 


Live load moment - 74,300 ft.-lb. 

Impact allowance = (71,30(0(0.00) 41,100 It-lb. 

Moment of machinery - (21.5) — 18,000 ft.-lb. 

Total design moment =' 72,100 -f 71,300 T 11,400 4 18,000 
209,700 ft.-lb. = 2,518,000 in.-lb. This req lines a stringer having a 

section modulus of = 159, which is furnished b\ a 21-m. 

10,000 

Bethlehem section at 73 lb. per ft. 

As the overhang ahead of the center line of the trunnion giidei e 
only 4 ft. 8 in., the same 24-in. Bethlehem beam at 73 lb. will be ampl\ 
strong. 

From the design of the machinery, we find that with the bridge m the 
open position and the full 15-lb. per sq. ft. wind load on the uprated leal, 
there is a load of 21,000 lb. on each of the stnnger; at the point ot 
connection of the hangers for the machinery flooi. The moments at 

this point would be D.L. of (S75)( 13)(4.3) 5) ^ | L ( >f 


(24,000) (21.5) 


(4.5) - 51,300 - 8 850 J- 89,400 = 131,850ft.-lb . which 


is considerably less than the live load condition with the bridge closed. 

33c. Columns on Main Girder.—Referring to Fig. 95, 
the truck placing for maximum load is shown. 
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For the sake of simplicity, the large wheel is placed within 0.7 ft. of 
the edge instead of 1 ft. The moments about the left-hand support to 
give the reaction on the column are as follows- 

Dead load (0.875) (30.7) (30.7) (0.5) = 115 

Machinery hanger (5) (21.5) = 108 

Live load (15) (20.7) = 400 

Impact (15)(20.7)(0.3) = 120 

Total moment — 1,043 kip-ft. 

li 2 — 1013 -f- 20 — 10 kips, winch is the maximum reaction on the 
column. 

Assume a Bethlehem I-beam 18 m. wide so that the flanges of the 
beam ma-\ test oxer the webs of the gudei 

The 18-in Bethlehem-I at 18 5 lb has a ladms of gxiation of 1.59. 


260 



I ii. ') > 


()000 =- 10,000 - <70)( '.! ) - 12 020 lb.pci sq m. The 

ana ol tin* section is 1 1.25 sq in. which is n adds seen to be moie than 
unple foi stiength. 

33d. Main Trunnion Girder. Foi calcul.itmg the loads on 
the main ginlei, the weight of the tiunnion healing*' n taken as 3,000 lb. 
each. The tiunmons are estimated at 1,100 lb. e.u h, oi 7001b. pel heal¬ 
ing Fiom Fig. 75, flit* load of the truss is 103 ('00 lb. oi 201,500 on each 
beat ing, making a total at each trunnion bearing of 205.2 kips. The load 
fiom the columns undei the fixed part is 40 kips at each post as just 
detetmined. The ginlei is symmetrical about the center line and will 
be assumed to weigh SOO lb. per lin. ft The loadings and the sheai 
and moment diagrams ue shown in Fig 90 fiom which the maximum 
moment is seen to be 2 1 578,400 in.-lb. The depth of the girder is detei- 
mined by the available space between panel point T and the lowei ehoul 
L6-L8. The centei lux distance is 7 ft 3 in (see Fig. 73). 
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The half depth of L6-7/8 (from the same figure) is in. plus the 
lacing and rivets, or say 10 in. all told. This leaves 6 ft. 5 in. from T to 
clearance. The trunnion bearing will be about 30 in. from the center of 
the trunnion to the base and, allowing 1 in. for bearing plates, gives 
another 31 in. to subtract from the 6 ft. 5 in. The arc through which the 
lower chord swings when opening will take off another V /2 in., leaving 
3 ft. 8 1 2 in. without considering any lower cover plate. Allow Vi in. 
for this and make the girder about 3 ft. 8 in. deep from out to out. A 



The inquired tension area 


is 


21,.">78,100 
(10.000) (30.05) 


11.8 sq. in. 


The gross area of the bottom flange is .">9.81, leaving 8.01 sq. in. which 
can be taken out as holes for ri\eK. 

Referring again to Fig. 91 then- is at the center one hole* through both 
side plates, the flange* angle*, and the* web, and erne hole through the* 
flange plates and the web. The total distance through all this metal is 
(2)( 5 "s) + 1J i»; -t* /S + (2)( r, s) + - 3 9 j f j in. 

This is the* same* for the other web anel makes a total area e>f 7.12.'» 
sq. in. If a lacing angle we*re so plae*e*d that an additional rived lmle* were 
taken out e>f the effective seed ion. the* te>1al he>le*s out would be* 8..">0 sep 
in., leaving 11.31 sq. in. net as against a required area of 11.80. 

At the enels, the shear is so greet as to re*ejuire the aeldifion of e*\fra 
web plates to build the shear section up to a gross area of 50 %o — 50.2 sq. 
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in. The main webs are two 43 X % giving an area of 32.25. Ample 
shear area will be provided by placing one 43- X j? f e-in. plate inside each 
of the other web plates at the ends and extending them out beyond the 
inside trunnion bearing. 

The other details of the girder such as rivet pitch, stiffeners, fillers, 
etc., do not differ from the details of any other similar member and need 
no mention here. 

33c. Grillage Braces. —The one other item in connection 
with the fixed part that is different from ordinary fixed span work is 
the anchorage of the ends of the main girder to prevent overturning with 
the leaf up during a high wind. This wind will give a horizontal force 
of 110,000 lb. at the trunnion. Considering a layout, as in Fig. 98, the 



load, a unit stress of 20,000 lb. per s<j. in. is allow aide, which makes the 
net area requirt'd 13.0 sq. in. 

This is furnished by four angles, 5- X 5- X bj-in. riveted at the top to 
the stiffeners on the girder and at the bottom to the I-beam grillage which 
in turn is to be concreted solidly into the body of the pier. 

The holding down bolts whieli fasten the trunnion bearings to the 
girder must also resist the overturning due to the wind. 

The vertical arm of the wind force is 30 in. The distance between 
bolt holes in the two sides of the bearing is approximately 32 in. w hich 
makes th(' stress on each of the four bolts at one end of the girder equal to 


25,800 lb. 


They will, therefore, 


need 


25.800 

20,000 


= 1.29 sq. in. each in 


cross-section. These, however, are part of the machinery design and 
as there are other faetoiv entering into their design they will hot be dis¬ 
cussed further here. 
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34. Counterweight Calculations and Methods of Balancing Span.— 

Having the structural portion of the moving leaf designed and detailed, 
it becomes necessary to calculate the weight and center of gravity of each 
of the members of the moving portion and then, taking the moment of 
all of the moving parts about the trunnion, to determine the amount of 
counterweight necessary to cause the span to be balanced in all positions. 

Horizontal moments (“X” moments) are taken about a vertical line 
YY, through the trunnion in order to determine the amount of concrete 
to put into the counterweight. Vertical moments (“Y” moments) are 
taken about a horizontal line, XX, through the trunnion in order to deter¬ 
mine the location in a vertical direction of the center of gravity of the mass 
of concrete whoso weight was determined by the first set of moments. 

These calculations for counterweight are made from the shop diswings 
and the weights obtained in the calculations carefully checked against 
the shipping weight of the material to guard against error. 

In the sample calculations shown at the end of this chapter, the dis¬ 
tance to each part of each member was taken from the trunnion dm et. 
It is usually customary on large or complicated work to take the cent r 
of gravity of each part with reference to some panel point on the member 
and after the weight and center of gravity of the individual membeis me 
found, then to calculate the distance X and Y from the trunnion lot each 
member and make a summary sheet showing the moments of the diffeit nl 
members. In small or simple work, much time can be saved by taking all 
moments about the t runnion in tiie first place, then in making the summar\ 
sheet no recalculation is necessary, the only process being that of listing 
and summing up all the sub-totals from the itemized calculation sheet'.. 

After the total weight and center of gravity have been found and 
listed it is a very simple matter to add or subtract parts of the woik or 
make alterations in the work as detailed. In order to illustiatc this, a 
sheet of calculations for the floor are included in the sample calculations 
herewith appended, as the floor in this particular case was original! \ 
intended to be 3^ in. of wood block on a 2 X t> laminated deck and 
was afterward changed to 2 in. of asphalt on a 2 X 8 laminated deck with 
an attendant increase in weight of 11,350 lb. 

In the accompanying tables of calculations, only such sheets as aie 
necessary to convey the idea are given. Their original numbers are pre¬ 
served, however, in order to indicate clearly that the calculations are not 
all included. 

In taking off the matciial from the shop details, it is a very easy 
matter to list main material and details separately and to do the same 
again in a summary sheet so that the percentage of details can be deter¬ 
mined for use in future estimating. Sheets 1, 2, 3 and 4 are sufficient to 
show the make-up of the sheets which has proved most satisfactory and 
to show also that every item is considered. 
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The weights are for one truss and are multiplied in the summary. 
As the center lock machinery is all on one leaf, the two leaves must be kept 
separate, calculations being made for one and corrections made in that 
final result to care for the differences in the other. The north leaf was 
taken in this case and the right-hand girder considered, as is shown by the 
notation N.G.R. U 1 on the first line of the first member. The number 
2 indicates that two trusses will be taken in the summary. The notation 
“material for one girder on north leaf—multiply this sheet by 4” refers 
to the factor to apply to the sheet to obtain the total steel in the structure 
for the purposes of payment. Also in the upper right-hand corner is a 
notation LI showing on which shop drawing the details of the piece will 
be found. 

Some of the members lie wholly within one quadrant and as a result, 
the moments will be all of one .sign. This is true of the material on sheets 
i, 2 and 3. In the upper left-hand corner is a notation to that effect. 
Moments toward the center of the river or above the horizontal through 
the trunnion are plus. Those below the horizontal through the trunnion 
oi toward the shore are minus. 

The calculation for fioorbeams 1 and 2 are given on sheet 25. 

Sheet 2fi gives a set of stringer calculations and sheet 30 gives the 
calculations for the floor weights together with the correct ion for the 
change in the floor design mentioned above. 

Sheet 31 shows the calculations for the weights of machinery apper¬ 
taining to the center lock. Sheet 11 shows part of the counterweight end 
and dlustrates the distinction between plus and minus. 

The totals of the itemized shoots are multiplied by the number of 
pieces per loaf and listed on sheet 39 with their total moments, both plus 
ar ’ minus, about the trunnion. For instance, on sheet 1, the weight of 
glider for the right-hand truss on the north leaf is given 

as 6,719.66 lb. of main material and 2,901.87 lb. of details, making a total 
weight per truss of 9,621.53, with moments of 661,211 horizontal and 
12,235 vertical. There are two of these pieces in the leaf so the totals 
on sheet 31 will show just double the amount which appears on sheets 1 
and 2 of the calculations. 

In the left-hand column of sheet 39 are listed the shop detail sheets 
from which the weights are taken together with the number by which the 
sheet weight must be multiplied to obtain the weight per leaf. 

These weights and their moments are summed up at the bottom to 
give the total weight of all moving parts except the counterweight. 

At this time, the change in the design of the floor system was made 
and the correction to add to the weights and moments calculated and 
listed on sheet 30. 

The totals for sheet 39 are now listed on sheet 47 and the correction 
from sheet 30 added. 
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In the original calculation for counterweight details the weight of 
the counterweight concrete was assumed at 142 lb. per eu. ft. When 
construction started, test blocks containing 8 cu. ft. of the proposed 
counterweight concrete mixture were made and weighed from time to 
time to obtain as closely as possible a figure to use in the final balance 
computations. These test blocks indicated that the weight of the 
finished counterweight would be 117 lb. per cu. ft. for the plain concrete, 
to which must be added the increase due to the addition of reinforcing 
bars. The plans call for the reinforcement to be 1-in. square bars, 12-in. 
on centers, all three ways. This gives 36 cu. in. of steel, weighing 10.26 lb., 
which will replace 36 cu. in. of concrete weighing 3.07 lb., making a net 
increase in weight of 7.19 lb. per cu. ft. The weight of the counterweight 
will then be 151.19 lb. per cu. ft. 

Volume Occupied by Structural Steel. —As the counterweight concrete 
is built on and around the structural frame of the trusses, there will be 
certain parts of the structural steel which will be surrounded by the 
concrete. 

The weight of this steel having been included in the calculations, its 
volume must be subtracted from the total volume of the counterweight. 

The usual method of caring for this is to consider a transverse' dis¬ 
tance from face to face of counterweight enough different from the actual 
to allow for this extra concrete. 

Sheet 16 shows the calculations for concrete displaced by structural 
steel. Those parts which are omy partially embedded (as, for instance, 
lower chord L6-L9 which is only covered from 7>9 to L%) are listed piece by 
piece. Such items as the counterweight cross frames which are wholly 
embedded may, be taken from the itemized weight shoots. 

The total weight of embedded steel is calculated and then divided b\ 
490 to obtain the volume of displaced concrete. 

Actual Location of Center of (Iravity of Entire Leaf. In the itemized 
lists and the summary, all moments are taken about the center of the 
trunnion. In all discussions also, it is customary to speak of the leaf as 
being in perfect balance about the center of the trunnion. This i» a 
condition of counterweighting that can be computed very readily, but 
is neither desirable nor easily obtainable in actual construction. As was 
explained in the chapter on design, the actual center of gravity of the 
entire moving load should be on a line through the center of the trunnion 
making an angle ahead of the trunnion with the vertical of one-half the 
angle of opening and far enough from the center of the trunnion on this 
line to cause a forward moment equal to the friction of the trunnion 
bearings under full load. This friction is usually assumed at 15 per cent. 
This gives the distance ahead of the vertical to which to bring the actual 
center of gravity of the entire leaf as 15 per cent of the trunnion radius. 
It is not desirable to work as close as this in small structures, however, 
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and so when the diameter of the trunnion is less than 18 or 20 in., the 
actual center of gravity of the moving leaf should be placed about 2 in. 
from the center of the trunnion. This was done in this case and the coor¬ 
dinates of the actual location from the center of the trunnion are +0.09 
ft. = a: and +0.135 = y. 

Referring to sheet 47 again, after the corrected weights and moments 
are calculated, the location of the center of gravity of all the moving leaf 
except the concrete is obtained by dividing the moments by the weights. 
This is found to be 27.45 ft. ahead of, and 2.54 ft. above, the trunnion. 
As it is desired to bring the center of total weight to a point 0.09 ahead of, 
and 0.135 ft. above, the trunnion, the coordinates of the point just 
found will be 27.45 — 0.09 = 27.30 ft., and 2.54 — 0.135 = 2.41 ft. 

The weight of 313,995 times these new lever arms gives the X and Y 
moments for the actual counterweight. 

As the distance from the center of the trunnion to the center line of the 
counterweight is 17.50 ft., the distance from the new location of the center 
of gravity will be 17.50 + 0.09 = 17.59. 

The weight of concrete required is found to be 488,396 lb. which at 
151.19 lb. per cu, ft. will occupy a volume of 3,1G7 cu. ft. The horizontal 
distance from the actual center of gravity of the moving leaf to the center 


line of the counterweight is easily maintained. 


The location of the center 


of gravity of the counterweight in any predetermined point in a vertical 
direction is a problem of arranging a system of galleries and pockets 
in a fixed end area and a fixed length between trusses. 


The distance to subtract from the transverse width of the counter¬ 


weight on account of the embedded steel is 67 divided by the end area 


of t l, e equivalent solid mass. The end height (25 33)(14) ~ ^.95 

07 

The distance to subtract is then ^ 9^^^ — 0.53 ft., leaving 24.8 ft. 


as the figure to use in calculating the space to bo filled with concrete. 
On the basis of a length of 24.8, it requires 9.15 ft. of depth to give 3.167 
cu. ft. of concrete. 


The amount of concrete to be placed as permanent counterweight is 
only 97.5 per cent of the total on account of the necessity of leaving 2 1 2 
per cent of the space to use for changes in the counterweight due to 
seasonal variation in the veeight of the overhanging leaf. This gives the 
height of the equivalent solid mass of concrete as 8.88 ft. and the volume 
as 3,088 cu. ft. as shown at the top of sheet 48. 

The center of gravity of the 100 per cent mass must be 1.549 ft. below 
the actual center of the total moving load, or 1.41 ft. below the center of 
the trunnion. 

To insure this condition, the counterweight is roughly laid out to show 
a 12-in. floor in the galleries that are to hold the balance blocks which go 
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to make up the 2}i per cent. The extreme lower edge of the counter¬ 
weight is placed 12 in. below the center line of the bottom chord in order 
to allow for approximately 2} £ in. of cover over the steel. The balance 
blocks will then rest on a floor which is 7 ft. 3 in. below the center of the 
trunnion or 7.25 — 1.41 = 5.81 ft. below the desired center of gravity 
of the 100 per cent counterweight. 

Two and one-half per cent, of the 3,1G7 cu. ft. of counterweight is 79 
cu. ft. If the gallery is 3 ft. wide, a double layer of blocks need only be 
13 ft. long in the center of the counterweight to make the required weight. 

Taking out these blocks would lighten the lower poition of the 
counterw’eight and allow the center of gravity to rise 0.11 ft., leaving the 
center of giavity of the 97.5 per cent counterweight, 1.30 ft. below 
the center line of the trunnion. Measuring from a point 12 in. below the 
center line of the bottom chord to the under .side of the fixed part stringers 
gives a depth of 12 ft. 2 in. in which to put the counterweight. As some 
clearance must be left, the depth of the counterweight will be assumed as 
11 ft. 9 in., as shown on sheet 48. 

The problem now is to so distubute 3,088 cu. ft. of concrete in a space 
24.8 ft. X 11 ft. 9 in. X 11 ft. 0 in. that theie will be pockets and gallei ies 
accessible for placing balance blocks and also that the center of gia\il> 
of the completed mass will fall G 91 ft. above the base, without balance 
blocks, and G.S3 ft. above the base aftei the 2 ] 2 pet cent of balance blocks 
are placed. 0 

Referring now r to sheet 49: The total space occupied by the countei- 
weight is (24.8)(14.0)(11.75) = 4,079.0 cu. ft. As it is necessan r to c 111 - 
centrate the load in the top of the space, the portion ubovi the cen+ei ol 
gravity will not have any openings and tan be left solid. This is (21 S) 
(14)(4.81) or sa> 1,070 cu. ft., leaving 2,109 cu. ft. in the lowm poilmn 
Considering moments about the 97 5 pei cent center of gravity gi\ os I 025 
above the center of gravity and 8,359 below (the units being cubic its I 
times lineal feet instead of weight times feet to save changing volume 
into weight and back again). 

The passage down the center (see sketch on sheet 49) was to be 3 ft 
wide. The total length will, of course, be 24.S ft., but as the two 
entrances are over the lower choids, 2 ft. 4 in. is taken off each end and the 
reduced portion figured separately. The length is ihen 21.8 less two 
sections 2 ft. 4 in. = 20.14 ft. Making the height 5 ft., and remembei mg 
that the bottom of the passage is on the line of the bottom choid, gives 
a distance to the center of gravity of this passage of 3.11, and a moment ol 
the subtracted portion of 1.039. The total volume loft is 3,777 cu. ft. and 
the moments are 7,320 below and 1,025 above the center of giavity 
Taking the two floors to the passage (one at each truss) as 4 ft. high and 
3 ft. wide gives 5(5 cu. ft. and 1G5 lower moment to take off, leaving 3,721 
cu. ft. and 7,155 moment. 
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In like manner four holes, X 4 X 1 ft. are placed in the bottom of 
the mass symmetrically about both the longitudinal and transverse center 
lines of the counterweight, taking out 56 cu. ft. and a moment of 361. 
Directly over these the openings are lengthened out to 9.5 ft and run up 
5 ft. further, making four openings 3.5 X 5 X 9.5 ft., taking away 665 
cu. ft. and a moment of 2,228, and leaving the volume of concrete 88 cu. 
ft. less than the required, but with the moment still higher than that of 
the upper mass. The problem is now to add 88 cu. ft. in such a position 
that it will increase the moment of tho upper portion. This is accom¬ 
plished by placing a slab on top of the counterweight between the 
stringers. 

The distance to the center of gravity of this added block must be 


(1 506 — 4,025) 
88 " 


5.45 ft. The distance fiom the center of moments 


to the top of the 11 ft. 9 in. mass i* 4.81 ft. which leaves 0.64 ft. as half 
the depth of the blocks, or about l ft. 3 in. as the total depth. 

A machmeiy bracket comes acioss between the stringers about 1.5 
ft. back of the forward line of the counterweight and allowing 1-ft. 
cloaiunce at the back gives 11 ft. as the length of the block. The width 


S8 

(H)(1.28) 


(133 fl 


t 


If it is desired, this 6.33 ft. can be divided and the separate blocks 


placid between othei stiingeis without distuibing the balance. 
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OREGON STATE HIGHWAY COMMISSION 

■ALIM, OR ICON j 

r- __ ... s+A.L- 


o 

Had* by. -JJ1. Ill, _ rwi. A/OV. 22. \%2Q. 

ckM b yJZJLE. — xs.u.Mu/J/4.^.. \%JUL 
lbrtfliirtd>/^^- ^ NtvJZ . . 


"ffTCWT Hirtrhwlnd dLAtlV. _n». dov.2% Ills. MM ■» 4G-A—. 

calculation far Weigh! and f. & '/bungs Bag Bascule (forth leaf) 


Structure/ Steel Embedded in Counterwe/ght. 


x Mis * no 


/ Truss 
/Truss 

6747,4/ 

6747.4C 

2 Trusses 

17404.97 

/ Counterweight Cross Frome 

7793 30 

/ * Truss A 

S8SO/6 

i * - B 

ssss.es 

Bottom laterals 23-/9. 

7004.97 


Total We/ght of Embedded Steel 327/3?/ 


Volume of Embedded Steel - 327/9 +490 = S7Cu. ft 'in EachCwt 
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ms.vy-V-.l9 M I*,. Rov. 22 . a to. 

Ornci or MIOOt Ut*«M|n a O r 

OREGON STATE HIGHWAY COMMISSION QhcM by. J- R.f —D«R WOV. 84 . It W. 


•ALEM OREGON «■ 

Total Volume ffeo’D. 


BackdiicM ±I£LW. Da .. JVttt.2?. it. S? 


_, 


Calculations far Counterweight Youngs Bay Bascule C^forth Leaf) 


Revised Calculations based on test weights of !47*per cu. ft. for Unrein forced CWt.Conc. 

Roof. I 4 j '?0 S ubstituted 2 * 8 laminated floor and?"f!spha/t foron .9 2*6 and W ood Block 

_ t-XMoment —XMoment t" YMoment - YMoment 

S/, 39 . Total Weigh/ 3026*5* 8984375 894586 II0/9 32 360*79 

Increase 1/350 S3 osso _ £2201 _ 

Revised Totals 3/3995* 95/4925 1/596/9 

- 894386 _ 1-360*79 _ 

\/JetMoments -tX 8620339 + Y 799/40 

8,620,339 r 3/3995 = 27.454 = tfonzonta/dis/ ofCG. from Trunnion 
799,/40 5 3/3995= 2.5*5= Vertical » - •> " 

C G. Moved forward ,09 'to 27.36 'and Upward . 135'to 8.4/ * 


C.G ofCW? 
17.59' _ 


7b find dut bc/ow Trunnion to /dace C.G ofCw't 2.4! :2736/2 X • 17.59 X=/549 i.549-/35a/.4/ t 

8,590,903 r 1759=*8/t,396* = W+. of Cw'f. Rcq'd 

W! of Concrete: - from test b/ocks - -r 147*per cu.ft 
/'Sgbars /2“o.c. a// threeMtys=3ftpercuft=+ 10 26* 

Steel replaces 36 Cu m of‘Concrete e> 147* - - 3. 07* 

Net wf. of finished Rem forced O*/ = /54. /S * per cu. ft 

Volume of Rem forced Cwt - 488, 396 r- /S*. !9 = 3/67 Cu. ft or i/7.3 Cu. Yds. 
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DESIGN OF OPERATING MACHINERY 

By C. B. McCullough 

Doubtless the most logical method of presentation is by means of an 
illustrative problem for which reason the complete machinery design 
for the double leaf, trunnion, bascule highway bridge shown in Fig. 99 
will be considered at this time. 

It is not possible in the limited space available to treat the subject of 
machine design with any degree of thoroughness. The subject matter 
hereinafter presented will therefore be restricted to apply to the matter 
of calculations for design and proportioning of parts; treating the 
matter of machine details only incidentally, and with the utmost brevity. 

The two features which stand out as peculiar to the problem of 
design and selection of bascule machinery are: (I) The highly inter¬ 
mittent character of the duty, and ( 2 ) the uncertainty as to the loadings. 
It will be observed that a very large percentage of the loading imposed 
upon the machinery and power equipment is due to wind action, and 
that the actual maximum load of this character which may reasonably 
be expected is largely a matter of conjecture. For the foregoing reason 
bascule machine design is approached with an attitude slightly different 
from that for other mechanical equipment. Set and standard formulas 
may be subject to certain modification and stress calculation judgment 
tempered, to a certain extent, by experience and sense of proportion. 

In the problem which follows it has been thought best to interpolate 
such discussion as would serve to illustrate the foregoing thought and to 
confine the subject matter to the particular problem in hand avoiding any 
derivation of formulas or general discussion of the question of machine 
design. The work is intended to outline the general method of procedure, 
to illustrate the character of the problem involved, and to stimulate 
further investigation. A complete treatment of any of the individual 
problems involved may be found in any of the standard text or handbooks 
on machine design. 

35. General Data for Problem in Hand. 


Distance center to center trunnions. 175 ft. 8 in. 

Distance center to center trusses. 23 ft. 

Rack radius. 9 ft. 

Angle of opening. 70 deg. 

Dead load (moving) (one truss only) 

River arm. 104,748 lb. 

Rear arm (concrete). 228,044 

Rear arm (steel). 24,858 

Total weight. 357,650 1b. 
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Distance center to center river arm to trunnion.41.40 ft. 


Distance center o£ gravity rear arm (steel) to trunnion. 12.56 ft. 

Distance center of gravity rear arm (concrete) to trunnion. 17.50 ft. 

Area of floor (one truss) 83 X 12 ft. 6 in. = 1,037 sq. ft. 

Distance center of gravity of floor area from trunnion.46.0 ft. 

(approx.) 

The above data, in practice, are computed from the structural cal¬ 
culations, by the structural designing squad and turned over to the 
machine designer in this form. 

The data arc not exact, but 
closely approximate. Such items 
as the weight of the center lock 
machinery and the position of its 
gravity center must be assumed 
outright as calculations for the 
design of this portion of the work Fl °- " ~ General dimensions and weights. 

are yet to be made. The final results will doubtless slightly modify 
the total weight of the river arm and the position of its gravity center. 
The difference, however, is rarely enough to necessitate a revision of 
the machinery and power calculations. * 

36. Wind Pressure Assumptions.—The following relationship, given 
by (he formula P = 0.0032F 2 , may prove of value in formulating an 
assumption as to probable wind loadings: 

Wind Vei,o«'ity (Miles i*eh Hr.) Wind Pressure (T.h per Sq Ft.) 


V 

p 

40 

5 

55 

10 

69 

15 

79 

20 


If seems quite improbable that the machinery need ever be called upon 
to operate against a wind in excess of 50 miles per hour velocity. How¬ 
ever, it has been common practice to design machinery of this character 
against wind pressures between 10 and 15 lb. acting normal to the river 
arm. Viewed in another light a 15-lb. wind assumption, while erring 
slightly on the side of conservatism, furnishes a concisely stated require¬ 
ment which will result in massive and well-designed machinery, stable 
against the countless impact and racking strains which militate against 
the life of mechanical equipment of this type and which are so hard to deter¬ 
mine exactly. The machinery in this case will be calculated for the extreme 
15-lb. wind pressure viewed in the light of a blanket specification as above 
set forth. Slight modifications in the design of various parts because of 
the severity of this clause will be discussed as the design is developed. 

37. Friction on Trunnions.—The laws governing friction on well 
lubricated surfaces are considerably different from those for surfaces 


stinqk of opening 70 • 
Rtaek rac/tu* O n* .* * * 
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which are dry, or which are unsufficiently lubricated. If the surfaces 
are flooded with lubricant, the actual frictional resistance seems to be 
nearly independent of the pressure per square inch. At low pressures, 
the friction is a direct function of the speed, but for high pressures the 
friction is very great even for low velocities, approaching a minirrlum at a 
linear velocity of about 2 ft. per sec. and thereafter increasing approxi¬ 
mately as the square root of the speed. For first class lubrication, the 
temperature has a marked bearing on the frictional resistance due to 
the fact that temperature changes cause a change in the viscosity of the 
lubricant and also because the diameter of the bearing changes more 
rapidly with a change in temperature than that of the shaft. 

The coefficient of friction to be assumed in work of this character is 
dependent upon so many variable factors that it is impossible to formu¬ 
late assumptions which are dependable except in a very general way. 
It is general practice in bascule bridge design to assume the following 
coefficients for trunnion and roller friction: (1) Forged steel trunnions in 
phosphor bronze bushings, 15 per cent; (2) rolling lift bascule spans, 
8 per cent. Experiments seem to indicate that the coefficient of friction 
at starting will be several times as great as that for the friction of motion. 
The method of lubrication, and the quality of the lubricant has also a 
considerable bearing on the frictional resistance developed. All con¬ 
sidered, the above values may be said to represent conservative practice, 
and to err, if at all, on the side of safety. 

38. Maximum Starting Force at the Rack Circle.—The tangential 
force at the rack circle applied through the operating pinion must be 
sufficient to overcome the following resistances: (1) Inertia of the 
moving mass, (2) wind resistance; and (3) frictional resistances. 

38a. Inertia of the Moving Mass.—The force required to 
produce an acceleration a is given by the formula 

F = Ma 


where M = the equivalent mass at the rack circle, and a — the accelera¬ 
tion in feet per second. If a given weight W has its gravity center a 
distance c from the center of rotation, the equivalent mass (not weight) 
reduced to a rack of radius r may be had from the formula 


Wc 2 _ 

32.2r 2 


or 


Mr' 2 - 


Wc 2 

32.2 


Applying these formulas with the data given: 

Mr 2 (For the river arm) = (104,748) (41.40) 2 32.2 = 5,570,700 

Mr 2 (For the rear arm)(steel) = (24,858)(12.56) 2 -f- 32.2 = 122,000 
» Mr 2 (For rear arm) (concrete) = (228,044)(17.50) 2 -r- 32.2 — 2,100,000 


Mr 2 (Total) 7,872,700 

M (Round numbers) 97,100 

ft.-lb. 
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For 70-deg. angular rotation the length of travel on the rack is 
(2ir)(9)(70 deg.) ,, x 

' 360 deg. = 11 ft ’ (approIt ° 


The usual time allowed for the complete opening of a span of this 
size isHtbout 1 min. (the allowed opening time of course depends upon 
the importance of a speedy handling of traffic, certainly not more than 
lK min., and preferably not more than 1 min. should be allowed for 
completely raising the span). Fixing the total time of opening at 1 min., 
the first 15 sec. may be assumed as constituting the period of acceleration, 
the last 15 sec. the period of retardation, leaving the intermediate period 
of 30 sec. for uniform motion. The uniform speed therefore becomes 


11 

( L %i + 30 +~i'ff) 
The acceleration is, therefore, 


1 ^5 — 0.244 ft. per sec. 


0.244 

15 


= 0.01626 ft. per sec. 2 


and 


F = Ma = (97,100) (0.0162G) = 1,580 lb. (for one rack) 


386. Wind Resistance.—The area of floor (for one truss) 
exposed to wind action is 1,037 sq. ft. (see general data) and its gravity 
center lies 46 ft. from the center of the main trunnion. The tangential 
force at the rack circle due to a 15-lb. wind is, therefore 

(1,037)05X46) = 5()0 , b 

38c. Frictional Resistance. 


Load on trunnion (dead load). 357,G50 lb. 

Wind load pinion reaction (see Fig. 100). 79,500 


Total 


437,150 lb. 


This frictional force is applied at 
the periphery of the trunnion (see Fig. 
100), and before we can proceed fur¬ 
ther the dimensions of this trunnion 
must be roughly determined. The 
unit bearing values usually assumed 
for slow moving heavy duty journals 
of this character (steel on phosphor 
bronze) vary from 1,500 to 1,750 lb. 
per sq. in. Assuming a 12-in. length 
for each journal and an 11-in. trun¬ 
nion, the unit pressure becomes 

437,150 

(2)(12)(11) 



1,650 lb. 
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(The above is approximate only since the dead load and the pinion reac¬ 
tion do not act in the same direction, see Art; 61.) This value is under 
the maximum specification. We may therefore use a trunnion of 11-in. 
diameter as a basis for calculation. 

The frictional force, reduced to the periphery of the rack circle, 
is, therefore: 


(437,150) (5H) 
108 


(0.15) = 3,300 lb. 


38 d. Total Tangential Force at Rack Circle.—Summing up, 
the total tangential force at the rack circle is: 

Inertial. 1,580 lb. 

Wind. 79,500 

Frictional. 3,300 


Total. 84,380 lb. (say 84,000) 

It will be observed that the wind loading constitutes nearly 95 per 
cent of the total. The entire design of the operating machinery is, there¬ 
fore, dependent upon the assumptions made as to wind pressures. In 
view of the fact that the 15-lb. wind assumption is undoubtedly rather 
severe it may be well to tabulate values for the tangential force for 
other wind pressure assumptions, as follows: 


Frictional and inertial resistance alone.... 4,875 lb. 

5-lb. wind 

Frictional and inertial resistances. 4,875 lb. 

Wind resistance. 26,500 lb. 


Total. 31,375 lb. (say 31,000) 

10 -lb. wind 

Frictional and inertial resistances. 4,875 lb. 

Wind resistance. 53,000 


Total. 57,845 lb. (say 57,500) 

39. Design of Rack and Main Drive Pinion.—The rack in this case 
is bolted between wide gusset plates on the truss and its width is deter¬ 
mined by the design of the truss members. Racks of this character 
are made of cast steel usually cast in sections, the adjoining surfaces 
bfing carefully machined. The rack sections are bolted to the structural 
steel, by means of turned bolts. Figure 101 is a sketch showing the 
details of the rack designed to fit this particular truss. Figure 102 is a 
construction view of the same rack. 
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Before taking up the design of this portion of the work it may be well 
to take up very briefly the matter of gear design in general. The terms 
used in designating the various parts of a set of spur gearing are given in 
Fig. 103. 

If two wheels are geared to mesh: (1) The circular pitches are equal; 
(2) the pitch circles are mutually tangent; (3) the two pitch diameters 



are proportional to the number of teeth; (4) the linear velocities of the 
two wheels at the pitch circle are equal; and (5) the angular velocities arc 
inversely proportional to the pitch diameters. 

There arc in general two standard types of gear teeth in common use, 
the cycloidal and the involute, the latter type being the most commonly 
used and the type selected throughout this design. The involute tooth 
is designated by the angle <f> which the common tangent at the contact 
point makes with a line joining the centers of the two wheels. The stan- 
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dard involute tooth is 15 deg., or sometimes 14^ deg. (Brown and Sharpe 
standard), but 20-deg. involute teeth are often used for heavy duty gearing 
on account of the increased root thickness R. 



Many formulas have been devised for determining the strength of gear 
teeth, the most generally accepted being that of Wilfred Lewis as follows: 

F 
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liec. 1-39] 
where 


the unit fiber stress in the material, 
the total tooth pressure, 
the circular pitch, 
the width of the tooth face. 

a constant depending on the number and shape of the gear 
teeth. 



Fio. 10-i. Principal dimensions and terms used for designating gear teeth. 

Values of the constant y for the commonly used gear sizes are given in 
the following table: 



Values of y 


Values of y 


Number 
of teeth 


20 (leg. invo¬ 
lute 


15 deg. invo 
lute and 
cycloidal 


Number 
of teeth 


20 deg. invo¬ 
lute 


15 deg. invo¬ 
lute and 
cycloidal 


12 

0.078 

0.067 

27 

0.111 

0.100 

12 

0.083 

0.070 

30 

0.114 

0.102 

14 

0.088 

0.072 

34 

0.118 

0.104 

15 

0.092 

0.075 

3S 

0.122 

0.107 

10 

0.094 

0.077 

43 

0.126 

0.110 

17 

0.096 

0.080 

50 

0.130 

0 112 

IS 

0.098 

0.083 

60 

0.134 

0 114 

10 

0.100 

0.087 

75 

0 138 

0.116 

20 

0.102 

0.090 

100 

0.142 

0.118 

21 

0.104 

0.092 

150 

0.146 

0.120 

23 

0.106 

0.094 

300 

0.150 

0.122 

25 

0.108 

0.097 

Rack 

0.154 

0.124 


132 MOV A BLF AND LONG-SPAN STEEL BRIDGES {Sic. 1-39 

The unit allowable working stresses employed in the design of gearing 
by the Lewis formula have been the subject of much discussion. In 
general the value selected for the different tooth speeds will vary between 
the limits shown below depending upon the material and workmanship. 
Forged steel gears and pinions may well be stressed to a higher value 
than cut cast gears. Rough molded gears should be stressed to a much 
less value than gears with machined teeth, etc. For working stresses 
induced by the maximum 15-lb. wind loading, it is quite general practice, 
in work of this character, to even increase the maximum stress values 
given below by a small percentage: 



Unit working stress (lb. per sq. in.) 

Tooth speed (ft. per min.) 

(For use in the Lewis formula) 


Steel gears 

Cast iron gears 

100 

15,000 to 20,000 

6,000 to 8,000 

200 

12,000 to 15,000 

4,500 to 6.000 

300 

9,000 to 12,000 

4,000 to 4,800 

600 

7,500 to 10,000 

3,000 to 4,000 

900 

6,000 to 8,000 

2,500 to 3,000 

1,200 

4,500 to 6,000 

2,000 to 2,400 

1,800 ; 

3,750 to 5,000 

1,500 to 2,000 


With these data we may proceed with the design of the rack and main 
drive pinion Gl (see Figs. 101 and 104). Since the pinion is to be designed 
for heavy duty let us adopt a 20-dcg. involute tooth. Assuming a circu¬ 
lar pitch of 3M in., a tooth face of 11 in. (which is as wide as is possible 
with the rack used) and a pinion of 16 teeth, we find 


84,000 

~ (3M)(li)(0r094) 


23,200 lb. per sq. in. 


For holding (not operating) against a 15-lb. wind the inertial resistance 
would be eliminated. Moreover the frictional resistance would be 
deducted rather than added to the wind resistance and the tooth pressure 
would become 


(79,500 - 3,300) 
(3M) (11) (0.094) 


= 21,200 lb. 


For operating against a 10-lb. wind 


s 


57,500 

(3M)(llj(0.094) 


15,900 lb. 


( "With the maximum wind condition the pinion is only 16 per cent over¬ 
dressed (assuming a 20,000-lb. working stress for forged steel) which is 
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within the limits of overstress generally allowed for the 15-lb. wind 
condition. 

The number of teeth in a full rack circle of radius 9 ft. would be nearly 
200 (see Fig. 101). The tooth stress in the rack therefore becomes 


84,000 

(3^) (11) (0.147) 


14,700 lb. 


which value is safe even for molded teeth. In this case the rack teeth 
are required to be hand finished which doubtless permits of a larger unit 
stress being used. 

It is quite customary in work of this kind to use molded teeth for 
heavy duty racks without machining the teeth, in which case the use of a 
lower unit stress is doubtless the part of widsom. 

40. Machinery Layout.—Having the main drive pinion designed it 
becomes necessary before further designing can be done to sketch in at 
least a tentative layout of gears and shafting. The nature of this 
layout will of course depend upon the structural dimensions of the bridge, 
the clearances, etc. While making these layouts, it becomes necessary 
to make “rough in” or preliminary calculations for clearances, etc. 
These preliminary calculations do not differ in principle from the final 
calculations and are not given here. Figure 104 shows the general 
layout made after those rough in calculations were finished. . 

The motors are direct connected to shaft 54 and drive through 54 
fjom pinion G Y 9 to (78. Gears G8 and G 7 arc fastened together and idle 
or rotate on shaft 52. Pinion G7, however, meshes with gear (76 which 
gear, together with pinion G 5, is keyed to shaft 53. The motion is thus 
transmitted to (75 and from (75 to (74 which is keyed to shaft 52. Shaft52 
transmits the power to pinion G'3 and thence through G2 to shaft 51, 
t hei *e to pinion G 1 which meshes with the rack. When the bridge is to 
opci ate by hand, gears (77 and G8 are moved along the shaft 52 so that(78 
becomes out of mesh with (79 and the bevel gears GT0 and (711 are meshed. 
This operation is performed by removing a set collar and sliding the gears 
back or foith as may be desired, replacing the set collar to clamp them in 
the desired position. 

Tin* problem of determining the best arrangement for the machinery 
is, in each case, an individual one; the following general principles 
however, should guide the designer in every case: 

(1) As between several different arrangements the most efficient 
and economical layout is generally 

(a) The one that is most compact and simple. 

(b) The one that permits easiest access to all portions of the 
machinery. 

(c) The one that contains the smallest number of moving parts. 

(2) Avoid the use of bevel, miter or angle gearing wherever possible 
as the efficiency is lower (85 per cent against 90 to 95 per cent). These 
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gears are moreover hard to maintain in exact alignment and are apt to 
rattle. 

(3) Avoid the use of worm gearing for transmission of power on 
account of the excessive friction loss. (The efficiency of a worm drive is 
between 50 and 65 per cent, as against 90 to 95 per cent for spur gearing.) 

(4) Wherever possible, place machinery on heavy unit castings, as 
shown in Fig. 115, rigully anchored to the masonry, avoiding the use of 
structural members as a support for the machinery bases. 

(5) Arrange machinery details so that exact alignment during con¬ 
struction is easily possible (eliminating complex instrument work). 

(6) Avoid long shafting if possible, and, where unavoidable, trans¬ 
mit power through it at comparatively high speed. In other words, if 
long shafting must be used, make the high speed shafts rather than the 
low speed shafts the long ones. There is a very great amount of vibration 
in machinery of this kind. Long drive shafting has been observed 
having a movement under load so great that intermediate gears are 
nearly thrown out of mesh. Shafts such as S2 in Fig. 104 should be 
steadied by intermediate boxings at every point possible, particularly if 
such shafts are to carry gears at intermediate points. 

(7) Avoid short vertical shafts and the consequent necessity ^for 
foot step bearings as these require hardened steel and are much harder 
to maintain than horizontal bearings. 

(8) Arrange machinery in general so that all parts, especially those 
subjected to wear, may be readily removed for repairs or replacement 
without disturbing the remainder of the machinery. 

41. Design of Gearing.—Before definitely deciding upon the gearing 
dimensions it is necessary to ascertain something of the power required 
to operate the span and at what speed the power plant is to operate, for 
without these data we are unable to determine what gear reductions 
are necessary. 

The maximum tangential force applied at the rack circle by the main 
drive pinion is 84,000 lb. (15-lb. wind load). The pitch radius of the 
main drive pinion is (3)/2)(l6) -5- 2r = 8.912 in. The maximum torque 
on the drive pinion is, therefore, 


(84,000) (8.912) = 750,000 in.-lb. or 02,500 ft.-lb. 

For other wind intensities the torque is as follows: 

10-lb. wind (57,500)(8.912) = 510,000 in.-lb. = 42,500 ft.-lb. 

5-lb. wind (31,000)(8.912) = 276,000 in.-lb. = 23,000 ft.-lb. 

0 wind (4,875) (8.912) = 43,000 in.-lb. = 3,000 ft.-lb. 


The maximum linear velocity of the rack (arid therefore that of the 
pinion) has been calculated to be 0.244 ft. per sec. or 14.64 ft. per min. 

The circumference of the drive pinion is ^^2 ^ ~ 4.66 ft. at the pitch 
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circle. 

min. 

h.p. 


14.64 


The rpm of the pinion is therefore ^ ^ = 3.15 rev. per 

The power required to operate each pinion is given by the formula 

_ 27r(torquc)(RPM) _ 2>r(62,500) (3,18) _ .... , 

- 33,000 - 33^000 ~ 37 A h - p ' ‘ ’ 


The above represents the power needed at the drive pinion and must be 
increased by a margin sufficient to cover the friction loss between this 
drive pinion and the motor shaft. 

For spur gearing the efficiencies at different speeds may be assumed 
as follows: 


Speed of gear 
(ft. per min.) 


3 

10 

40 

100 

200 


Efficiency (per cent) 


Gear and journal 


Gear only 
Machine cut teeth j Molded teeth 


90 

85 

93 

88 

96 

90 

97 


98 



Machine cut teeth ' Molded teeth 


88 

83 

90 i 

85 

93 

88 

94 


95 



There will be about four sets of spur gearing and journals between the 
main drive pinion and the motor shaft. Assuming an average efficiency 
of 95 per cent for each set, the over all efficiency becomes (0.95) 4 = 
0.81 -f- and the amount of power needed to overcome this friction loss will 
be 100 per cent 0.81 = 124 per cent, or roughly 25 per cent excess 
power. The excess torque needed is also about 25 per cent. We may 
now tabulate our requirements for torque and power for the various 
wind loadings: 


'torque required 

H.p. required (ft.-lb.) (Reduced l<> 
Wind load (lb.) pinion «»P C ‘*«0 



One truss 

One leaf 

One Viss 

One leaf 

0 

2.7 

5.4 

4,500 

9,000 

5 

17.2 

34.4 

28,700 

57,400 

10 

31.8 

63.6 

53,000 

106,000 

15 ! 

46.7 

93.4 

78,000 

156,000 

For holding (not operating) against j 

a i5-lb. wind the values become | 

76,500 ! 

QQ 0 of the last values above....! 

1 

i 

i 

42.5 

85.0 

1 

! 

71,000 

144,000 
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Electric power should be selected wherever the same is available as 
the operation is much more satisfactory than with any other type of 
power. Electric power will be used in this case and without going into 
the question of power plant selection suffice it to say that two motors 
for each leaf seem to be the logical power equipment. 

For successful operation these motors should meet the following 
requirements: 

(a) The two motors combined should operate the leaf in the required 
opening time against a 10-lb. wind. 

(&) The maximum torque of the combined motors should be at least 
50 per cent in excess of the torque required to hold (not operate) against 
a 15-lb. wind. 

(c) Either motor alone should develop a maximum torque 10 per cent 
in excess of the torque required to operate the leaf against a 10-lb. wind. 

From the manufacturers of electrical equipment, data concerning the 
speed and torque values for the various standard motors may always be 
secured, and from such data a tentative selection may be made. 

The following table is typical of data of this character, the motors 
being 410-volt A.C. slip ring, induction motors which will be the type 
selected for this problem. 

Taiile of Speeds and Torques 1 

(440-volt A.C. Induction Motors) 


Speed rev. per min. „ 


Torque (ft.-lb.) 


H.p. 

1 

Synchronous 

Full loud 

Full load 

Maximum 

15 

1,200 

1,125 

70 

165 

15 

900 

830 

95 

250 

IS 

720 

680 

139 

390 

22 

l 1,200 

1,135 

102 

240 

22 

1 900 

850 

136 

400 

22 

720 

680 

170 

500 

30 

1,200 

1,145 I 

137 

400 

30 

! 900 

580 

188 

525 

35 

1,200 

U40 

161 

410 

37 

! 1,200 

1,155 

168 

600 

37 

; (>oo 

570 

340 

870 

52 

i 900 

860 

318 

1,000 

52 

i 600 

570 

480 

1,150 


We will tentatively select two 35-h.p. motors as per the above table and 
determine if these meet all requirements. 

The speed of the motor at full load is 1,140 rev. per min., the gear 
reduction between the main pinion and said motor shaft must therefore 
bo 1.140 -h 3.15 = 302. 
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The following motor torques are developed: 

Operating against 10-lb. 

wind. one truss.... 53,000 -f- 362 = 147 ft.-lb. 

one leaf. 106,000 -£■ 362 = 294 ft.-lb. 

Holding against 15-lb. wind, .one truss. ... 71,000 -f- 362 = 196 ft.-lb. 

one leaf. 142,000 -4- 362 = 392 ft.-lb. 

To satisfy the requirements listed above, each motor must deliver 
the following: 


i i ! 

; Full load torque ' Maximum torque j Power 


(a) 147 ft.-lb. 

( b ) . 

(e) I . 


196 + 50 per cent = 294 ft.-lb. 
294 + 10 per cent = 324 ft.-lb. 


31.8 h.p. 


From the above the motors originally selected seem to be entirely satis¬ 
factory, developing sufficient power to operate the leaf against a 10-lb. 
wind in the required opening time. In case of a break down of one motor 
the other will still operate the span although at a much slower speed. 
It is also noted that one motor alone will develop just about enough 
overload torque to hold the span against a 15-lb. wind in case of a break 
down disqualifying the other motor. 

Adopting the above motor equipment wo are now ready to proceed 
with the design of the gear train. After several trials the layout given in 
the table on p. 141 (see also Fig. 104) is adopted. This system of gears 
gives the following reductions: 


Speed of pinion (71 and gear (72. 3.15 rev. per min. 

Speed of (73 and (74 = (3.15)( 9 ^s).- .. 18.90 rev. per min. 

Speed of (75 and (76 = (18.90)( 6 Ks)-- • 67.00 rev. per min. 


Gear G7 idles on shaft S2 but is rigidly fastened to gear (78, therefore, 
Speed of (77 and (78 = (67.0) (^s).... 238.00 rev. per min. 

Speed of (79 and of motor = (238) ( 9 %i) 1090.00 rev. per min. 

This is as near the exact reduction as is practicable and simply means 
that at 1,140 rev. per min. the bridge will be opened in slightly less than the 
assumed opening time of 1 min. 

The exact gear reduction between the main pinion and the motor 
shaft is ( 9 JKs) ( 6 Ks) ( 6 Ms) ( 9 %i) = 346 and the exact torques required 
at the motor shaft are: 

For 10-lb. wind.one truss. 153 ft.-lb. 

< one leaf. 306 ft.-lb. 

Holding against 15-lb. wind-one truss. 205 ft.-lb. 

one leaf.410 ft.-lb. 
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These are only slightly in excess of the torques computed on the 
basis of a gear reduction of 362 and are still within the limits of motor 
performance as given under the headings a, b and c above. 

We may now proceed with the design of the gears. Gear G2 being 
considerably larger than the main drive pinion and transmitting the 
same torque will be required to transmit a smaller tangential force. 
We are therefore safe in assuming a much less tooth thickness. Let 
us assume a circular pitch of 2\& in. (using 20-dcg. involute teeth a£ 
before) and a face width of 4)^ in. 


p (circular pitch). 

/ (face width). 

y (from table). 

Pitch diameter (for 90-tooth gear) 

F (tangential pressure). 

The tooth speed at the pitch circle is 


. 2% in. 

. in. 

. 1.41 

= (90) (2%) tt = 00.87 in. 

( 17 82\ 

60 -g t ) - 24,600 lb. 
(3.15) (tt) = ft* P er m * n - 


We may, therefore, assume the efficiency of the pair of gears (including 
the journal friction) as 93 per cent, whence 


F (including friction loss) 


24,600 

0.93 


26,500 lb. 


26,500 

(4«)(2>$)(0.141) 


19,600 lb. per sq. in. 


% 


which is safe for a tooth speed less than 1(10 ft. per min. (see table, Art. 39 ). 
For pinion G3, assuming a face width of 6^ in., 




26,500 

(OH) (2*6) (0.092) 


21,000 lb. per sq. in. 


For a 10-lb. wind the tooth stress is 



of the above 


or 14,500 lb. per 


sq. in. 


The gears in general are made of cast steel while the pinions are made 
of forged steel, the teeth to be cut from the solid. It is therefore entirely 
permissible to stress a pinion slightly higher than its meshing (cast steel) 
gear. The above dimensions are therefore entirely satisfactory. 

I n like manner the design for the entire gear train is worked out. The 
results are tabulated below. 

It will be noted that the rest of the gears are designated by diametral, 
rather than circular pitch. The pitch diameter is given at once by the 
expression 


pitch diameter = 


number of teeth 
diametral pitch 


and the circular pitch cp is found from the formula 

circular pitch = t -f- (diametral pitch) 
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In general circular pitch is used for cast gearing and for large milled 
teeth while diametral pitch is used for smaller cut gears and pinions. 
Unless otherwise noted, all gears are to be of cast steel and all pinions of 
forged steel. 

Most gears for work of this character are of cast steel with forged steel 
pinions. For minor parts the use of cast iron is sometimes permitted. 

Lately the tendency is toward the use of heat treated and hardened 
gears and pinions; nickel, chrome nickel, chrome vanadium and high 
carbon steels being used. The advantages accruing from the use of heat 
treated metal are: Greatly increased strength, low rate of wear and con¬ 
sequent long life, infrequency of renewals and the possibility of using 
higher working stresses, thus producing a more compact design. 

Hardened gears arc sometimes 
ground anil polished (using garnet or 
some other abrasive), thus producing 
an exceptionally quiet and smooth 
running train of gears. 

42. Design of Shafting.—Figure 
105 illustrates the general arrange¬ 
ment of pinion shaft and bearings. 
The pinion shaft extends beyond the 
outer bearing and carries G2 as a can¬ 
tilever, but this loading does not in 
this particular case materially effect the shaft stresses. 

The working stresses given below may be used to govern the design 
of shafting for work of this character. It is observed that these values are 
rather higher than employed for ordinary mill and shop work. This is 
due to the highly intermittent character of the duty with consequent 
reduction in the amount of wear and to the very rigid assumptions as to 
wind loading. 

Allowublo stress in bending ! Allowable shearing stress 
(lb. per sq. in.) (lb. per sq in ) 

Speed of shafting, revolutions _ _ _ 

per minute. 

10-lb. wind , 15-lb. wind 10-lb. wind 15-lb wind 
loads | loads loads loads 


Less than 20. 14,000 16,000 in O00 12,000 

20 to 50. 1 12,000 14,000 , : 

50 to 100. 10,000 12,000 ! 

Over 100. 8,000 10,000 8,000 10, (KM) 


%\ 



The maximum bending moment M h at the center of the main pinion is 
readily seen to be 

(Hi) (22) = (84,000)(^|) (22) = 955,000 in.-lb. 
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The stress due to bending above is found from the formula 

_ M b c _ 32 M b 

3 ~ I ~ ird 3 


irdf^ 

I = the moment of inertia = ... for circular shafts and c 

04 

Assuming a 10-in. shaft (allowing % in. for keyway) 

(32X955,000) = 

' (ir) (9.25) 3 1 " ,,30 ° 1 


d 
_• 

2 


The maximum torque or twisting moment, M h has already been calcu¬ 
lated being (84,000) (8.912) = 750,000 in.-lb. The shearing stress due 
to this twisting moment alone is found from the formula 

, _M C 

Ja — j 

1 P 

ird 4 

where I P represents the polar moment of inertia = ^ for circular shafts. 


Whence 


, _ 16il/ t _ (16)(750,000) _ . 
fs ird 3 t(9.25) s ' 4, ‘ 


Where torsional and flexural forces exist simultaneously, as in this 
case, it can be easily shown tlyxt both the shearing and tensile (or com¬ 
pressive) stresses are increased, the maximum stresses occurring parallel 
and perpendicular to certain inclined shear planes. The maximum 
values are given by the formulas: 

= mu+V r+'i IF) 

= xVr+w 

Applying the formulas 

fmnx. = Vi [12,300 + VT^'aOOj^+la^oT 2 J = 13,950 lb. per sfj. in. 
/-max- “H V( 12^300)*”+ 4&830)* = 7,800 lb. per. sq. in. 


For torque only (which is the condition at the journal boxes) shearing 
stresses alone arc developed, the value of which may be found as follows: 
Assuming a 7-in. shaft (neglecting key way deductions) 


_ 16 M _ (16)(750,000) 
“ ird 3 (it) (343) 


11,100 for a 15-lb. wind 


and 


= 7,550 for a 10-lb. wind 
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The above stresses are lower than need be and it is quite possible to 
cut this shaft to a diameter of 9 in. at the center A , tapering to 6)^ in. 
at the bearing B without undue overstress. 

43. Keys for Shaft SI. —The torque at the main pinion is 750,000 
in.-lb. (sec above). Reduced to periphery of the 9-in. shaft, the tangen¬ 
tial force becomes 


T .^’000 = 167 000 lb 

4 H 


Using two keys each as long as the pinion (11 in.) and assuming a 
working stress of 5,000 lb. per sq. in. in shear and 12,000 lb. per sq. in. 
in bearing, the dimensions of the keys are found as follows: 


w u\ f u \ 167,000 . 

Width (shear)- (2)(n)(5)000) = 1.52 m. 

, , . 167,000 _ n# .„. 

I epth (.beating) ( 2 ) (11) (12,000) in * 


Two keys 2 X A in. arc ample for this purpose. 

44. Hand Operating Mechanism.—A bridge of this size, and powered 
as effectively and as certainly as this one, need rarely to be operated by 
hand power. Notwithstanding this fact some method of hand operatiqn 
should be provided as emergency equipment. , 

It is impracticable to attempt to provide for hand operation against 
a wind pressure in excess of 5 lb. per sq. ft. or to attempt a gear reduction 
to reduce to torque beyond that which indy reasonably be expected from 
four men. 

The customary specification for hand power provides that each man 
be assumed to exert a sustained tangential force of 40 lb. and to travel 
at a late of 160 ft. per min. 

The maximum torque under a 5-lb. wind has been calculated to be 
23,000 ft.-lb. At gear (78 this torque becomes 


..... ./ rev. per mimof pinion \ _ (23.000)(3.15) 

(5,U) Wev. per min" of gear G8 )~ 238 . 


305 ft.-lb. for 


one truss, or 610 ft.-lb. for one leaf. 

The above value does not include the power absorbed by the gear 
and journal friction between the main pinion and the capstan lever. 
Assuming an efficiency of 90 per cent (since the gears are moving slowly) 
for each pair of spur gears and an efficiency of 85 per cent of each pair of 
bevel or miter gears, the over all efficiency becomes 

(0.90) 3 (0.85) 3 = 0.45 
The applied torque is therefore 


0.45 = 1,300 ft.-lb. 
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Four men each at the end of a 4-ft. lever exert a combined torque of 

(4) (4) (40) = 640 ft.-lb. 


The gear reduction between <78 and the capstan shaft must, therefore, 
be 


M60 

640 


2.2 (approx.) 


By making gear <710 with 48 teeth and gear Gil with 19 teeth, a 
reduction of 4 ^{g or 2.5 is effected, which seems to meet the require¬ 
ments. No further gear reduction is needed and the other bevel gears 
are made miter gears (speed ratio = 1.0) and serve only to transmit the 
power to a location convenient for the capstan shaft. 

During the opening of the bridge the main drive pinion travels 
approximately 11 ft. (linear distance), or 

(11)(%)(3A*) = 2.36 rev. 

The gear reduction between this pinion and the hand turning shaft is 

= 190 (approx.) 


and the turning shaft will,therefore, need to make (2.36)(190), or 448 rev. 
Each man at the end of the 4-ft. lever will travel (448)(2ir)(4), or 11,300 
ft. The time of opening by hand is, therefore, 

11,300 „ . , , 

~ '0 mm. (approx.) 

160 m 

45. Center Lock Mechanism. —The center lock is designed to lock 
the two leaves together in their closed position and is proportioned to 
I transmit a certain predeter- 

§. mined shearing stress from 

one leaf to the other. In 
this case the center lock is 
proportioned to transmit a 
shearing stress of 20,000 lb. 
and consists of a cast steel bar 
sliding in and out of a cast 
steel socket riveted to the 
sides of the i russ. 

The locking bar must act 
as a cantilever between the 
point of application of the socket pressure and its point of support. 
This latter point is rather hard to locate exactly. Assuming a length of 
cantilever of 10 in., the bar must be designed to resist 20,000 lb. in shear 
and (20,000)(10) = 200,000 in.-lb. in bonding. 

The general arrangement of center loek pin and socket is shown in 
Fig. 106. The socket passings are designed more from a sense of pro- 
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portion than from any set formulas and the riveting is designed to develop 
the full strength of the locking bar. 

46. Motor Power Required for Center Lock. —The total shearing 
stress (two trusses) transmitted by the center lock has been assumed as 
’ 40,000 lb. Using an assumed coefficient of friction of 30 per cent (which 
is a safe assumption) the pull on the center lock will be 30 per cent of 
40,000 lb. = 12,000 lb. The duration of the operation of locking or 



unlocking the bridge should probably not exceed 12 sec. and since the 
total travel of the locking pins (see Fig. 10G) will be about 7 in., the power 
developed is 


(12,000) (7) 
12 


7,000 in.-lb. per sec. 


or 


(7,000) (60) 
12 


= 35,000 ft .-lb. per min. 


or 


35,000 

33,000 


1.01 li.p. 


Assuming an overall efficiency of the transmitting mechanism of 60 
per cent, the theoretical power required is 

J'jjQ = 1.7 h.p. (approx.) 


10 
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The most efficient method of operating the center locking device is 
by means of a small electric motor placed at the end of the leaf, as shown 
in Fig. 107. The motor selected in this case will be a 3-h.p. A.C. motor 
running at a full load speed of 1,125 rev. per min. which will afford about 
75 per cent excess power. It is of course not necessary to adopt a 



(Courtesy uf Foote liras. Gear A Machine Co., Chicago, III ) 

Fia. 10S.—Foote spur gear speed transformer and direct connected electric motor. 


power unit as large as this but the difference in cost between a 3-h.p. 
and a 2-h.p. motor is so small that it hardly pays to risk burning out 
or stalling the motor in case the locking pin should become jammed. 

The complete operation of locking or unlocking the bridge requires 
a one-half revolution of the c^ank shaft, and consumes a time interval 



(Courtesy of Foote Bros. Gear Machine Co., Chirayo, III.) 
Fiq. 109. -Assembly view of Foote spur gear speed transformer. 


of 12 sec. During this time the motor makes approximately (1,125) 
( }%o ) ~ 225 rev. The gear reduction necessary is therefore 225 a- 
= •450. 

The problem then resolves itself into that of designing a train of 
gears to accomplish the above reduction with due simplicity and without 
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the necessity for a large number of exposed moving parts. A spur gear 
reduction of 3:1 together with a “speed transformer” having a speed 
ratio of 160:1 solves the problem and is the solution adopted in this case 
(see Fig. 107). 

There are several types of commercial reduction gears on the market, 
some involving the planetary principle and others involving nothing other 
than a train of spur gears so arranged that the driving and driven shaft 
are concentric one with another, this latter type giving much better 
service. The bridge engineer is not vitally interested in the design of 
the internal mechanism of a reduction gear of this kind any more than he 
is with the internal design of an electric motor. The gear may be ordered 
from the manufacturer to transmit a given horsepower at a given speed 



Fiu. 110.— Diagram of worm goar speed transformer. 


in revolutions per minute of the driving shaft and with a given speed 
reduction ratio. 

The ail vantage of a compact reduction gear of the type above de¬ 
scribed (see Fig. 108) may be summarized as follows: 

(1) Great strength and durability. 

(2) Enclosed, oil tight and dust proof gear box, free from the danger of 
grit. 

(3) Freedom from the danger, and from the noise of exposed gearing. 

(4) Compactness. 

This type of transmission is used for powers from 1 h.p. to 100 h.p. 
and for reduction ratios from 1:4 to 1:325 and above. 

For reduction duty of this kind, worm gear speed transformers are 
also sometimes employed. The spur gear variety are to be preferred, 
however, because of the higher efficiency and the lessened need for con¬ 
stant attention as regards lubrication. 

It is noted from Fig. 110, that for every revolution of a single threaded 
worm, the worm wheel travels forward by one tooth. The speed ratio 
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for a single thread worm is, therefore, equal to the number of teeth in 
the worm wheel. The general expression for any type worm is 


Speed ratio 


number of teeth in worm w heel 
number of threads in worm 


It is not necessary as a general rule for the bridge engineer to design 
his worm drive transmission, the problem being one of selection from the 
standard manufacturers’ lists. 

The following table is typical of those to be found in any manufac¬ 
turer’s list and serves to illustrate the point: 


Table of Dimensions and Properties Foote Bros. Worm Gear Transmissions 
(Courtesy of Foote Bros. Gear & Machine Co., Chicago, U. S. A.) 


Style number . 

20 W 

20 IF 

20 W 

20 IF 

2011' 

20 IF 

20 IF 

20 IF 

Ratio. 

28 

33.33 

35 

42 

50 

70 

84 

100 

Safe load in pounds at.... 

715 

650 

1030 

1700 

1530 

1105 

890 

765 

pitch line at this revo- 









lutions per minute.. 

750 

750 

750 

750 

750 

750 

750 

750 

Pitch. 

HCP 

6 DP 

H('P 

Vi(T 

3 DP 

HCP 

HOP 

0 DP 

Safe load, pounds, stand- 









ing pressure. 

1,050 

900 

1,300 

2,000 

1,800 

1,300 

1,050 

900 

Horse power. 

2 00 

1 33 

2 50 

4 75 

3.50 

1.87 

1.25 

0.87 

Pitch diameter of gear.. . 

1(5 71 

1£ 66 

16 71 

16 71, 

16.66 

16 71 

16.71 

16.06 

Number of teeth. 

S4 

100 

70 

42 ! 

50 

70 

84 i 

100 

Face . 

2 H 

2% ! 

2H 

03/ 
"'4 i 

2% 


2 h ; 

2 H 

Largest gear shaft . j 

2«e 

2Ke | 

2?U 

2 -Ko ' 

2 ? 16 


2 ?U 1 

2 3 in 

Largest worm shaft. 

1% 

l 1 He 1 


1 1 3 1 r. 

i 1 H r> 

Ib'.o 

1 6 

f 11 1 c. 

Center to center W and G. j 

10 

10 ! 

10 

10 

10 

10 

10 

10 

Threads in worm.! 

Trip. 

Trip. . 

Doub. 

Si rig. 

Sing. 

Sing. 

• S| ng. 

Sing. 

Pitch diameter of worm.. 

3.29 

3.33 

3.29 

3.29 

3.33 

3 29 

3 29 

3 33 


It is noted that the reduction desired, 1:160, is rather greater than 
any of the worm transmissions listed in the table for which reason another 
pair of spur gears should probably be employed. 

Assume that the style shown in the above table is tentatively selected, 
the one having a speed ratio of 50 being chosen. The normal revolutions 
per minute as listed is 750. If a pair of spur gears is introduced between 
the worm shaft and the motor with a ratio of approximately \Yi 1, then 
when the motor is running at full load speed the worm will be making 1,125 
-7- 1 Yi, or 750 rev. per min., and the worm wheel will be making 75 %o» or 
15 rev. per min. 

The safe load at the pitch circle of the Worm whc^l at this speed is 
g^ven by the table as 1,530 lb. The radius of the worm wheel is 8.33 
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in. or 0.7 ft. (approx.). The power which may be safely transmitted to 
the worm wheel shaft is, therefore, 

(1,530) (0.7) (2ir) ( 15) . 

33,000 J bp - 


which is ample for this purpose. 

This worm may be used, therefore, for this service providing a spur 
gear reduction of 450 4- (50) (lM) =6:1 is used between the worm 
transmission and the crankshaft. 

The installation, using this type of transmission, takes more power, 
as the efficiency is much lower, and is also much more cumbersome and 
bulky than the spur gear reduction first described. 

47. Design of Center Lock Shafting.—The line shafting So (Fig. 107) 

is designed by the formula used for the design of the main pinion shaft, 
the result showing a cold rolled shaft to be necessary. 

48. Design of Pin (PI) in Crank.—Let us assume a pin of 1% in. 

diameter, and a connecting rod lead thickness of 1% in. This pin trans¬ 
mits a connecting rod stress of = 6,000 lb. and a bending 

moment of ((>, 0 ()()j( 1 ^ 4 ) 4- 2 = 5,250 in.-lb. From these data we ljnd 


l ’nit bearing si ress = 
I'nit liber si ress in bonding 


0,000 

mnm 

(5,250') 012) 

(7r)( 1; 5 '4 ) 3 


= 1,950 lb. per sq. in. 

= 10,000 lb. per sq. in. 


The above unit bearing stress would be high for a shaft bearing but 
Ibis load is highly intermittent, and the motion very slow, and of short 
duration, consequently the load conditions partake of the nature of static 
st l osses for which the value 1,950 lb. per sq. in. is very low. 

The key for attaching the crank to the drive shaft is designed as 
follows: 


Torque on drive shaft = (6,000)(3)^) — 21,000 in.-lb. 

h’adius of drive shaft = 1.35 in. 
Tangential shear = 21,000 -f* 1.35 = 15.50Q lb. 
Using a square key (%)(% in.) 


Unit shear = /7 15 ^ > 0 ° 1 °.. = 7,100 lb. 

Unit bearing = = 11,2001b. 

(AH/1 6 > 


These stresses are higher than usually allowed for lino shafting (see 
Art. 43) but may be used here in view of the short duration and inter¬ 
mittent character of the load as above noted. 
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49. Design of Gearing for Center Lock Drive.—Gears (216 and (717 
are designed exactly as hereinbefore outlined with the following results: 

G16 


Diametral pitch. 3 

Number of teeth. 18 

Pitch diameter. 6 in. 

14^-deg. involute teeth 

Face width.. 3K in. 

G17 

Diametral pitch. 3 

Number of teeth. 72 

Pitch diameter. 24 in. 

14V*j-deg. involute teeth 

Face width. 3 in. 


Gear (718 will be practically the same as (/ 10 , except that (718 has 15 
teeth. 

The bevel gears (719 and (720 arc designed as follows: 

Torque on shaft SO = (2)(21,000)( ! ^ 72 ) - 8,750 in.-lb. 


Assuming one man to operate at the end of a 5-ft. lever, exerting an 
average tangential force of 50 lb., the torque developed is (50)(60) = 
3,000 in.-lb. The gear reduction needed is therefore 


8.750 


s.ooo 


2.92 


The bevel gears (719 and (720 arc designed exactly as if they were 
spur gears, except that the allowable unit stresses assumed in the design 
are generally taken as 75 per cent of the values adopted for spur gearing. 
Assume a 2-in. face and a circular pitch of l)i in. For (719 use 15 teeth 
and for (720 use 45 teeth (which gives the required reduction 3:1). The 
pitch diameter of 6T9 is 5.968 in. and that of (720 is 17.905 in. The tooth 
speed for this pair of gears is, by inspection, alx>ut 8 ft. per min. The 
unit stresses for cast iron gears should therefore not exceed about 75 
per cent of 7,000, or 5,250 lb. per sq. in. (sec table on p. 132). 

The tooth pressure at the pitch cone is 3,000 4 - ' — 1,000 lb. 

(approx.). Applying the Lewis formula 


and 


S = (2X1KK0.075) = 6>33 ° lb ' per S< 1- in ' tor ' ;i9 


1 ~ (imiWXh) = 3 ’ 640 pcr in - for 


These values are practically within the above allowable stress limits. 
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The horizontal and vertical shafts S6 and S7 are calculated in the 
ordinary manner, hereinbefore described. 

60. Calculation for Bearings for Main Pinion Shaft. —The outer 
bearing for the main pinion shaft must be designed to carry the reaction 
from the main pinion and also from gear G2 (see Fig. 105). The pinion 
reaction is 84,000 lb. and the reaction from gear (73 transmitted to gear 
G2 is 26,500 lb. (see table of gear stresses). The maximum bearing reac¬ 
tion, assuming both the above forces to be in the same plane, which is 
nearly true for this case, and neglecting the dead load of the gears, is 
given by the expression 




(84,000)(22) + (26,500) (53H) 
45K 


72,000 lb. 


For phosphor bronze bushings and slow motion the allowable bearing 
pressure is generally taken at a value between 1,000 and 1,200 lb. per sq. 
in. For the very slow motion in this case the working pressure may be 
taken as high as 1,400 lb. per sq. in. from which the necessary bearing 
width is found to be 


72,000 

(M) (M00) 


= 8 in. (approx.) 


In this case a 9-in. bearing will be used. This width is ample to eare for 
the dead load of the gears, etc.* In this manner the other bearings are 
designed. 

For heavy duty work, in designs of this character, phosphor bronze 
bushings are generally employed. For low pressure duty babbitted 
bearings may be used, as shown in Fig. 116. The phosphor bronze 
bushings may be detailed as shown in Fig. Ill, or, for lighter duty, may 
be babbitted in place. The bushings are scraped to fit the journal and 
oil grooves are cut for both top and bottom bushings. 

A good bearing should combine the following qualities: 

(1) Minimum wear. 

(2) Provision for easy adjustment to line and elevation. 

(3) Provision for removal with a minimum disturbance to the 
rest of the machinery. 

(4) Adequate and positive lubrication. 

The two-halves of the bushings are so constructed as to permit adjust¬ 
ment by means of brass shims or liners and the lubrication is effected by 
means of grease cups (see Fig. 111). Bearings for bevel gears should be 
constructed as a unit wherever possible in order to eliminate the tend¬ 
ency for such gears to spread under service. 

61. Design for Main Trunnions. —The load on the main trunnion 
' is the resultant of: (1) The dead load of entire bascule leaf, (2) the maxi- 



Sec. 1—50] 


BASCULE BRIDGES 


153 


mum wind load, and (3) the pinion reaction. The resultant of these 
three forces may be obtained either analytically or graphically (as per 
Fig. 112) and is found to be 435,000 lb. for each trunnion. 

A trunnion diameter of 11 in. was originally assumed for the calcula¬ 
tion of trunnion friction using a rough method of calculation (see Art. 
38c). With more complete and exact data now at hand we may compute 
the exact size of trunnion needed. 

The total area required for each bearing, using a working value of 
1,700 lb. per sq. in. for bearing on phosphor 


bronze is 


435,000 
(2) (1,700) 


128 sq. in. 


A journal box of 14 in. total length will 

128 

require a trunnion diameter of ^ = 9.2 in. 

A diameter of 10 in. is therefore sufficient 
as regards beaiing. 

The thickness of the structural steel 


bearing on this tiunnion is 1}$ in. for each 
web, oi 3 in. for each trunnion. The bear¬ 
ing s( i ess on the structui al steel is, therefore, 


l.H.OOO 
( KW.l) 


14,500 lb. per sq. in. 



In. 112 Trunnion stiesscB. 


which is also salistactory. 

Vssuniing the i('action from the truss to be concentrated at the center 
of the web and the load transmitted to the trunnions to be concentrated 
at the center of the trunnion bearings (see Fig. 110), the trunnion is under 
a bending moment of 


/435,000\ 0 11 -t- r\r\n • 11 

y 9 j (10) = 2,17o,000 in.-lb. 


The unit libel stress in bending is, therefore, 

323/ _ (32)(2,175,000) _ 

1 rd* x(10) J - 22,1001b. 


This is about 30 per cent high, but the condition is remote and a 10-in. 
trunnion would probably give excellent service. 

For ti minions above 8 in. in diameter, however, it is customary to 
specify a counterbore not less than one-fourth the diameter of the trunnion 
If the 10-in. trunnion above is counterbored, the stresses will be even 
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higher than those noted. Let us, therefore, try a trunnion 11 in. in 

diameter with a 3-in. counterbore. Then 

, _ Me 
U ~ T 


32ilf 

7T (d* - dx*) 


d , T JT (d* - <V) 

C = 2 and/= “64 - 

(32)(2,175,000) 

- lit _ 34 = 16,900 lb. per sq. in. 


P 2 < 


We will use this dimension for our trunnion (as shown in Fig. 111). 

s 52. Design r Hand Brakes. —The gen- 

J f eral arrangemej. of brake band and levers 
j which will be employed in this case, is shown 
& ■- in Fig. 113. When a force F is applied at the 
end of the hand lever, the sum of the tensions 
f x> Wj So and Si in the brake band, II, is found from 

—yy the expression 


Fr A i\ 


Via. 113. 


(S 0 + Si)ri = 

r 3 


So + Si — 


Fr <r 2 


It may be easily shown 1 that.for “impending slip” 

,s * 1 = c Bf 
So 

1 Consider the brake band shown in Fig. 114. Let 

p = the unit normal pressure at any point. 
S = the tension in the brake band, 
r = the radius of the brake drum. 

/ = the coefficient of friction. . . . 

F = the total friction Zfpds. 

Then from elementary mechanics f ft ft 

Also from the figure 

dF = fpds = dS 
ds — rdO 

dS _fpds _fprd0 fd0(pr) _ 

S ~ S S S l ie 

or d g = fdo 

Integrating each side 


* 


l'lo. 114. 


log, S t - log. So fOi 


That is, 


Si 

So 
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where e = the naperian base = 2.71828. 

/ = the coefficient of friction. 

6 = the angle of contact in radians. 


Substituting for Si in Eq. (A) above, we have 


$o(l 4* e v ) 


Frtfj 

rzri 


The torque on the brake band is easily seen to be 

OS, - S,)r, = Sote" - l)r 0 
whence by substitution 

Tn (the braking torque) = (-^ 2 )(^ ^j)r 0 

For the various angles of contact the values e fB for an assumed coeffi¬ 
cient of friction of 20 per cent are worked out for ready use in the table 
below. 


Vai.uk oh 0 , 

DEUItl.n.S 


Value or 


140. 

160. 

180. 

200 . 

220 

240. 

270. 

300 


1.63 
1.74 
1.87 
2 01 
2.16 
2.31 
2.57 
2.85 


t 


With the above data at hand we are now ready to take up the design 
of the brake lever system. 

The braking torque necessary to hold the span against a 15-lb. wind 
is obviously 


(76,200)(8.912) = G79,000 in.-lb. (approx.) 


on the main pinion shaft. 

lieduced to the speed of shaft S3 the braking torque becomes 
G79,000(^)(^) = 079,°°o(g~)(^j|) = 31,800 in.-lb. for one truss 


or 

(2) (31,800) = 63,600 in.-lb. for one leaf 

The system of brake levers should be sufficient to develop this braking 
torque in an emergency using, as a basis of calculation, a maximum pull 
at the end of the brake lever equal to twice the normal, or 100 lb. Assum¬ 
ing the following dimensions for the system in question: n = 3 in., 
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r 2 = 20 in., r s = 4 in., r 4 = 60 in., r 0 = 15 in., e /e = 2.57, and F = 
100 lb., we find the braking torque to be 




Fio. 115.~Ca»t machinery frame. For { ^62 a^d C3} 800 1W * 


T a 


rri00)(60)(20)ir2.57- li 
(4)(3) J12.57 + 


which meets all requirements. 


66,000 in.-lb. 
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It only remains to design the levers, cranks, pins, and connecting 
rods, which form the system, in such manner as to safely carry the stresses 
imposed and also to design the band sufficiently wide to prevent burning 
out. , 

The design of the levers, cranks and pins need not be discussed further 
except to state that low unit stresses should always be adopted as a 



Fit;. 11(5.—Typical babbitted bearing. 


breakdown of this equipment during an emergency would prove disastrous 
indeed. 

If p is the unit pressure on the brake band in pounds per square inch, 
and v is the velocity of the rim of the brake wheel in feet per second, the 
value pv for work of this character should not exceed 18 to 20, otherwise 
the brake lining is likely to become injuriously heated under service and 
to burn out. The above applies to the timber block type of brake lining 
which is the type used in this case. For brakes running in an oil bath, 
etc. a higher value of the term pv may be used. 
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It may be noted from the influence line in Fig. 22 that any loads in 
the contiguous spans will give positive contributions to the reaction 
It, and any loads in the non-contiguous span will give negative 
contributions. \, 

The elastic curve for the end-reaction may be constructelHn a similar 
manner as shown in Fig. 23a. * 

In this case, the supports A and N are considered removed. A load 
applied at A produces the deflection curve PMXB (drawn to any scale). 
A load applied at N produces the deflection curve QMXIi (drawn to 



Fio. 22.-- Thr<?«‘-*p;in continuous girder. Construction of elastic curve for intermediate 

reaction. 


reduced scale so as to have the same ordinate as the first curve at A"). 
The intercepts between the two curves give the ordinates of the desired 
elastic curve IiMNB (drawn to scale giving unit end-ordinate). It may 
be noted from this influence line (Fig. 23a) that any loads in the end 
spans give positive contributions to thg reaction It, and any loads in 
the middle span give negative contributions. 

When the spans are symmetrical, it will be simpler Io use the con¬ 
struction shown in Fig. 236. In this ease, the end supports A and Jl 
are considered removed. A load applied at A produce's the deflection 
curve PMNQ (drawn to any scale). A load applied at Ii produces the 
similar deflection curve TNMS (drawn to any scale). After multi¬ 
plying the ordinates of either curve by a constant factor to make BT 
equal to BQ, the differences between corresponding ordinates of the two 
curves will give the ordinates of the desired elastic curve ItMNII 
(drawn to a scale giving unit end-ordinate). 
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The component curves in Figs. 22, 23a, and 236, are identical with 
the elastic curves of two-span continuous girders, and may be calculated 
or platted by the methods described in the preceding pages. If the 
moment of inertia, I, is assumed constant, each component curve of 
Fig. 22 is obtained by regarding the girder as a two-spagy6eam and 
applying Eqs. (10) and (11); the same equations also give tip’component 
curve QMXB of Fig. 23a (the portion QM being a tangent); and the 
other component curves of Figs. 23a and 236 are given by Eqs. (12) and 
(13). In Fig. 236 the portions NQ and MS are tangents. 

The resultant curves, as well as the component curves, in Figs. 22 
and 23 may also be obtained approximately by the mechanical method of 
bending splines under the described conditions of support and loading. 



Fig. 21.-- Thrcc-.'p;in continuous girder willi fonM:inl /. ('orintinciion of Hiigtir curve f<n 

end reaction. (Using fixed point F). 


A simple, direct method of constructing the elastic curve for a three- 
span continuous girder (with const ant /) is illustrat'd in Fig. 24. In 
this method we make use of a “fixed point” F in the middle span. The 
distance of F from the support C is give'll l>v 

/ - '* 

o i <, C lo<’)) 

•» r - , 

L'2 

(See Art. 38 on “Fixed Points in Continuous Spans.” Compare Eq. 
(47).) 

When the end support A is removed ami a concent rated load substi¬ 
tuted (Fig. 24a), the resulting moment diagram will be as shown in Fig. 
246. (Absolute values are not required.) The diagram passes through 
F, since F is a point of contraflcxure (or zero bending moment) for any load 
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to the left of B. Treating the area of this moment diagram (Fig. 246) 
as a loading diagram, the resulting funicular polygon or moment dia¬ 
gram Fig. 24c will be the desired deflection diagram or elastic curve. 
The end ordinate is called unity. 

33. Syni^trical Three-span Continuous Girders.—The common 
case of three-fepan continuous bridges is that of equal end-spans. For 
this case, if I is constant, the equations of the elastic curve for the end 


Table 7.—Ordinates op Elastic Curve for End Reaction, Two Unequal Spans 
(/ = Constant) (n = Ratio op Second Span to First Span) 
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eraction (Figs. 23a, 236, 21) will be (in ilie first, second and third spans, 
respect ively) 

2 4 2 /< 


?/'=!- /* 


(/.- - A- 


m 


y = - I (2 1 2n'U2k - Mr 4- tr) - ink - k*) I 


(36) 

'37) 


VI 


v = {k - in 
m 


Where 


n = the length-ratio of noddle span to end span = 


k — the position-ratio in any span = * or 

£ £ i 

hi = <2 4 w)(2 4 3 m) =4 4- 8m -F 3m* (30) 

q’hc elastic curve (Fig. 24c) may be platted directly from these 
Kqs. (36) to (38). 

The ordinates of the resulting elastic curve (or influence ordinates for 
lit), for different ratios of middle-span to end-spans, are given in Plate II 
10 
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and Table 8 A. The areas of the elastic curve forekch span, obtained by 
summation, are also given in the tablej ; and can be -used for figuring the 
effects of full-span loads. . - 



Pi.atk II.—Three-span continuou-i beam. (Syrmiiel rical spans, constant 1). Elastic 
curve for ond-je:toiion f n - ratio of middle .span (o end spans); ■* 


For the same case of symmetrical span with constant I, the equations 
of the elastic curve for the second reaction (Fig. 22) will be (in the first, 
second, and third spans, respectively) 


(1 + 2 n) . 

V = l + n,2 + 3n) " 


- »■») 



y = 1 - k + “[(2a + 2n*)(2k - W + jfc») - nHk - *■*) + 
w 


y 


14 ■ n 
n(2 +3n) 


(k - k 3 ) 


(2 + 3 n)(k - a/. 2 4- 2fc 3 )[ (-11) 

(- 12 ) 


The elastic curve (Fig. 22) may be platted directly from these Fqs. 
(40) to (42). " t , 
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T^he ordinates of the resulting elastic curve (or influence ordinates for 
R 2 ), for various ratios of middle-span to end-spans, arc given in Plate III 
and Table 8 B. The areas of the elastic curve for each span, obtained 
by summation, are also'given fh. the table, and can be used for figuring 
the effects of full-span loads. 


Tahi.e Op’-tnateh or Elastic Curve for End Reaction, Symmetrical 
Three-si’an Continuous Girder (/ = Constant)(» = Ratio of 
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Wiffi the aid of'the elastic curves defined by the foregoing Kqs. (36) 
to (-12), inclusive, we may obtain the reactions for various conditions of 
loading 1 ; Expressions for these reactions are compiled in Table 9. 

it will be noted that t he function (k — k 3 ) is of frequent occurrence in 
the formulas for continuous-span reactions; a simple tabulation of values 
of fhi,s function can he used to expedite continuous bridge computations. 
The.gpinc table will also give the function {2k — 3 k 2 + fc 3 ), if (1— k) is 
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used instead of k; and the difference between these two functions for any 
value of k, will give (k — 3 k* + 2k 3 ) which is the only remaining function 
of (k) occurring in the reaction formuhis (36) to (42) inclusive. 

Instead of applying the formulas, the reactions may also be figured 
directly from the influence ordinates given in Tables 8A and 8 B. 



1*i.atk I emit muons he.mi fS> mui'-i rn-iil *|,:iii‘, eonslunt I). |,l,i„ii 

curve for iutcriueili.ite rcai-limi. • n - ialiu nl miilille >|iaii to ep l spans j. 


34. Influence Diagrams for Three-span Continuous Bridge.- K<ti¬ 
the end-spans, influence diagrams are constructed exact Iv as for two-si>an 
continuous bridges, namely, by drawing straight lines across the elastic: 
curve, as illustrated in Figs. 15, 16 and 21. Typical influence diagrams 
for an end-span are shown in Fig. 25a. The diagram factor for the 


moment influence diagram, in Fig, 25a, is the reaction lever-arm a. 


diagram factor for the shear influence diagram is unity. 
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The influence diagrams reverse in sign at each intermediate support, 
indicating that alternate spans must be loaded for maximum stress. 

For the middle-span, the problem is not so simple, as the expression 
for each stress involves Hi as well as Ri. The usual method of treatment 
is to construct an independent (curved) influence line for each member, 
the ordinates of these influence lines being figured from the values of R\ 
and Ri given by the respective elastic curves. 


TaMLH SB. —ORDINATES OF ELASTIC CuBVK FOR INTERMEDIATE REACTION, 
Symmetrical Three-span Continuous Girder (/ — Constant) 

(n = Ratio of Middle Span to End Span) 
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In order, however, to retain the advantage of employing the elastic 
curve : 1 s a foundation for all influence lines, and thereby to simplify the 
operation of finding maximum stresses, the writer has devised a method of 
“double influence lines" for treating the intermediate spans of bridges 
continuous over three or four spans. 
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36. The Method of Double Influence Lines.—This method is illus¬ 
trated (for the middle span of a three-span bridge) in Fig. 256. 

The elastic curves for the first and second reactions are used as a 
foundation. The clastic curve AECD (reproduced from Fig. 22) is the 
influence line for R 2 ; and the clastic curve FBCD (reproduced from Figs. 
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23 a, 236, or 24) is the influence line for AY By laying off the ordinal es of 
the curve EC upon the curve BC, we obtain (JC as an influence line for 
(Ri + /e 2 ). 

To obtain the influence diagram for shear in any panel ST of the second 
spani simpiy draw a straight line ST across the combined reaction curve 
GC, as shown in the figure. The areas of I he resulting diagram represent 
shears for unit, loading. 
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To obtain the influence diagram for bending moment at any point M 
of the second span, simply draw a straight line GM below the curve GC, as 
shown in the figure. For a unit load at any pdhit P, the value of the 
bending moment at iff will be •,;'T 

M = ay, + ly, T (43) 

where y x is the ordinate of the {R\ + R-i) diagram and yz (which has a 
negative value) is the ordinate of the Ri curve. 


'Faulk 10.—Bending Moments and Shears in Continuous C.ikdek of Three 
Equal Spans. (Assuming Cniform 1) . 

[-•- O - -m | j-m- C7—•—j O -»-j 


(p-hvefoad/ff.) ~l -l- t (w = dead toad/ff J 


Po'mf- 

Max. M 

Min. M 

Tofa/ M 

Max. Y 

Min V 

Tola! V 




pi 2 

Pi 2 

cm 

* 

Pi 

pi 

wl 


a _ 

T 

o 

0.000 

0.000 

0.000 

+ 0.450 

- 0.050 

+ 0.4 


°/ 

+ 0.040 

- 0.005 

+ 0.035 

+ 0.356 

- 0.056 

+ 0.3 



02 

+ 0.070 

- 0 010 

■+ 0.060 

+ 0275 

- 0.075 

+ 0.2 

*0 


03 

+ 0 090 

- 0.0/5 

+ 0.075 

+ 0206 

- 0. 706 

4- O.f 

t: 


04 

+ 0 ,’00 

- 0.020 

+ 0080 

+ 0.750 

- Q./S0 

c.o 

'ft 


05 

+■ 0.700 

- 0-025 

+ 0.075 

+ 0.104 

- 0.204 

- 0./ 


O.G 

+ 0.090 

- 0.030 

+ 0060 

+ 0 069 

-0269 

-0.2 



07 

+ 0.070 

- 0.035 

+ 0-035 

+ 0044 

- 0.344 

- 0.3 



08 

+ 0.040 

-0.040 

0.000 

+ 0 028 

- 0.428 

- 0.4 



09 

+ 0.020 

- 0065 

- 0045 

4- 00/9 

- 0 579 

- 05 



70 

4- 0 017 

- O.n 7 

- 0.100 

+ O.n/7 

- 0.677 

- 06 


a = 

L 

0 

+ 0.017 

- o/n 

- 0.700 

4- 0583 

- 0. 083 

+ 0.5 

s; 

0 

0./ 

+ o.o fs 

- 0.070 

- 0055 

-+- 0.487 

-0.087 

+ 0.4 

<* 

$ 


02 

4- 0.030 

- 0.050 

- 0020 

4- 0399 

-0.099 

+■ 03 


0.3 

+. 0 055 

-0.050 

+ 0005 

+-0.32/ 

- 0.77/ 

+ 02 












04 

+ 0 070 

- 0050 

4- 0020 

+0254 

- 0 754 

+ 0./ 



0.5 

+■<2075 

- 0.050 

+ 0 025 

+ 6.798 

- 0 798 

0.0 


In this manner, by simply using the two influence curves GC and BC, 
we avoid the necessity of constructing a different influence curve for each 
member of the span. If such influence lines are desired, however, they 
inay be easily constructed from the last diagram in Fig. 2 Lb, by subtrac¬ 
ting from the ordinates of GC, the ordinates of BC multiplied by \ - 
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The influence lines shown for the intermediate span BC in Fig. 256 
may be extended to cover loads in the other spans; but it will be more 
expeditious to treat the , other spans as complete load-units, and to 
calculate independently their contributions to the desired stresses in 
span BC. 

36. Continuous Bridge of Three Equal Spans. —For a continuous 
bridge of three equal spans (with constant I), Kqs. (36) to (42) inclusive, 
and the expressions in Table 9 become considerably simplified by the 
substitution of n — 1 and m = 15. 

For load covering the first span, we find (from Table 9), 


; R, = ^AqwI = 0.4333m;/ 

H'i = 1 AqwI = 0.6500m;/ 

R 3 = -Mo wl = - 0 . 1000 ;/;/ 

Rx — 3(50 w l = 0 . 0167 u 7 

For load covering t he middle span, we find (from Table 9), 

R ] = R< = -Mo\vl = -0.0500m;/ j 
R., = r 3 = n^o wl = 0.5500m;/ ) 

For load covering all three spans, we find (from Table 9), 

R l = R 4 = %wl = 0.4000m'/ j 
R., = r 3 = iif 0 M;/ = 1.1000 m7 ;• 


(44) 


(45) 

* 

(48) 


With the aid of the foregoing values of the reactions, we obtain 
the maximum moments and shears for a continuous bridge of three equal 
spans. These values are t abulated in Table 10. 

37. Multiple-span Continuous Girders. - Continuous girders of more 
than three or four spans may be treated by an extension of the principles 
employed in the preceding sect ions. 

If the spans are equal (and I is assumed constant), the governing 
values for full loading may be taken directly from Table 11. In this 
table 


Ru R*, 
A/a, 

Max. Mu Max. M>, 


ah, x», 


f l, fit 


— the reactions at the supports. 

. — the (negative) moments over the supports 
. — the greatest (positive) moments in the 
respective spans. 

. = the distances of Max. Mi, Max. Mi, . . 

from the adjacent left supports. 

. = the distances of the points of contraflexure 
from the adjacent left supports. 

/ = the length of each span 
w — the uniform load per unit length 


Since all relations are symmetrical about the center.line, the tabulated 
values are extended only to the mid-point. 
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As the number of spans is increased, all of the tabulated values for 
intermediate spans approach, as a limit, the corresponding values for a 
single-span beam with fixed ends. The valuator the end spans corres¬ 
pond approximately (or exactly in the case of^ only three supports) to 
the respective values for a single-span beam with^one end fixed. 


Table 11. —Continuous Girders of Equal Spans (/ = Constant) (Loaded 
Uniformly over the Entire Length) 


Quantity 

Number of spans 

Unif 

2 

3 

4 

5 

6 

7 

8 



Rl 

O.37S0 

0.4000 

03329 

0 3947 

0.3942 

0.3944 

0.3943 

wl 

Rz 

1.2500 

UOOO 

11426 

1/317 

U346 

1 1337 

1./340 


Rs 

— 

— 

0.9286 

0.9736 

0 96/6 

0 9649 

0.9640 


R4 

— 

— 

— 

— 

10/92 

10070 

1.0/03 


Rs 

— 

— 

— 

— 

— 

— 

a 9948 


Mz 

0.1250 

O./OOO 

0.1071 

0J0S3 

0.1058 

0.1056 

0/057 

wl* 

Mz 

— 


0.0 714 

0.0789 

0076.9 

0.0775 

0.0773 


m 4 

— 


— 

— 

0.0865 

00845 

0.0850 


Ms 

— 

— 

— 

— 

— 

— 

0.0825 


Max. M/ 

0.0703 

0.0800 

0.0772 

0.0779 

00777 

0.07 78 

0.0777 

wl 2 

Max. M 2 

— 

0 0250 

0 0364 

0.0332 

00340 

00338 

0.0339 

- 

Max M 3 


— 

— 

0 046/ 

0.0433 

0.0440 

0.0438 


Mat.Mq. 


— 

— 

— 

— 

0.0405 

004/2 


x, 

0.3750 

0.4000 

03330 

<7-3947 

0.3942 

03944 

0.3943 

1 


— 

05000 

0.5357 

0.5264 

0.S327 

0.528/ 

05283 


Xj 

— 

— 

— 

0.5000 

04904 

04930 

04923 


X 4 

— 

— 

— 

L - - 

— 

0.5000 

05026 


*{ 

0.7500 

0.8000 

0.786 0 

0.7894 

0. 7894 

0.7887 

0 7387 

t 

— 

OZ7C0 

0.2659 

0.2690 

0 26 75 

0.2680 

02680 


— 

07740 

0.8055 

0 7830 

0 7939 

0 7884 

0.7830 



— 

— 

— 

0.1364 

0/960 

0. 1962 

0/960 



— 

— 

— 

080 jG 

' 0-7850 

0.7837 

078BO 



— 

_ 

— 

— 

— 

02/53 

02/50 


— 

— 


— 

— 

0 7847 

07900 



38. Fixed Points in Continuous Spans—In any continuous girder 
(Fig. 26a), there are certain critical points which have useful properties 
in facilitating graphic methods and in indicating load placement for 
maximum stresses. These points, one in each end span and two in each 
intermediate span, arc independent of the loading and are fixed in position 
in any given structure; hence they arc called “fixed points.” 
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In a uniform continuous beam of two equal spans, the fixed points 
are located at 0.2Z from; the middle support. In the case of three equal 
spans, the fixed point (#1 or La) in each end span is at 0.21Z, and the 
fixed points (La, tit) in tjhe middle span are at 0.2Z from the intermediate 
supports. $ 

For any three symmetrical spans (with constant I), the fixed points 
(L 2 , Ri) in the middle span will be distant from the nearest supports 


/ = 


n , 
2 + 3n nl 


(47) 


and the fixed points (R h Ls) in the outer spans will be near the inter¬ 
mediate supports at a distance 


2 n + 2 
m + 2w -f 2" 


(48) 


where n is the ratio of middle span to end span, and m = (2 + n) (2 + 3n). 



Vuf. 2<i. 


For the general case (any number of spans, any lengths, constant 7), 
the fixed points may be localed by certain graphic methods or, analyti¬ 
cally, as follows: The first 7,-point (Fig. 2Ga) will be L 2 in the second span 
l 2 ; it will divide that span into two segments whose ratio is given by 


('Ij 2 _ _ 2(/i + 7j) 

BIj 2 ~ r - ~ h 


(49) 


In the next span, L 3 is located by the segment-ratio 

I)L 3 _ _ _ h , 2(/« 4* Is) 

OT,.-, / 3 r» 1 3 


(50) 


Repeating the operation represented by this equation, each successive 
value of r is figured from the preceding value, until all the L-points are 
determined. Commencing at the right end of the structure, and going 
through the same operation toward the left, all the 72-points arc deter¬ 
mined in like manner. 

For any number of equal spans, the successive values of r by Eqs. 
(49) and (50) will be 4, 3.75, 3.733, 3.732, 3.732, . . .; hence, all values 
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of / will be 0.212 except the first and last (BLz upd FR 6 , Fig. 26a) which 
will be 0.20Z. . 

The fixed points may also be located from |he elastic curves; this is 
particularly convenient when I is variable. A tangent to the elastic 
curve at A (Fig. 14, 17, 18, 20, 23 or 24) will intersect the base in the 
first fixed point. This will yield / = 0.2 1 in the case of uniform J, Fig. 
14; / = 0.333 1 in the case of triangular variation of /, Fig. 18; and / = 
0.194Z in the case of the Sciotoville Bridge, Fig. 17. In a three-span 
girder, Fig. 256, the right fixed point in the middle span is located by the 
ratio of the slopes of the tangents at C to the two curves CB and CG. 

The outer supports may also be regarded as fixed points, so there 
will be two fixed points in each span. 

Designating the left fixed point in each span by L and the right fixed 
point by R , we may state the following useful principle (Fig. 266): 

For any loading in any span, the resultant bending moment diagram 
will pass through the fixed points L of all spans to the left, and through 
the fixed points R of all spans to the right. These “fixed points” are 
consequently points of zero bending moment, or fixed points of contra- 
flexure, for unloaded spans. 

Since the bending moment diagram in each unloaded span is a straight 
line passing through one of the fixed points, the location-ratio r of each 
fixed point determines the ratio between the bending moments M over 
the adjacent supports. All of these bending moments thus become 
known as soon as one is known. 

A corresponding analytical procedure for finding any of the 
moments directly is represented by Mcrriman’s general formulas for 
continuous girders (Meuiuman and Jacoby ‘ Higher Structures,” p. 33, 
1905). 

39. General Rules for Loading Placement.—The placement of loading 
for maximum stresses is given by the following general rules: 

(1) For maximum positive bending moment at any section located 
between the two “fixed points” of any span, the load should cover that 
span and all alternate spans. For maximum negative bending moment, 
the given span and all alternate spans shpuld be free from load. 

(2) For maximum positive bending moment at a section outside of 
the “fixed points” of any span, a segment of the span including the section 
is loaded; the adjacent span, the remaining segment of the given span, 
and all alternate spans should be free from load. For maximum negative 
bending moment, apply the opposite loading. 

(3) For maximum negative bending moment over any intermediate 
support, load the two adjoining spans and all alternate spans. The 
same loading also gives the maximum positive reaction at the support. 

(4) For maximum positive shear at, any section of any span, load 
the Span-segment to the right of the given section and all alternate spans 
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to the right; also load the left adjacent span and all alternate spans to 
the left. For maximum negative shear, apply the opposite loading. 

40. Effect of Settlement of Supports.—In a continuous beam of 
two equal spans l, with constant /, the settlement of the middle support 
through a distance D will produce a relieving moment at that support 
defined by 


3 El n 

M 2 — p D 

•(51) 

r fhe n'lief of the middle reaction will be 


-lt 2 = 2 M ~ 

(52) 

and each end reaction will be augmented by the amount 


lix = h’> = A [ 2 

(53) 


The settlement of both end supports through distances D, or of one 
end support through a distance 2D, will produce effects equal, but 
opposite in sign, to those defined by Eqs. (51), (52) and (53). 

If the spans are unequal, or if the moment of inertia I is variable, 
calculate the deflection d producible at the given support if that support 
were removed and a unit-load substituted. Then, a settlement D would 
product' an increase in that reaction defined by 

K = -’l (54) 


This principle can be applied to a continuous bridge of more than two 
spans. 

In a symmetrical three-span bridge of constant 1 (see Table 9), a 
settlement D\ of the end support will produce, over the intermediate 
supports, bending moments defined by 


M, 

M 3 


12AVi 1 + w) 


(Win. 
ml 2 


ml 2 
■D i 


■Di 


(55) 


(5G) 


The accompanying changes in the four reactions are easily figured from 
these values of M > and .l/s. If the three spans are equal, the reaction- 
changes will be: 


Itu ltz, Ih, lit 


24 54 _ 30 0 EIDi 

15' + 15' isirr 


(57) 


For a settlement D» of the second support, the resulting reaction-changes 
(in a bridge of three equal spans) will be: 


U u H,, It*, It, - + 

It) 


144 120 _3G EID 2 

15 * 15 ’ 15 /3 


(58) 
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On account of the increased constraint in a three-span bridge, the reaction- 
changes Ri, R if R 3 , produced by D\ or D 2 , are somewhat greater than the 
corresponding reaction changes in a two-span bridge. The change in 
the remote reaction, R it however, is comparatively slight. 

The identity between R% of Eq. (57) and Ri of Eq. (58) is an illustra¬ 
tion of the application of Maxwell’s “Principle of Reciprocal Deflections.” 
Note also, the identity of the symmetrically located reactions. 

It will generally be advantageous to make the intermediate supports 
intentionally lower than the end supports by a small and predetermined 
amount when the bridge is erected. 'The excess of middle reactions over 
end reactions can thus be somewhat relieved, and the greatest negative 
and positive moments can be equalized. In a two-span girder of equal 
spans (/) and constant I, it will be advantageous to drop the middle 
support an amount defined by 

I) = (1.0a- + p) 14; f EJ (59) 


where w = dead load, and p — live load per linear foot. This will reduce 
the negative moment over the middle support about 10 to 31 per cent 
(depending on the ratio of w to p) and will increase the maximum positive 
moment within the span to an equal value. 

For the Sciotoville Bridge, l = 775 ft., the necessary camber or 
lowering corresponding to Eq. (50) would be about l.l ft. 

For a three-span continuous girder of total length L, with ratio of 
spans between 8:9:8 and 6:7:G, the advantageous lowering of both inter¬ 
mediate supports is defined by 


D 2 (L8w; + V) 5 -,9o 0 


( 00 ) 

supports 


For other cases, the advantageous lowering of the intermediate 
may be determined in the design calculations by trial. 

In a continuous beam or girder of constant section, the above- 
described lowering of the middle support produces a material increase in 
strength. Jn the case of a continuous truss, the lowering would result 
in greater uniformity of chord sections, reducing the extreme maximum 
sections which are required over the intermediate supports. 

From the same considerations, it is also obvious that the natural 
settlement or compression of the middle supports of a continuous bridge* 
'^(in excess of the simultaneous settlement of the end supports) will be 
Advantageous rather than detrimental to the safety of the structure, 
inasmuch as it tends to produce an equalization of absolute values of 
fltt&ximurn and minimum moments (with the reduction in maximum 
illbbjaiderably greater than the increase in minimum moments), and a 
ible relief in the excessive intermediate reactions. In other words, 
1 adjustments by settlement are really an element of inherent 


& continuous bridge. 




Sec. 4-41] 


CONTINUOUS BRIDGES 


255 


41. Example—Effect of Settlement in Sciotoville Bridge. —Referring 
to Tables 4 and 5, and figuring absolute values instead of relative values, 
we find the end displacement producible by unit applied load (1 lb.) to be 

d = 20,882 lQ ^-g = 0.0000056 ft. 

Accordingly, applying Eq. (54) a settlement of 1 in. (Z) = 0.0833) will 
produce a relief in the end reaction amounting to 

-/?! = D d = 15,0001b. 

This is only 0.6 of 1 per cent of the total dead-load reaction, or 0.3 of 
1 per cent of the total (D + L + I) reaction. The simultaneous increase 
in the middle reaction will be twice this amount, or 30,000 lb., which is 
only 0.3 of 1 per cent of the dead load reaction, or 0.2 of 1 per cent of the 
total (D -f- L + I) reaction at the middle support. 

A settlement of 1 in. at the middle support will produce effects equal 
to twice those given in the preceding paragraph, but opposite in sign. 
The middle reaction would be relieved 60,000 lb., or less than 0.4 of 1 
per cent of the total (D + L + /) reaction at the middle support. 

It is evident from these values that any ordinary settlement of thq 
piers would affect the stresses in the structure to so small an extent as 
to be negligible. 
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CANTILEVER BRIDGES 

By Arthur CJ. Havdex 


1. Cantilever Bridges Compared with Continuous Bridges. —Multiple 
span bridges may be continuous, partially continuous, or discontinuous. 
In Europe the continuous bridge is often preferred and French engineers 
rarely build girders of more than one span without making them con¬ 
tinuous. In America, adherence to statically determinate types has 
been very persistent and the cantilever in place of the continuous bridge 
has been highly developed. The latter type is, however, slowly growing 
in favor and the next few years will probably bring great development 
along this line. 

The partially continuous type is exemplified in such structures as 
the Queensboro Bridge and Minnehaha Bridge which are cantilevers with 
suspended spans omitted and cantilever arms joined. 

The chief advantages shared alike by the cantilever and continuous 
bridge are (1) economy of material, (2) saving in width of piers which 
may carry one support instead of two as in the case of a series of simple 
spans, and (U) ease of erection and saving of falsework, as explained later. 

The disadvantage of the continuous bridge, which, however, obtains 
only in case rigid foundations cannot be secured or convenient means of 
adjustment made, is that small changes of level in the supports may 
cause great changes or reversal of stress and even lead to complete failure. 
This disadvantage is avoided by the proper use of the cantilever principle 
while all the chief advantages of the continuous type are preserved. 
For small multiple span girder bridges the cantilever type is undoubtedly 
preferable to the continuous. 

2. The Cantilever Bridge as a Development of the Continuous Bridge. 

Although the cantilever principle is very old historically, the modern 



cantilever bridge is a development of the continuous bridge. Figure 1 
indicates a three-span bridge. If the bridge is continuous there arc 
four points of eontraflexurc as indicated, where the moment is equal to 
zero; and the position of these points changes within narrow limits for 
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different systems of loading. Ritter, in 1860, proposed in effect to make 
the structure hinged at these points and discontinuous. It is seen, 
however, that the'resulting structure would be unstable, as an unbalanced 
load Would cause the several units to rotate on their points of support and 
the bridge as a whole to collapse. If, however, hinges are introduced at 
two points only, as indicated in Figs. 2, 3 or 4, the resulting structures 
are stable, providing proper provision is made for negative reactions and, 
as will be shown, they are statically determinate. 
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3. Statically Determinate and Statically Indeterminate Cantilever 
Bridges. -Certain conditions must be observed in the design of statically 
determinate cantilevers. In some instances designs have been made 
without, a full understanding of the principles involved, although there 
are several examples in which the indeterminate type was purposely 
selected. A full discussion of the principles of statical determination as 
peculiarly applied to cantilever bridges is therefore essential to a clear 
understanding of the general subject. 

4. Conditions of Statical Determination. - A structure supported 
at n points has 2 n unknown components of the reactions —n vertical and 
n horizontal. Part of t hose unknowns may bo eliminated by placing some 
of the supports on rollers, but one reaction at least must be capable 
of developing a horizontal as well as vertical component to preserve 
stability. Assume first that n — 1 supports arc on rollers. There 
remain n + 1 unknown quantities and n + 1 equations are required to 
solve them. Statics gives us the three general equations (2/f = -t). 
21' =0, 2M = 0). n — 2 equations remain to be supplied. In a 
continuous bridge they are supplied by the theory of elasticity. In 'lie 
cantilever bridge the equations necessary to secure statical determine 1 ion 
are established by certain features ol const met ion and are called equal ions 
of condition. As a concrete example consider the structure indicated 
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in Fig. 5. Reactions Ri, Ra and R* are applied through roller bearing^ 
There are, therefore, five unknown components of reactions. To solfg 
these We have the three general static equations. Two equations of 
condition must then be supplied, which is done by introducing the two 
hinges as shown; and the equations of condition are 2jV/„ = 0 and 2ikf b = 
0, which means that the moment of all the outer forces on either side of 
either hinge is equal to zero. Those equations must not be confused 


Fi«. r>. 

with the general equation 2M = 0, which is applicable at any point 
of the structure and means that the sum of the moments on both sides of 
the point is equal to zero. Also with regard to the moment about the 
hinges, it must not be assumed that each condition supplied gives two 
independent, equations, since, if the moment of all the outer forces to 
one side of the hinge is equal to zero, the fact that the moment of all 
forces to the other side is equal to zero follows immediately. 

The proper number of equations of condition may be supplied in 
another way, as indicated in Figs. tSA and (SB. There are four reactions, 



Fig. 0.1. 


Sh 


c 



£ 
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Fig. GB. 



two of which are applied through roller bearings. There are six unknown 
^components of reactions and three equations of condition are required. 
Hinge a supplies 2 Af« = Oand rocker b supplies 2 M b = Oand 2 Ih - 0. 
Also. consider the structure illustrated in Fig. 15. There are eight 
unknown components of reactions and five equations of condition must be 
established. Two are established by omitting the (dotted) diagonals over 
the center piers which gives M? — M a and Af 22 — and three more by 
omitting the bars C/12-13, C/17-18 and L18-19 and introducing the hinge 
at 12 {!SM n = 0) and the rocker at 18 (2ilf 18 = 0, 2/fi 8 = 0). 

If there are too many equations of condition, the structure will be 
unstable if supported at points, as illustrated in Fig. 7. In this case 
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there are six unknowns and three equations of condition are required, 
whereas four are furnished by the hinges. If the points of supports are 
wide piers, however, the structure may still be stable; but in this case 
each pier in reality furnishes two points of support (see Fig. 8). For 
this particular case the piers must be wide enough to prevent overturning 


Fia. 7. 

under any condition of loading or else the columns of the piers anchored 
against uplift; and differs from the arrangement shown in Fig. 15 in 
which Rz and Ra are always positive if the diagonals over the piers are 
omitted. 



Again in Figs. 6A and 62?, if one of the fixed bearings is made a rollei* 
bearing, there will be five unknown components of reactions and two 
equations of condition are required, wheieas one is furnished by the hinge 
and two by the rocker. If R\ is made a roller bearing, the part of the 
bridge b-d will be unstable. If Ri is made a roller bearing, the part of 
the bridge c~b will be unstable. 



If too few equations of condition are established, the structure is 
stable but statically indeterminate. 

A study of the possible ways of treating a structure of the typo of the 
Forth Bridge, Scotland, will make clear the whole subject of statical 
determination of cantilever bridges. 

Case I .—The Forth Bridge, shown in Fig. 9, is supported at a, C,' r 
g, k and l, on expansion bearings, and at b, / and j on fixed bearing^ * 
At d and h are hinges and at e and i are rockers. There are diagqnaltf 
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over each pier. The width of Pier 2 is such that overturning is pre¬ 
vented under any condition of live load. Piers 1 anti .3 are narrower 
and anchorages are provided to take uplift at the shore ends of the end 
cantilever arms. There are then 11 components of reactions and eight 
equations of condition are required for statical determination. Two are 
supplied by the two hinges and four by the two rockers—six in all. Two 
conditions are lacking and the structure is indeterminale; the end canti¬ 
levers being continuous on three supports. 

Case II. —If the diagonals over Piers 1 and .3 were omitted the equa¬ 
tions M b = M e and M, — M k would be established and the structure 
would be determinate. 

Case III. —If, in addition, the diagonals over Pier 2 were omitted, 
too many conditions would be supplied and the structure would be 
unstable, as is clearly seen. The middle cantilever would collapse under 
unbalanced load. 

Case IV. —Assume now the original structure with diagonals over 
all three piers. If supports at a and l are omitted, the six required 
equations of condition are supplied by the hinges and rockers and the 
structure is stable and determinate, providing Pirns 1 and 3 are made 
wide enough to prevent over turning or the legs ot the towers anchored 
against uplift. 

Case V. —Suppose now that the structure is ‘oippoited at h, r, g, 
j and k on expansion bearings, and that f is fixed; that there are no 
' supports at a and l\ that the diagonals over Piers 1 ami 3 aie retained, 
and that there are hinges at d, e, h and i, but no rockers Theie ar» 
seven components of reactions and the four required equations of condi¬ 
tion are supplied by the four hinges. The structure is stable and 
determinate. 

Case VI. —If in addition to the conditions assumed in Case V, the 
diagonals over any pier were omitted, there would be too many eondit ions 
and part of the structure would be unstable. 

Case VII. —Suppose the structure is supported at a, b, c, g, j, k, and 
l on expansion bearings and that /is fixed; also that hinges arc phmr d at 
d, e, h and i. If the diagonals over Piers 1 and 3 are omit ted, the struct ure 
is stable and determinate. 

Case VIII. —If the conditions are the same as for f V * VII but the 
diagonals over Piers 1 and 3 are retained, the structure is indeterminate. 

In any case diagonals over Pier 2 are required to preserve stability 
of the middle cantilever, which furnishes supports but is itself unsup¬ 
ported at e and h. 

Cases V to VIII are, of course, impracticable for a structure of the 
magnitude of the Forth Bridge, as it was assumed that expansion would 
be transmitted through the massive cantilever units. The supposed 
cases do, however, illustrate the possibilities of a simpler structure. 
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5. Examples of Cantilever Bridges. —We are now in position to 
examine typical structures and point out their degree of determinateness 
without further discussion. 

Blackwell’s Island or the Queensboro Bridge connection Manhattan, 
N. Y. with the Borough of Queens is illustrated in Fig. 10. Here the 
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Suspended spans are omitted and cantilever arms joined 
Fro. 10.—Queensboro Bridpc. 


suspended span is omitted and the cantilever arms joined with a rocker 
connection. There arc nine unknowns and only four equations of condi¬ 
tion are supplied by the two rocker connections. Two conditions arc 
lacking and the bridge is statically indeterminate. To provide for 

a b C 




i ? i 

Fit;. 11.- Miimeliitli.'i I!ridpi‘. 

adjustment after erect ion and prevent undue strains due to changes in 
level of the supports, the anchorage at the shore end of each anchor arm 
is so constructed as to make that end of the bridge adjustable in height 
within a range of 10 in., and each rocker joining the cantilever arms is 
adjustable within a range of 2 in. 



Fiu. 12.4. Thebes Bridge over Mississippi River. 


The structure illustrated in Fig. 11 has five unknowns and two equa¬ 
tions of condition are required. Only one is supplied by the single hinge 
and the structure is indeterminate. 

A different solution would be to make the two intermediate supports'* 
fixed and the two end supports expansion, or vice versa , and the connection 
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of the cantilever arms a sliding joint. The same degree of statical 
indeterminateness would obtain, and stability of each unit would still be 
preserved. 

The bridges illustrated in Figs. \2A and 12 B are statically determinate. 



6. Computation for Moments and Shears. -The actual computations 
for a determinate structure present no difficulty and the position of live 
load which will give maximum stresses can easily be determined by 
inspection. The use of influence lines, however, is often valuable. 

Illustrative Problem.—Figure 13 shows a typical arrangement. Any load on the 
anchor arm affects the anchor arm alone and causes -f -M. Any load on the 
cantilever arm affects the cantilever arm and anchor arm, and causes — M. Any 
load on the suspended span is resolved inlo reactions which are loads on the 



cantilever arm. For max. + M in the anchor arm, load (lie anchor arm only. 
For max. —M, load the suspended span and cantilever arm. All moments 
on the cantilever arm are negative; load the suspended span and the cantilever 
arm up to the point in question; other loads are immaterial. For max. +/?,, 
load the anchor arm only; for max. —load suspended span and cantilever 
arm only. For max. Ri . use full load. All moments and shears for the sus¬ 
pended span are the same as for any simple span bridge. 

Assume a dead load (J>.L.) of 6 kips per lin. ft. and live load ff,.L.) of 3 kips per 
lin. ft. 

, Dead Load Moments .—Maximum D.L. moment suspended span = =< 

+9,000 kip-ft. 
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The moment curve will be parabolic with middle ordinate = 9,000 to scale. 
D.L. moment (dot and dash line) at any point on the cantilever arm: 

From suspended span, (5) (60) (A) = —300A kip-ft. 

From cantilever arm, (-5) ( X ) f “ — 2.5X 2 


Construct the dot and dash line from the hinge to line of action of Rt. Maximum M 
for X = 40 is —16,000 kip-ft. Lay off —16,000 on lt 2 to point b and draw the dash 
line o- 6 . 


Maximum +M due to dead load on anchor arm alone 


(5) (150)* 
S 


= +14,000 


kip-ft. Construct, on line a-b, a parabola with vertical (not perpendicular) ordinates 
whose middle ordinate = +14,000 kip-ft. from line a-b. The dot and dash linn 
shows the completed D.L. moment curve. 

Live Load Moments. — The L.L. moment curve for suspended span and canti¬ 
lever arm has ordinates = % the ordinates of the D.L. moment curve and is shown 
by dotted lines. Maximum — M at Jij = —9,600 kip-ft. (point c). The —L.L. 
moment for the anchor arm is a straight line (dotted) from a to c. 

Maximum +M due to live load on anchor arm alone = (*16) (14,000) =+ 8,400 
kip-ft. Construct a parabola on a-d with middle ordinate of +8,400 to scale. 

Add algebraically the vertical ordinates from line a-d to the D.L. moment curve 
and the vertical ordinate from the same line to either curve of L.L. moment to obtain 
the curves for total +,tf and total —M. 

Shears .—For max. +.S T at any point on the anchor arm, load from Ri toward 
R[ up to the point in question—suspended span and cantilever arm unloaded. ' 

For max. —S, load the suspended span and cantilever arm and the anchor from 
R\ up to the point in queslion. All shears on the cantilever arm are positive. Load 
suspended span and the cantilever arm from the hinge up to the point in question. 
Other loads are immaterial. 

Dead Load Shears —First determine values of /i’,. 


( 60 )(f))( 4 % 5 o) - 80 (acting down) 
(40)(5)( 2 9i5f0 = 26? : j' (acting down) 
(75)(5) = 375 (acting up) 

Total Ri = 268, , a kips (acting up) 


D.L. shear at any point distant A' to left of R i — 268^ — 5A\ For X = 150, S = 
268 1 — 750 = — 481 2 ; (. D.L. shear immediately to left of R 3 — ( 1 - % + 40)(5) = 
i 500. Hi = 500 + 48l?a = 981 Jj. D.L. shear curve is shown by dot and dash 
line. 

Live Load Shears. —Maximum —S on the cantilever arm = ■*,( D.L. shear. 
Maximum —S on the anchor arm at any point distant X to left of IL. 

From suspended span and cantilever 

( ,a ?8)(3)(4?i5o) - - IS 
-16 


From anchor arm 


— 64 kips 
-3 A* 

(2) (150) 


Maximum +<f? on the anchor arm at 
span and cantilever arm unloaded) 


any point distant .V to left of /? 4 (suspended 
_ +(3K150 - A ') 2 
(2)(150) 


Curves for max. L.L. 


shear are shown dotted. 

The computation for shears at critical points in a cantilever girder bridge is 
important for determining web shear. If the web shear near the intermediate 
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reactions is very high, it may be economical to use web reinforcing plates rather than 
to increase the web thickness throughout the length of the girder, and to provide for 
longitudinal shear between the web and flange by using shear plates connecting the 
vertical legs of the flange angles to the reinforced web. 

The preceding example assumes uniformly distributed load on the girder as for a 
deck bridge. If the loads are brought to the girders through floor beams, the moment 
curves will consist of straight lines between the panel points, and the vertices of the 
broken line curve will be points on the moment curve as drawn above. The shear 
curves will be horizontal lines between the panel points. 



Illustrative Problem. —Figure 14 shows the moment curves and typical influence 
lines for another typical arrangement. In this case max. —M in the intermediate 
span occurs with both suspended spans and both cantilever arms loaded and inter¬ 
mediate span unloaded. Maximum +M occurs with intermediate span only loaded. 
The procedure in plotting the curves is so like the preceding example that the com¬ 
putations will not he carried through. 

Illustrative Problem.—Figure 15 show's a truss bridge for which the stresses in 
typical members will he computed. Influence lines for the reactions and for shears 
and moments at lypieal points are drawn with their determining ordinates computed 
and shown in the diagrams. As regards the anchor arm or cantilever arm separately, 
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the equal and opposite stresses in 177-8 and L7-8 are to be regarded as external forces 
whose moment is equal and opposite to the moment of the other loads and reactions. 
For example, using full dead and live load which gives a panel load of 200 kips. 


R 3 = (73^)(200) = 1,500 kips (acting down) which includes full panel load at 8. 
M 8 = M 7 = (3)^) (200) (80) + (3) (200) (40) = +80,000 kip-ft. (clockwise). 

80 000 

Tension in 1/7-8 = compression in L7-8 = — = 1,600 kips. 

R l = —~ ^ips down) which does not include 


half panel load at O. 


80,000_+ (7) (200) (SO) 
110 


1,371 kips 


(Or, 7 X 200 — 28.6 = 1,371) which includes full panel load at 7. 


The areas A between the influence lines and reference line have been computed 
and are shown in the diagrams. For example, for shear in panel 2-3, (he area A from 
o to m =(46%)(M)= A, m to 7 = (93 W(H) = *%) A, 8 to 18 = (^)(100) = 

40 94, and so on. 

The sums of the vertical ordinates between the influence line and reference lines 
below panel points 1 and 2, (!’//) = . From m fo 7, i’// = 

Assume first a dead panel load of 120 kips = 6 kips per lin. ft. of truss, and live 
panel load of 80 kips = 4 kips per lin. ft. of truss. Stresses in the members may be 
computed with equal results by multiplying each panel load by the vertical ordinate 
beneath the load in the influence diagram and summing, or by multiplying the unit, 
load per lineal foot by the areas in the influence diagram, except in cases like the follow¬ 
ing: For shear in panel 2-3 in which the influence line intersects the reference line 
between panel points, use panel loads and vertical ordinates if it is assumed that 3 
maybe fully loaded while 2 is entirely unloaded. For determining 7f| for loads between 
0 and 7, use the uniform load per lineal foot and areas, or deduct one-half panel load 
from the result obtained by using panel loads and ordinates. 

All loads and stresses are in kips (1,000 lb.). 

All moments are in kip-ft. 

Considering li x \ 

D.L. from 0 to 7 - f70"'0) - +420 

D.L. from 8 to 18 —( — u> !)yjUi) - —343 


Total - + 77 kips 

L.L. from 0 to 7 - ( 2,SO kips 
L.Ii. from 8 to IS 22!> kips. 

Note that Hi include- om-half panel load at 0. 
Considering R 2 : 

D.L. from 0 to 8 - fSO di) --- 480 
I)L. from 8 to 18- D+’+fO) - 343 

Total - 823 kips 

L.L. from 0 to 8 — 320 kips 
L.L. from 8 to 18 = 229 kips 
Cori-idering It *: 

D.L. from 7 to 18 = (150;(6) _ 900 kips 
L.L. from 7 to 18 = (15U)(4j = 600 kips 
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Stress in D2-3.—Vertical component (V.C.) = shear in panel 2-3. D.L. shear 
in 2-3: * 

(~H + 1 M)(120) - ( 40 ^)(6) = -223 kips 

(Dead load Ri = +77 which includes one-half end panel load. Thus S in 2-3 = 
+77 - 60 - 240 = -223.) 

L.L. shear in 2-3: 

(—2^)(80) - ( 4 «^)(4) = -263 
(+ 1 ^)(30) = +114 

Total V.C. = —486 kips 

Stress = (— 486)( 3 *);to) = —583 kips (compression) 

Stress in U 2-3 = horizontal component (II.C.) in f/3-5. D.L. moment at 3: 

^+2,400 —-^’^^(6) = —6,200 kip-ft. (counter-clockwise) 

L.L. moment at 3: * 

(+2,400) (4) - +9,000 (clockwise) 

24,000^(j) _ —13,700 ((*<juntor-ulockwise) 


Total At \ 


+3, KM) 
—19,000 


Stress 


+ 


3.4(H) 

30 

19,900 

30 


+133 kips (compression) 
= —663 kips (tension) 


Stress in £,3-5.—Take section in panel 3-1 with center of moments at 5 in upper 
chord. Find Mt,. Note that Ah, obtained from the influence diagram includes the 
A! of all forces to one side of 5. Si nee the moment of all forces to left of 4 is desired 
the moment of panel load at 1 must be subtracted algebraically from Ah obtained 
from the diagram. 


D.L. moment: 


/ , t\t\t , io.ooo\ 

1 +2,000 - _ lit)) 

Moment due to 1\ = — ( — 12(0(20) 

Total 


L.L. moment: 


(+2,000) (I) - i —80) (20) 

(_40,0U0)<| ) 

12,700 


Total Al — —12,700 kip-ft. Stress - 


35 


-22,270 
+ 2.4(H) 

—19,870 kip-ft. 

f- 9,600 kip-ft. 

— 22,860 kip-ft. 

1.220 kips ^compression) 


Stress m £>6-7. -Find moment about, n. 


D.L. moment: 

(7,980 - 400)(6) - +15, ISO kip-ft. 

L.L. moment: 

(+7,980) (4) = +31,920 kip-ft. 
( — 400)(4) =- -1.600 kip-fl. 

1'otal M = +77,400 kip-ft. 


V.C. stress in £>6-7 = 

100 


— 581 kij»s (compression) 
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Or V.C. maximum compression in D6-7 = Ri — V.C. in U5-7 with live load 
from 0 to 7. Note that R 3 includes panel load at 7 which does not affect D6-7. 

V.C. in E/5-7 dead load only = (8 ’°^ )(6) (^) = 360. 

lit for D.L. = 823 - 120 - 703 
Rt for L.L. = 320 - 80 = 240 


Total = 943 kips 
943 - 360 = 583 V.C. 

Stress = (583) ( 5 ? 35 ) = 882 kips (compression) 

Stress in E/7-8 = H.C. in E/5-7 = 1I.C. in E/S-10. Find Mi - M,. 

M = ( 8 , 000 ) (10) = 80,000 kip-ft. 

Stress = = 1,600 kips (tension). 

t)U 

Stress in L7-8 is equal and opposite to stress in E/7-8. 

Stress in Z/8-10.—Take section in panel 8-9 with center of moment at. 10. Live 
load 10 to 18. Add the effect of dead panel load /% to Mm obtained from the diagram 
, t3.200)(10)_+J120)<20> _ _ 845 t . w (eompraBion) 


Stress in Z)8-9.—From diagram for moment at b. 

( r 9,290)aq> . _ 0!)8 v c 

l«5o 

Stress = (—698)( 5 ?^5) = —1,056 kips (compression). 

Stresses in the suspended span are the same as for a simple span bridge. 

The method of procedure for finding stresses for wheel concentrations is the same 
as for a simple structure and the influence line diagram will assist in ^finding the 



position of the loads which will give maximum stress. For example, to find the 
maximum compression in £>2-3 of Fig. 15 use the wheel loads on 8-18 with the heaviest 
loads near 12, and uniform load in 0-m. The position of wheel loads which will give 
maximum stress is such that the average load per foot in 8 to 12 will bo as nearly as 
possible equal to the average load per foot in 12 to 18. For this position, find the 
moment M at 12 as for a simple span 8 lo 18. Then the vertical component of the 
stress in D2-3 will be (The nn merit due to load unity at 12 would be 

(8 °^- 0) = 48, while 4 he* vertical component of the stress is Therefore, actual 

stress : M:: : 48, or actual stress = 


)=>>■ 


The stress may also be. found by finding the summation of the products obtained 
by multiplying each load by the vertical ordinate m the influence diagram under the 
load. 


Assume Cooper's K-40 followed by a train load of 4,000 per lin. ft. (2,000 on each 
truss), as shown in Fig. 16. 
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With P 11 on 8-12 the average load on 8-12 ia ll Mo 


12-18 is- - 


112 + (2) (75) 


120 


= 2.18. 


2.15 and average load on 


WithPl2on 8-12 average load on 8-12 is 19 Ho — 2.4 and average load on 12-18 is 
92 + (2) (80) • 

120 ’ 


Place P12 at 12. 

Using moment diagram, R i = 227.4 and Mu — 11,485. 

V.C. of stress in D2-3 due to loads on 8-18 is “ ' — 137. 

Check this result by using ordinates in the influence diagram 


QO 

= 0.8 

CJX 

= 15.1 

©O 

= 19.0 

©o> 

= 4.8 

oo> 

= 10.7 

QO 

- 32.9 

OO 

= 23.0 

12o)0)< 2 > (8 °> 

== 30.5 


130.8 check 

The procoding problem illustrates fully the use of influence lines, but 
to the computer familiar with cantilever bridges purely arithmetical 
methods of computation are just as convenient. 

The arrangement illustrated in Fig. 15 requires wide piers for the 
supports at 7-8 and at 22-23 but makes for economy in the superstructure. 
It is, therefore, adapted to cases in which the piers are of short height 
with shallow foundations. 

The arrangement illustrated in Fig. 13 permits narrow piers to support 
single reactions; but for the same total span requires more steel in the 
superstructure than for the arrangement in Fig. 15. It is, therefore, 
better adapted for cases which require high piers or deep foundations. 

7. Reactions for an Indetermidace Cantilever Bridge.—The compu¬ 
tations for an indeterminate cantilever bridge are as simple as for a 
determinate structure once the reactions have been found. The method 
of finding the reactions for the type illustrated in Fig. 11 is as follows: 

Let Ap = deflection at 6 due to P at any point in a-6. 

= deflection at 6 of a-6 due to unit load at 6. 
fa = deflection at 6 of 6-c due to unit load at 6. 

Rb — reaction at 6 assumed upward on a-6. 
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With respect to a-b, deflection at b = Ap — R b 8i 
With respect to b-c, deflection at b = R b 8 2 
Therefore 


or 


Ap — RbSi — RbS 2 


lh - 


Af> 

fil 4 f>2 


8. Erection of Cantilever Bridges — ('antilever truss bridges may be 
erected with falsework under the main spans only, that is, under the 
anchor arms or the intermediate spans. The cantilever arms and the 
suspended spans may be erected by building out panel by panel from 
the anchor arm or the intermediate spans, the suspended spans being 
made temporarily continuous with the anchor arms or intermediate 
spans and after erection converted into simple spans by making the 
proper members adjustable. 

For example, in Fig. In, 7T2-13 is a member, during erection, of the 
cantilever consisting of the left cantilever arm and left semi-truss of the 
suspended span, and f/17-18 and 7/18-19 arc members, during erection, of 
the cantilever consisting of the right cantilever arm and right semi-truss 
of the suspended span. After the semi-trusses arc joined, these members 
are made self-adjusting to expansion and contraction by means of sliding 
joints and carry no dead or live load stress. They may be used*, however, 
as part of the lateral systems to carry wind loads. In dimensioning the 
suspended span of important structures, exact measurements must be 
obtained by triangulation, checked if possible by direct measurement, of 
the distance between the ends of the cantilever arms, corrected for strain 
due to the weight of the suspended span and estimated temperature at 
the time of joining the semi-trusses. Special means of erection adjust¬ 
ment are provided as illustrated in Art. 9. When the suspended span is 
swung, reversal of dead load stress takes place in the chords of the sus¬ 
pended span, and the dead load stresses in the cantilever and anchor arms 
due to the suspended span are reduced. 

The cantilever method of erect ion is the usual method, but in a few 
cases (the Quebec Bridge and Highland Park Bridge, Pittsburgh, for 
example) the suspended span has been assembled in the field or on 
barges, floated into place and hoisted bodily into position. 

9. Special Details. 

9a. Erection Adjustments.—Erection adjustments are 
needed when the cantilever method of erection of the suspended span is 
used and afford control of the position of the ends of the semi-trusses 
both vertically ami horizontally, and allow the last members erected to 
be brought together and connected. The* top chord adjustments are 
always made in the members corresponding to U 12-13 and U 17-18, of 
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Fig. 15, which are in tension during erection, and the bottom chord 
adjustments in the bottom chord members corresponding to LI 1-12 and 
L18-19 of Fig. 15 which are in compression during erection. The tempo¬ 
rary adjusting apparatus is placed near a panel point. 



Bottom Ch^rd Device 

Fig. 10.- -Krcction adjustment, < 'incinnati-Newport Undue. 


Figure 19 shows the erection adjustment device of the Cincinnati- 
Newport Bridge. The adjustable top chord member is slotted at its end 
around the truss pin and around the pin of the right roller; thus being 
held in position vertically and laterally while permitting longitudinal 
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expansion. The left roller is attached by its pin to the chord. A short 
temporary eyebar connects the right roller, which is unconnected to the 
chord itself, to the truss pin at the panel point. The wedge between the 
rollers, when moved down by its operating screw, separates the rollers 
and draws the panel points corresponding to U 17 and U 18 of Fig. 15 
together; and when moved upwards allows these panel points to separate. 
The rollers of the bottom chord adjusting device arc attached directly 



Fit;. 20/1.— Krccling udjuxt nitwit devices, Beaver Bridge. 


to different sections of the bottom chord; one section of the chord being 
slot,ted around the pin of the roller attached to the other section. Lower¬ 
ing the wedges separates the rollers and drives apart the panel points 
corresponding to L18 and L19 of Fig. 15. Raising the wedges allows 
these panel points to draw together. In practice the adjustments are 
usually so made at the beginning of erection of the suspended span, that 
t he outer ends of the semi-trusses will require only to be lowered by releas¬ 
ing the adjusting apparatus. After erection, the temporary eyebars, 
frames, wedges ami rollers may be removed, leaving the proper chord 
18 
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members self-adjusting to expansion. The apparatus described above 
gave entire satisfaction. 

The erection adjustment device of the Red Rock cantilever bridge in 
California is the same in principle, but the wedges bore against sliding 
surfaces instead of rollers. 

In the Beaver Bridge the bottom chord was adjusted by means of a 
wedge device and the top chord by a semi-toggle operated by a sort of 



Fig. 20/?.—Arrangement of temporary nif‘intier.s for erection adjustment,, Beaver Bridge. 


turnbuckle arrangement (Fig. 20.1 and 20B). The same device was used 
for the Sewicklcy arm Monongahela bridges. At the beginning of erection, 
the wedges and toggles were so set that no f urthcr extension was needed and 
the final adjustment required was only the lowering of the ends of the 
semi-trusses by releasing the wedges and toggles in order to make the final 
connections. 

In large bridge's other erection adjustments are required in order to 
make connections at the panel points under varying conditions of erection 
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stresses. A description of the devices used for the Monongahela Bridge is 
contained in the Engineering Record , April 9, 1904. 

95. Anchorages. —Anchorages at the shore ends of the anchor 
arms usually consist of eyebars extending down into the abutments and 
attached to girder platforms embedded in the masonry. 

The anchorage for the Monongahela Bridge, Pittsburgh, is shown in 
Figs. 21 and 22. The reaction girders are embedded in the pier 50 ft. 
below the top and have a full capacity of 1,500,000 lb. resistance to uplift 
which is 75 per cent in excess of the computed maximum uplift. The 
30-ft. eyebars connected to the reaction girders engage with the 30-ft. 



l-’itj. 21.- Atirhorngi! details, Monongahela Bridge. 

eyebars connected to the end of the anchor arm. The anchor end of the 
truss botlom chord has bearing plates riveted thereto which bear on the 
top flanges of the cast steel pedestals. They are locked over the pedesf als 
and are adjusted by means of the screws so as to bring the end pin to 
exact bearing in the loaded anchor bars and allow for inaccuracies in 
masonry work and setting of the reaction girders. 

The anchorage adjustment of the Beaver Bridge is shown in Figs. 
23 and 24. This provides adjustment for stretch in the anchorage eye- 
burs. The computed end reaction changes under live load from 2,100,000 
lb. positive to 2,300,000 lb. uplift. Wedges are provided between the 
cast steel blocks which engage the anchorage eyebars within the shoe, 
and the inclined wedge-scats in the shoes. These wedges were driven 
when the eyebars were under maximum stress which prevented subse¬ 
quent shortening of the eyebars under reduced load. 

The stress in the eyebars being constant, the shoes arc drawn tight 
to the bridge seat under all conditions of uplift. The anchor eyebars 
connecting the embedded reaction girders and anchorage bearings on top 
of the pier, are fixed; provision for expansion being made through the 
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built-up rockers, 5 ft. long, connecting the anchor arm to the anchorage 
bearing. 

The total computed expansion due to temperature and strain is about 
7 in. and the 100,000-lb. longitudinal thrust due to the maximum inclina- 



liu. 2.'$.- One of the anchorage hearings of the Heaver Hiidgc. 

With rrosshead block at upper end of anchorage cyebars, wedge adjustment under 
block to hold cyebars in maximum tension, and rocker connection from block to end pin of 
bridge. The bearing takes no wind reaction, this being carried to a special wind abutment 
at middle of end floor beam. 

lion of the rockers is taken up within the shoe ilself and prevented from 
affecting the anchorage eyebars by shaping I he ends of the eye bar blocks 
as slides fitted into guide jaws formed by the outer webs of the shot's. 

In the Sewickley Bridge, Pittsburgh, the anchorage arrangement is 
similar to that of (he Beaver Bridge, except that adjustment for stretch 
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in the anchor eyebars is made by means of an eccentric instead of by 
wedges. The 9££-in. pins taking the lower ends of the short rockers are 
turned to 7% in. at the webs of the shoes and pass through flanged steel 
sleeves seated on the webs of the shoes. The 7%-in. pin hole in the sleeves 
are Yi in. eccentric with the outer circumference of the sleeves, and, by 
turning the sleeves, 1-in. adjustment of the pin is obtainable (Fig. 25). 
Final adjustment was made under maximum strain in the eyebars. 

9c. Lateral Systems.—The top lateral system of the sus¬ 
pended span may end at portals between the end posts, and the wind 
loads transferred to the bottom lateral system of the cantilever arm; or 
the top lateral loads may be transferred to the top lateral system of the 
cantilever arm and carried through this system to portals between the 
long diagonals corresponding to Z)8-10 and D20-22 of Fig. 15 and thence 
to the piers. In the former case, there are no laterals in the end panels 
(12-13 and 17-18 of Fig. 15) of the suspended span. In the latter ease 
special details are required to transfer the wind loads past the sliding 
joints in the adjusting top chord members in the end panels of the sus¬ 
pended span (E/J2-13 and E/17-18 of Fig. 15). Likewise, special details are 
required to transfer the bottom lateral loads past the sliding joints in 
the adjusting bottom chord members in the last panels of the cantilever 
arms (L18-1A of Fig. 15). 

Figure 2G shows the bottom lateral transfer of the Thebes Bridge. 
The cantilever span lateral system ends at the floor beam (which is 
the lateral strut of the system) near the sliding joint and the suspended 
span lateral system ends at the other side of the joint; there being an 
independent strut to hold the two chords in position, which was placed 
after the erection of the superstructure. The sliding joint is made with a 
clearance of \$2 in., but t he link arrangement (devised by Ralph Modjc- 
ski) transmits wind shearing forces without developing bearing in the 
joint itself. 

In this bridge the top lateral system of the suspended span ends at 
portals between the end posts which transfers the load to the bottom 
lateral systems of the cantilever arm. The top chord member in the end 
panel of the suspended span is therefore a dead member after erection 
and the joint is simply an oblong pin hole. 

In the Inter-provincial Bridge over the Ottawa River, Ottawa, Can., 
the top lateral loads of the suspended span are transferred to the top 
lateral system of the cantilever arm; and the end sections of the top 
chords of the suspended span to which the suspended span laterals aro 
riveted, are fitted to slide; longitudinally with finished bearings between' 
the jaws of the members corresponding to E/12-13 and U 17-18 of Fig. 15." 
The transverse struts and diagonals of the cantilever arm lateral system 
extending toward the piers are riveted to these members. 
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The wind transfer details of the Beaver Bridge are shown in Figs. 
27 and 24. In this bridge both the top and bottom lateral loads of the 
suspended span are transferred respectively to the top and bottom lateral 
systems of the cantilever arm, without preventing free longitu dinal 
motion between the suspended span and the cantilever arm and all 
lateral loads are transferred to the end abutments by means of wind 
pedestals which engage the end floor beams at their centers by means of 

Inside/ 24*4.*$ L* f fo'Pm 


_V._; . 'suspended Span letter Chord. 



longitudinally sliding joints lined with manganese bronze. The sus¬ 
pended span top lateral system ends at the hip joint with a transverse 
strut. The top lateral system of the cantilever arm ends at the middle 
of this strut and is provided with a longitudinally sliding joint between 
guide jaws on the strut, the jaws being lined with manganese bronze. 
The eyebars comprising the top chord corresponding to f/12-13 and f/I7- 
18 of Fig. 15 which were used as erection members are laced together to 
form stiff members of the lateral system. 

9 d. Stringer Expansion Bearings. —The stringers require 
expansion bearings at one end in the last panel of the cantilever arm. 
They are usually made by allowing one end of tin; stringer to slide in 
pockets, as seen in Fig. 27. 
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The tower pier bearing for the Beaver Bridge is shown in Fig. 28. 
The center of the bed of rollers is on the bottom chord center line and 
thus permits rotation of the joint and eliminates secondary bending 
stresses due to truss deformation. The bearing is not an expansion 
bearing properly so-called. 



E*pan-.ion Jomt m Top La+crals Expansion Join+ in Bottom La+erotft. 


Fig. 27.—Wiud-tr.'insfcr details at end of suspended span, Beaver Bridge. 


10. Economy.—Theoretical discussions have been advanced purpor¬ 
ting to show that., aside from the question of falsework costs, the canti¬ 
lever bridge lias in general no economic advantage over a bridge of the 
same size consisting of simple spans, if the conditions are such that the 
piers may be located with equal economy in any position. But the ele¬ 
ments entering into the problem are too many to be expressed in a formula 
and the deductions from such theoretical discussions are likely to be 
erroneous. The economic advantage of the cantilever des’gn in a par¬ 
ticular eas< is, however, partly offset as a result of the practice of increasing 
the sectional areas of members subject to reversal of stress under live 
load, on account of such reversal. The practice referred to is a relic of. 
the now obsolete practice of reducing the allowable unit stresses in 
members subject to change of stress even of like kind (the reduction being 
a function of the maximum and minimum stresses) and should be dis¬ 
carded. It is entirely reasonable to design members for themaximum 
stress of cither kind without reduction of unit stresses on account of 
reversal. 

The cantilever principle has been used to ml vantage even for small 
bridges where simple spans would ordinarily be used. One instance will 
bo cited, namely the cantilever girder bridge at- Salamanca, N. Y., details 
of which are shown in Fig. 17. 
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It was necessary to build a bridge of specified dimensions over the 
Oswego River within a certain appropriation. Complete designs and 
estimates were made for a bridge of several simple spans all of the same 
length and several span-lengths were tried. The theoretical criterion 
that the cost of two girders (the only variable quantity in the super- 


Lk>Uk>' 


n.isJ&A .i.s 

*£•5* - * .a* * 


, L 8 *-K> 

| 4 'y.y, U* 
ii.V- 1 

v ]- - - 



1 4 an 
2 - 
4 ■ 


</■«%* J 4 " Lio Liz 
AKnpFhloWxS (j bH ls\\oat 


‘-r 7.. • A a. !.V;i\ (r* 

t 4 -*.'. V~.V .V.\V.-.V. Yv.V.V ." -1 





V*lVJ . . . 

• !■ • • • * 

. :;:r.. 
*•*;«'* • sYY 

• ■, M •• • 

■3-.j 


I £ ■ 44**4'^4 5 * 

2 ■ ■ 60*'i*4g\ 

1 { I i-V ih TO '/■ i'rij i/'j 
J . f'4 - U'<.At5iirts . 

* - 

1 4 - - /. 

IPUlffl'.fiiO, y.2t7‘ 

/2 hill 

SfarM.i, ),3J r 
' ‘ v:‘UT l 4 -£\H 


i'S'JCi tcod- 



Q 


£5 

Pi 

P 

p 

P 

Pi 

Pi 


P 


Pi 

□nr 

□ 

1 . 

□ 

□ 

h 

L 

□ 

m 

□ 


P 

rp] 

4v 

f 7—1 

I * <— **4 


U 


"1 

[ 77 I 



n 

• t~4 


‘T7* 

'A- -T' 

t 

■■■■5" - 

r 7 ^ 


•1 

a 


ic'J Horkrn V i * 1 ■ (' / 
154 /c'i-M Ji£\a/3'i 


'L 6<5 


Lio 


Fio. 28.—Typical details of 1 lio lower pier hearing, Heaver Bridge. 


structure) should equal the eost of one pier including excavation and pile 
foundation, was verified. Eighty-foot spans were found most economical. 
The,cast of such a bridge, however, exceeded the appropriation. Designs 
were then made for the cantilever structure shown, with the following 
results: 
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n , 1 
Cantilever J 

Simple span 



bridge 

\ 

bridge 

Girders 455,000 lh. at, 34^ cts. 

.[ 

! 

. i 

$17,100 

Girders 355,000 lb. at 3% cts. 

. 

$13,300 ! 

4 piers at, $3,800 nanh. 


i 

15,200 

4 piers at $3,500 each. 


14,000 



$27,300 

$32,300 


The foregoing comparison is based on very low contract prices; at 
ordinary prices the economic advantage of the cantilever would be 
greater. The total cost of this structure was about $80,000. 



Fiu. 28.1- Tower pier bearing, Heaver Bridge. 


11. Relative Rigidity. The simple span structure possesses a theoret¬ 
ical advantage over the cantilever in point of rigidity Actual canti¬ 
lever bridges show, however, no lack in this regard under all conditions 
of traflic and the designer should not hesitate to take advantage of any 
economy shown by comparative designs. 

12. Economical Ratios of Span Lengths.- In cases where the location 
of the piers is not more or less fixed by the ground contour or other 
restrictions, the relative lengths of the anchor arm or intermediate 
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span, the cantilever arm, and the suspended span necessary to obtain 
maximum economy, must be decided. The economic ratios of lengths 
will differ for different ratios between dead and live load. For any 
particular case it may be assumed, in making a first approximation, that 
the material in the trusses or girders is proportional to the a r s of the 
moment diagrams. Having selected a few arrangements t.nat look 
reasonable, the curves of total moment for the assumed dead and live 
loads should be plotted. That arrangement which has the least total 
moment area may be selected as the basis of making preliminary designs 
and estimates to determine the correct ratios of lengths. 

It will sometimes be of advantage to increase the lengths of the anchor 
arms and decrease those of the cantilever arms in order to avoid using 
anchorages. 

13. Miscellaneous Data.—The following table gives the span lengths 
of several bridges which are all of the type of the 1 leaver and Monongahela 
Bridges: 


Each of 
i anchor 
! arms 


Monongahela. 346 

Beaver. 320 

Scwicklcy. 300 

Mingo Junction. 208 

Cincinnati-Newport. 250 

Burlington, Iowa. 260 


I 


Each of 2 
cantilever 

arms 

Suspended 

span 

| Total 
' length main 
spans only 

226 

360.0 

• 

1,504.0 

212 

1 285.0 

1,400 0 

200 

350.0 

1,350 0 

105 

1 310.5 

1.206 5 

156 

! 208.0 

1,020 0 

J32 

216 0 

1,000 0 


The following data of quantities (structural steel only) in the main 
spans, omitting approach spans, gives an idea of the magnitude of typical 
cantilevers: 

Beaver. —Two-track railroad bridge 34 ft. 0 in. center to center of trusses. 


Anchor and cantilever arms, 1,12» ft. 

Trusses, bracing, bearings, anchorages . 21,000,000 

Floor. 3,500,000 


24,500,000 lb. 

Suspended span, 285 ft. 


Trusses and bracing. 2,220,000 

Floor. 875,000 


3,005,0001b. 
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Sewickley .—Highway and electric railroad bridge, 32 ft. center to center of trusses. 


Anchorages. 93,0001b. 

Anchorage arms including tower posts. 4,430,000 lb. 

Cantilever arms. 2,545,000 lb. 

Su- tended span. 1,805,0001b. 

Memphis. --One-track railroad and highway bridge, 30 ft. center to center of 
trusses. 

Anchor span, 22(5 ft. 1,607,000 lb. 

Cantilever span, 169 ft. 1,252,000 lb. 

East suspended span, 452 ft. 2,330,000 lb. 

Cantilever arm, 169 ft. 1,285,000 lb. 

Intermediate span, 621 ft. 5,122,000 lb. 

Cantilever arm, 169 ft. 1,260,000 lb. 

West suspended span, 452 ft . 2,328,0001b. 


The steel in the main spans of Thebes Bridge weighed about 
28,000,000 lb. 

The steel in the Monongalicla Bridge weighed about 14,000,000 lb. 

The steel in Mingo Junction Bridge weighed about 12,000,000 lb. 

The diagram, Fig. 29, shows the comparative lengths (main spans 
only) of typical large American cantilever bridges. 

Note the various types of web systems. The “K” system, used in 
the Quebec Bridge, or the double Warren system used in the Memphis 
Bridge (ajso Cernavoda Bridge, Fig. 36), gives less distortion and smaller 
secondary stresses than the usual subdivided Pratt system. 

14. Arched Cantilever Bridges.—Strained attempts to disguise the 
true character of a structure should never be made. Most attempts at 
disguise end in failure and show i>oor judgment and bad taste. Such 
bridges as the Quebec (Fig. 29), Cernavoda 1 (Fig. 36), Monongahela 
(Fig. 29) and Red Rock (Fig. 33) are pleasing structures, because their 
true nature is expressed. The Jubilee Bridge, 2 Calcutta, India, on the 
other hand, is not a success esthctically because the camel-back truss 
supported at intermediate points does not carry out the cantilever idea 
suggested by the relationship between substructure and superstructure 
(Fig. 31). Cantilever bridges can, however, be built on arch outlines 
with good effect and at the same time conform to structural requirements. 
The cantilever principle gives a correct solution in cases where arches 
suit the topography but where proper foundations for true arches are 
secured with difficulty. 

The Arroya Del Chico railroad bridge Mexico (Fig. 30) is a deck 
truss bridge built over a deep gorge and consists of two anchor arms of 105 
ft. each, two cantilever arms of 135 ft. each, and a suspended span of 120 
ft. The top chord is horizontal. The bottom chords of the anchor arms 
are circular segments and the bottom chords of the cantilever arms and 

1 See Eng. Neirs, Aug. 27, 1896 and R. If. Gazette, Nov. 29, 1895. 

* See Eng. Record, Oct. 4, 25, 1890. 
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suspended span form a circular segment. The depth at the piers between 
anchor arms and cantilever arms is 63 ft. The structure as a whole 
presents the appearance of a spandrel braced arch with two semi-arch 
approach spans. 

The gorge is through solid rock and a better solution would have been 
to make the center span a true arch which could have been erected by the 



Blackwells Island cr Qjf i. n-dvui Bridge New. Wk NY 



Quebec Bridge 
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Fig. 29. —Outlines of lnw \meiic;m rarililevrr Iiridfros. 

cantilever method, and, after joining ,it the center, have supported live 
loads by arch action. Or, the suspended span could have been omitted 
and the cantilever arms extended and connected by a sliding joint, 
the structure being partially continuous. Several so-called balanced 
cantilevers, both steel and reinforced concrete girders, have been built 
on the latter principle to give the appearance of arches when the founda¬ 
tions were not suit able to support true arched bridges. 
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Davis Avenue Bridge, Allegheny, Pa., is another example of a canti¬ 
lever built on the lines of a spandrel braced arch. The bridge is over a deep 
ravine and consists of two anchor arms, 95 ft. each, two pier panels 25 ft. 



Fia. 30..Arroy.i Del Chico Bridge, Mexico. 


each, two cantilever arms 39 ft. each and a 78-ft. suspended span. The 
depth over the piers is 55 ft. The top chord is horizontal (the bridge 
being a deck structure) and the bottom chords form circular segments 
as in the Arroya Del ('hico Bridge. 



Kiverside Drive viaduct over 90th Street., New York City, is a canti¬ 
lever built, on the lines of an arch with suspended span omitted. This is 
a deck steel struct ure support ed on steel columns at the curbs with masonry 
anchor piers beyond the sidewalks The anchor arms, about 20 ft. each, 



l\iu. Font do Frans, Mir la Sai'nio a Vilh'-franclio, France. 


span the sidewalks and the cantilever arms about 35 ft. each, join over the 
center line of the street. The cantilever design was adopted because the 
cost of foundations suit able for a masonry arch would have been excessive. 



Fn;. 33. - Bed Hook Bridge, California. 


The Passy Bridge over the Seine Biver, France, is a beautiful struc¬ 
ture, comprising anchor, cantilever and suspended spans, and resembles 
a series of flat arches with semi-arch approach spans. The narrow por¬ 
tions between chords have solid webs with arched spandrel openings. 
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16. Some Esthetic Considerations. —The Pont de Frans 1 over the 
Saone River, France, is one of the most beautiful examples of a cantilever 
structure, exhibiting extreme grace of outline while conforming to struc¬ 
tural requirements (Fig. 32). In contrast to this is the Jubilee Bridge 
(Fig. 31) which is, taken as a whole, discordant, although the trusses have 
graceful outlines. The Red Rock cantilever (Fig. 33) lacks the graceful 



curves of the Pont de Frans, but is nevertheless, a beautiful structure in 
the same sense that the modern automobile, in comparison with the early 
“horseless carriage,” is a beautiful object. Combining excellence of 
proportion with complete adaptation to conditions, it is a perfect expres¬ 
sion of fitness. The Winona and Marietta bridges (Figs. 34 and 35) are, 
compared with the Pont de Frans and the Red Rock cantilever, at the 



other extreme of the scale. Lacking symmetry and graceful outlines 
and proportions—in fact, disregarding almost, every requirement of 
beauty—they are almost fascinating for ugliness. 

If any criticism may be made of the Forth Bridge, Scotland, it is that 
the suspended spans are not in proportion to the massive cantilevers. 



L_ 4 € 7 - _- 467 ' --• 

36.— Undue over Danolx- Hi\or, Cerii;i\oil;i, Itouniariia. 


The Quebec Bridge, although consisting of straight linos instead of curves, 
is in the main structure excellently proportioned and impressive, but 
the comparatively insignificant deck approach spans detract from its 
effectiveness as a whole. The good effect of the Beaver Bridge is partly 
offset by an unsymmetrical arrangement of approach spans. 

1 Sec Genie C'ini, Oct. 31, 1903; “Annals de Pont ot Cliaussccs,” 1 Trimestre, 1903. 
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Copyright, 1923, by D. B. Stisinmam 


STRESSES IN SUSPENSION BRIDGES 

1. The Cable. 

la. Form of the Cable for Any Loading.—A cable suspended 
between two points will assume the outline corresponding to the equili¬ 
brium polygon of the applied loads (Fig. la). 

The end reactions (T\ and T%) will be inclined and will have hori¬ 
zontal components II. If all the loads are vertical, II will be the same for 
both end reactions, and will also equal the horizontal component of the 
tension in the cable at any point. II is called the horizontal tension of 
the cable. 



If M' is the bending moment produced at any point of the span by the 
vertical loads and reactions, calculated as for a simple beam, the ordinate 
of the cable curve at that point (measured from the closing chord) will be 

M' .. 

V II 

J Sop also Steinman’s “Suspension Bridges, Their Design, Construction, and 
Kreetion," John Wiley & Sons, New York, 1922. 
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Since H is constant, the curve is simply the bending moment diagram for 
the applied loads, drawn to the proper scale. If / is the sag of the cable, 
or ordinate to the lowest point C, and if M e is the simple-beam bending 
moment at the same point, then H is determined by 

H = M f e (2) 

To obtain the cable curve graphically, simply draw the equilibrium 
polygon for the applied loads, as indicated in Fig. la, b. The pole dis¬ 
tance II must be found by trial or computation so as to make the polygon 
pass through the three specified points, A, B and C. The tension T at 
any point of the cable is given by the length of the corresponding ray of 
the pole diagram. II, the horizontal component of all cable tensions, 
is constant. If <p is the inclination of the cable to the horizontal at any 
point, 

T = II see <p (3) 


It should be noted that the tensions T in the successive members of the 
polygon increase toward the points of support and attain their maximum 
values in the first and last members of the system. 

If V is the vertical shear at any section of the cable, the slope at that 
point will be 

y 

tan . (4) 


16. The Parabolic Cable.—If a cable carries a uniform dis¬ 
tributed load (w per horizontal linear unit), the resulting equilibrium 
curve is a parabola. The horizontal tension is 


II 



( 5 ) 


With the origin of coordinates at the crown, the equation of the curve is 



(«) 


If the origin is taken at one of the supports fas A, Fig. 1), the equation 
becomes 

y = A ^ (l - - r ) * (?) 

The maximum tension in the cable, occurring at either si^jjjg|rt, will be 

Ti = y/lb | C' 2 W) 2 (8) 


or 

_ wl 2 , 

T i = V 1 -f Km* 

where n denotes the ratio of the sag/ to the span l. 


(9) 


(10) 
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The inclination of the parabolic cable at the support is given by 

4 / 

tan <pi = j- = 4n t (11) 

T ct length of the parabola between two ends at equal elevation 
is given t>y 

L = 2<1 + l<5n ! )* + ~ log,[4n + (1 + Km*)”] (12) 


When a good table of hyperbolic functions is available, a more expeditious solu¬ 
tion is given by the equation 

L = }.. (2 u + sinh 2 u) (13) 

11 m 

where v is defined by sinh v = in. 

An approximate formula for the length of curve is 

L = i(l -f %»* - »}£n 4 ) (14) 

where n is defined by Fq. (10). h or small values of the sag-ratio n, it will 
be sufficiently accurate to write 

L = l( 1 + «#**) (15) 

for the length of a parabolic cable in terms of its chord 1. 

The following table gives Ihe values of L as computed by the exact and approxi-' 
mate formulas, respectively, ' 


Sag-ratio Length ratio = 



Exact (Eq. (12) or (13)) 

I Approx. (Eq.(14)) 

0.05 

1.00002 

1 00003 

0.075 

1.01475 

1.01480 

0.1 

1.02003 

1.02003 

0.125 

1.04019 

1.04010 

0.15 

1.05093 

1.05076 

0.175 

1 07047 

1.07506 

0 2 

1 09822 

1.09043 


% 

ylc. Unsymmetrical Spans.—If the two ends of a cable span 
are not at |^:feame elevation, tin* ordinates y should be measured verti¬ 
cally fromjffifeinclined closing chord AH (Fig. 2). If that is done, all of 
the princi|]M|fderive(l above will remain applicable, and Eqs. (1) to (7), 
inclusive, niay be kept unchanged. 

For a load uniform along the horizontal, the curve will be a parabola, 
and its equation, referred to the origin A and to the axis AH, will be as 
before 

y = fd *> 


(7) 
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If it is desired to refer the curve to the horizontal line AD, with which 
the closing chord makes an angle a, the equation becomes 

y ' = ^(l - x) + x tan a (16) 

The lowest point of the curve, V, is located by the abscissa 

x v = l 2 ( 1 + tan a) (17) 

To find the exact length of the curve, apply Eq. (12) or (13) to the 
segments VA and VB (Fig. 2), treating each of these segments as one- 
half of a complete parabola, and add the results. 



Fio. 2.—Unsymmetricul psirnbolic cable. Fio. 3.—Parabolic cable in aide span. 


An extreme case of the unsymmetrical parabolic curve occurs in the 
side-span cables of suspension bridges. Using the notation shown in 
Fig. 3, the equation of the curve may be written, similar to Eq. (7), 

Vi = 4 £*'(l, ~ 3 -,) (IS) 

Here, again, y\ and/i are measured vertically from the closing chord, and 
Xi and h are measured horizontally. 

The true vertex of the curve or lowest point V will generally be found, 
by an equation similar to Eq. (17), to be outside point D (Fig. 3). The 
exact length of curve will be VA minus VD, or the difference between two 
semi-parabolas each of which may be calculated by Eq. (12) or (13). 

An approximate value of the cable length in a side span is given by 

t i / ,8 wi 2 \ 


7 i ( ■ 8 wr \ 

1 j \ = Z|( sec t»i + ) 

V 3 see 3 ai/ 


where 


Similar to Eq. (1), the side span cable ordinates are given by 

W 

y i n 

and, similar to Eq. (5), we have 

II = wll ' 2 

8 /. 


(22) 
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In order that the main and side spans shall have equal values of H, 
the necessary relation between the sags is 

/' _ “‘!> 2 (23) 
/ wl 2 

The stress at any point of the cable is given by Eq. (3) or by 

T = //(l + tan 1 *)* (24) 

At the center of the side span, where Xi — and the inclination is 
equal to a x, 

T = H(1 -f tan 2 oti) Vi (25) 

At the support, where Xi — 0, the inclination of the cable is given by 

4/i 


tan <f >i = tan ai T 


h 


( 20 ) 


and the maximum stress in the cable is 

Ty = // sec <py (27) 

Id. The Catenary.—If the load w is not constant per hori¬ 
zontal unit, but per unit length of the curve, as is the case when the load 
on the cable is due to its own weight, the cable curve is a catenary with 
the equation. 

1 . . "" - (28) 


y = 2c (c fX + c -« - 2) 


where 


c = 


// 


Using hyperbolic functions, Eq. (28) may be written 

y = 1 (cosh cx — 1) 
c 


(29) 


The total length of the catenary (behveen tw r o ends at equal elevation) 
is given by 

J cl cl 

L = i (cs-c"2) (30) 


or, expressed in hyperbolic functions, 


t 2. cl 
L = sinh 


(31) 


Equations (29) and (31) are useful in computations for the guide 
wires employed for the regulation of the strands in cable erection. If 
the length L is known, Eq. (31) may be solved for the parameter c, using 
a method of successive approximations, and the ordinates then obtained 
from Eq. (29). Good tables of hyperbolic functions will expedite the 
solution. 

The length from the vertex to any point of the catenary is also given by 

L — 1 V‘2 'ey + c a y 2 
c 

which may he used for unsyminotrical catenaries. 


(32) 
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The stress at any point will be 


or, in hyperbolic functions, 


T ~ 2 C <«" + e ~") 


T — 11 cosh cx. 


The last equation may also be written in the convenient form 

T = u'ii + // (35) 

At the span center, where y = 0, tin's gives T - II] and at the supports where y - 
/, we have 

T j = wf + II (30) 

If the sag-ratio (n = ^) is small, all of the formulas for the catenary 

may be replaced, with sufficient accuracy, by the formulas for parabolic 
cables. 

le. Deformations of the Cable - As a result of clastic 
elongation, slipping in the saddles, or temperature changes, the length 
of cable between supports may alter by an amount AL; as a result of tower 
deflection or saddle displacement, the span may alter by an amount A/. 
The resulting center deflections, or changes in cable-sag, are then given by 

^ “ + lto <5 - 24»«; Al (;,7) 

and 

15 - 40w 2 + 2X8* < 

A/ ” 16*(5 - 24/t 2 ) ^ (J8) 

For a change in temperature of t degrees, coefficient of expansion u, 
the change in cable length will be 

AL = uIL ( 39 ) 

For any loading which produces a horizontal tension II, the elastic 
elongation will be, very closely, 


AL = 


L IIL 


l EA 

where E is the coefficient of elasticity and A is the area of cross-section 
of the cable. Another expression for the elastic elongation is 

////.,] t) „ \ 


w _ HI , lb „\ 
lL EA ( f 3 " ) 


2. Unstiffened Suspension Bridges. The unstiffened suspension 

bridge is not used for important struc- 
_ - tures. The usual form, as indicated in 




y' 'if Fig. 4, consists of a cable passing over 

—/--■+- 1 - *■-/, -i two towers and anchored by backstays 

Fiu. 4. UnMiff>nod .suspension bridge. to a ji rm foundation. The roadway is 

suspended from the cable by means of hangers or suspenders. As 
there is no stiffening truss, the cable is free to assume the equilibrium 
curve of the applied loading. 
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2a. Stresses in the Cables and Towers. —If built-up chains 
are used, as in the early suspension bridges, the cross-section may be 
varied in proportion to the stresses under maximum loading. In a wire 
cable, the cross-section is uniform throughout. 

As the cable and hangers are light in comparison with the roadway, 
the combined weight of the three may be considered as uniformly dis¬ 
tributed along the horizontal. Let this total dead load be w lb. per lin. 
ft. The cable will then assume a parabolic curve; and all of the relations 
represented by Fqs. (5) to (15) will apply. 

For a uniform live load of p lb. per lin. ft., the maximum cable stress 
will occur when the load covers the whole span, and will have a value 

r ’ = x/ (l + (42) 


Adding the dead load stress, we obtain the total stress in the cable at the 
towers: 


m (w + p)l 2 

l(w + P )= ur ' 1 + Ida 2 ) 


«/ 


(43) 


If a] is the inclination of the backstay to the horizontal (Fig. 4),' 
the stress in the backstay will be 

T\ = If sec «! (41) 


If cable and backstay have equal inclinations at the tower, their 
stresses, represented by Eqs. (43) and (44), will be equal. 

The vertical reaction of the main cable at the tower is (w + p) 

If the backstay has the same' inclination as the cable, it will also have 
the same vertical reaction, so that the total stress in the tower will be 

T = (w + p)l (45) 


2b. Deformations under Central Loading.- -Under partial 
loading, the unstitTened cable will be distorted from its initial parabolic 
curve. It is required to find the de¬ 
flections produced by the change of 
curve, disregarding for the present 
any stretching of the cable or any 
displacement of the saddles. 

The maximum vertical deflection at 
the center of the cable will occur when 



Fio. 


Loading for maximum vortical 
deflection. 


a certain central portion of length kl is covered with live load p, in 
addition to the dead load w covering the whole span (Fig. 5). 



296 


MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec. 8-2 c 


V 

For different values of the load ratio w , we obtain the following values 
for the maximum crown deflection A/: 


For P = 0 
w 


i ?.< 

! 

H 

1 

2 

j .3 

i 

k = 1.0 

0.04 

0.30 

0 28 

0.25 

0.23 

j 0.21 

A/ = 0 ! 

0 013 ! 

0 022 

0.028 

0.045 

0.007 

j 0.080/ 


From this table we obtain the following empirical values, sufficiently 

!) 

accurate between the limits q = = \'x to 4: 


w 


k = 0.20 + -° 

Q 

A/ = (0.007 + 0.046(7 - 0.00755*)/ 


(46) 


2c. Deformations under Unsymmetrical Loading. —The 

greatest distortion of the cable from symmetry, represented by the 

maximum horizontal displacement of the low 
point or vertex, V, will be produced by a con¬ 
tinuous uniform load extending for some dis¬ 
tance kl from the end of the span (Fig. 6). 
The maximum deviation e of the crown V from 
Fig. g.—M aximum hori- the center of the span C will occur when the 
zontai displacement of the head of the moving load reaches the low point 

V, and is given by 



crown. 


c 1 w lei' ir 

i ” 2 + p ~ V /, + i, 


(47) 


The uplift of the cable at the center of the span will then amount to 

v - (/ 

We thus obtain the following values: 


For V = H 
w 

: H 
j 

; a 

j 

1 . 

1 





e = 0.028 

0 036 

i 

! 0.051 

o.oso : 

0 105 

o.i34 : 

0.167 j 

0.101/ 

A/ = 0.003 

0.004 

0.008 i 

0 021 , 

0.030 

0.045 

0.002 

0 070/ 


2d. Deflections Due to Elongation of Cable. —The total 
length of cable including the backstays is 

L -f 2 Ly — l^l -f % n 2 — -f 2fi sec a\ 


(49) 
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For a change in temperature of t degrees, the total elongation of cable 
will be 


A L = ul(L + 2L0 


(50) 


For the elongation of the cable due to clastic strain, wo may write 


al = iiK 1 + y n2 ) + 2l ' scc ® ai ] 


16 


(51) 


In addition there may be a contribution to AL from yielding of the 
anchorages. 

If the cable is capable of slipping over the fixed saddles, the resulting 
deflection A/ is obtained by substituting the above values of AL in-Eq. 
(37). 

If, however, a displacement of the saddles will occur before the cable 
will slip, any elongation of the backstays will alter the span / but not the 
length L of the cable in the main span. In that case, the combined 
effects of temperature and clastic strain will give: 


and 


SI. ---- U,IL + ™(l + "’«-) 


Hi 


A l — — 2 sec sec «i + j^-sec 2 


(52) 

(53) 


The resulting deflection A/of the main cable will be: 




15 

16(5n — 



16 - 40n 2 -f 288// 4 
10(5n - 24n 3 ) 


(54) 


3. Stiffened Suspension Bridges. —In order to restrict the static 
distortions of the flexible cable discussed in the preceding pages, there is 
introduced a stiffening truss connected to the cable by hangers (Figs. 
7, 13). The side spans may likewise be suspended from the cable (Figs. 
10, 14), or they may be independently supported; in the latter case the 
backstays will be straight (Figs. 13, 16). The main span truss may be 
simply supported at the towers (Figs. 10, 13), or it may be built continu¬ 
ous with the side spans (Figs. 14, 16). A hinge may be introduced at the 
center of the stiffening truss in order to make the structure statically 
determinate (Fig. 8), or to reduce the degree of indeterminateness. 

Another form of stiffened suspension bridge is the “braeed-chain” 
or “suspension truss” type. Instead of using a straight stiffening truss 
suspended from a eable, the suspension system itself is made rigid enough 
to resist distortion by building it in the form of an inverted arch (Figs. 
17, IS, 19, 20). 
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For ease of designation, it will be convenient to adopt the following 
symbolic classification of stiffened suspension bridges based on the number 
of hinges in the main span of the truss: 


Stiffened s u s p e n s i o n 
bridges 


Continuous 

One-hinged 

Stiffening truss j 

Two-hinged 

Three-hinged 

'( Ilingcless 
(Fig. 20) 
One-hingcd 
Braeed chain { Two-hinged 
(Fig. 19) 


Side span free = OF 
(Fig. 16) 

Side span suspended = 0»S 
(Fig. 14) 

Side span free = IF 

Side span suspended = 1»S' 

f Side span free — 2F 

(Fig. 13) 

Side span suspended = 2.S’ 
(Fig. 10) 

Side span free = 3F 

(fig. S) 

Side span suspended = 3*S 

- OB 

- 1/i 

- 2B 


Three-hinged - 371 
(Figs. 17, IS) 


In Types 2F and 3F, the side spans are not related In the main elements of the 
structure and may therefore be omitted from consideration. Hence these types are 
called “single-span bridges.’’ 


The suspension bridges with 
seated first. 


straight stiffening trusses will be pre- 


3a. Assumptions Used.- —In the (heory that follows, we adopt 
the assutnpt ion that the truss is sufficiently stiff t o render the deformations 
of the cable due to moving load practically negligible; in other words, we 
assume, as in all other rigid structures, that t he lever arms of the applied 
forces are not altered by the deformations of the system. The resulting 
theory is the one ordinarily employed, and is sufficiently accurate for all 
practical purposes; any errors are generally small and on the side of safety. 

If the stiffening truss is not very stiff, or if the span is long, the deflec¬ 
tions of truss and cable may be too large to neglect. To provide for such 
cases, there has been developed an exact method of calculation which takes 
into account the deformations of the system. For lack of space, this 
“Exact Theory" will not be presented here, but the interested reader is 
referred instead to other works on the subject. 1 


1 Mjblan-Steinman, “Theory of Arches and Suspension Bridges,” pp. 76 to 36, 
McGraw-Hill Book Co., 1913. 

Johnson', Buy ax and Turneaure, “Modern Framed Structures,” Purl, II, 
pp. 276 to 313, John \\ iley & Sons, 1911. 

.Burr, “Suspension Bridges,” pp. 212 to 2-17, John Wiley & Sons, 1913. 
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The common theory developed in the following pages for the analysis of suspension 
bridges with stiffening trusses is based on five assumptions, which are very near the 
actual conditions: 

(1) The cable is supposed perfectly flexible, freely assuming the form of the 
equilibrium polygon of the suspender forces. 

(2) The truss is considered a beam, initially straight and horizontal, of constant 
moment of inertia and tied to the cable throughout its length. 

(3) The dead load of truss and cable is assumed uniform per lineal unit, so that the 
initial curve of the cable is a parabola. 

(4) The form and ordinates of the cable curve are assumed to remain unaltered 
upon application of loading. 

(5) The dead load is carried wholly by the cable and causes no stress in the stiffen¬ 
ing truss. The truss is stressed only by live load and by changes of temperature. 

The last assumption is based on erection adjustments, involving regulation of the 
hangers and riveting-up of the trusses when assumed conditions of dead load and 
temperature are realized. 

3b. Fundamental Relations. —Since the cable in the stiffened 
suspension bridge is assumed to be parabolic, the loads acting on it must 
always be uniform per horizontal unit of length. All of the relations 
established for a uniformly loaded cable (Eqs. (5) to (27)) will apply in 
this case. 




Fio. 7.'—Forres acting on the stiffening truss. 

If I lie panel points arc uniformly spaced (horizontally), the suspender 
forces must be uniform throughout (Fig. 7). These suspender forces 
arc loads acting downward on the cable, and upward on the stiffening 
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truss. It is the function of the stiffening truss to take any live load that 
may be arbitrarily placed upon it and distribute it uniformly to the 
hangers. 

The cable maintains equilibrium between the horizontal tension H 
(resisted by the anchorages) and the downward acting suspender forces. 
If these suspender forces per horizontal linear unit are denoted by s, 
they are given by 

X = 11. (55) 

The truss (Fig. 7) must remain in equilibrium under the arbitrarily 
applied loads acting downward and the uniformly distributed suspender 
forces acting upward. If we imagine the last forces removed, then the 
bending moment M' and shear V at any section of the truss may be 
determined exactly as for an ordinary beam (simple or continuous as the 
truss rests on two or more supports). 

If the stiffening truss is a simple beam (hinged at the towers), the 
bending moment at any section due to the suspender forces is 

M s = II y (56) 

and the total moment at the section will be 

M = M’ - Hi; ' (5$ 

where y is the ordinate to the cable curve measured from the straight 
line joining A ' and B', the points of the cable directly above the .ends of 
the truss (Fig. 7). 

If <p is the inclination of the cable at the section considered, the shear 
produced by the hanger forces is given by 

V, = //(tanp — tan a) ' (58J 

and the total shear will be 

V = V — //(tan <p — tan «) (59, 

where a is the inclination of the closing line A'B' below the horizontal 
(generally zero). 

In Eqs. (57) and (59), the last term represents the relief of bending 
moment or shear by the cable tension II. 

Representing M' by the ordinates y' of an equilibrium polygon or 
curve constructed for the applied loading with a pole distance = II, Eq. 
(57) takes the form 

M = II (if - y) ( 60 ) 

Hence the bending moment at any section of the stiffening truss is repre¬ 
sented by the vertical intercept between the axis of the cable and the 
equilibrium jiolygon for the applied loads drawn through the points 
A'B' (Fig. 7). 
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If the stiffening truss is continuous over several spans, the relations represented 
by Eqs. (56) to (60), inclusive, must be modified to take into account the continuity 
at the towers. The corresponding formulas will be developed in the section on con¬ 
tinuous stiffening trusses. 


3c. Influence Lines. —To facilitate the study and determina¬ 
tion of suspension bridge stresses for various loadings, influence diagrams 
are most convenient. 

The base for all influence diagrams is the //-curve or //-influence line. 
This is obtained by plotting the equations giving the values of // for 
varying positions of a unit concentration. In the case of three-hinged 
suspension bridges, the //-influence line is a triangle (Figs. 8 and 9). 
In the case of two-hinged stiffening trusses, the //-lines (Figs. 10, 12) 
are similar to the deflection curves of simple beams under uniformly 
distributed load. In the case of continuous stiffening trusses, the H -line 
(Fig. 14) is similar to the deflection curve of a three-span continuous 
beam covered with uniform load in the suspended spans. 

To obtain the influence diagrams for bending moments and shears, 
all that is necessary is to superimpose on the //-curve, as a base, appro¬ 
priately scaled influence lines for moments and shears in straight beams. 

. For this purpose, the general expression for bending moments dt 
any section (Eq. (57)) is written in the form 

•V =!/( - rr) (01) 


(excepting that in the case of continuous stiffening trusses, y is to be 

AT 

replaced by y — ef; see Eq. (158)). For a moving concentration, repre- 

U 

sents the moment influence line of a straight beam, simple or continuous 
as the case may be, constructed with the pole distance y. If this influence 
"no is superimposed upon the //-influence line (Figs. 86, 106, 10c, 146), 
the intercepts between them, multiplied by y, will give the desired bending 
moments M. In the case of stiffening trusses with hinges at the towers, 
M' is the same as the simple-beam bending moment, and its influence 
line is simply a triangle whose altitude at the given section is 

A/' 1 

V = 4/ (62) 

M' 

The triangles for all sections will have the same altitudes (Figs. 

86, 106). The corresponding altitude for sections in the side spans is b, 

M' 

(Fig. 10c). The area intercepted between the //-line and the - 

triangles, multiplied by py, give the maximum and minimum bending 
moments at the given section x of the stiffening truss. Areas below the 
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//-line represent positive moments, and those above represent negative 
moments (Figs. 8, 10, 14). Where the two superimposed lines intersect, 
we have a point K, which may be called the zero point, since a concen¬ 
tration placed at K produces zero bending stress at x. K is also called 
the critical point, since it determines the limit of loading for maximum 
positive or negative moment at x. Load to one side of K yields plus 
bending, and load to the other side product's negative bending. 

The expression for shear at any section of the stiffening truss, (Kq. 
(50)), is written in the form: 


V = L — //I (tan <p — tan 

Ltan ^ — tan a J 


OL 


(03) 


where a, the inclination of the closing chord, is generally zero. For any 
given section x, the slope of the cable is constant and is given by 


tan ip fan cl 



(04) 


The values assumed by the bracketed expression in Eq. (63) for different 
positions of a concentrated load may be represented as tin; difference 
between the ordinates of the //-line and those of the influence line for V', 

the latter being reduced in the ratio t- ^ . ■ The latter influence 

° tan ^ — tana 

line is obtained by drawing two parallel lines as and bt (Figs, 9a, 96,12a), 
their direction being fixed by the end intercepts 


am = bn = 


tan ip — tan a 


(05) 


The vertices s and t lie on the vertical passing through tin; given section x. 
The maximum shears produced by a uniformly distributed load arc' 
determined by the areas included between the // and V influence lines; 
all areas below the //-line are to be considered positive, and all above nega¬ 
tive. These areas must be multiplied by y?(tan <p — tan a) to obtain fix; 
greatest shear V at the section; and V must be multiplied by the secant 
of inclination to get the greatest stress in the web members cut by the 
section. 

4. Three-hinged Stiffening Trusses. 

4a. Analysis. —This is the only type of stiffened suspension 
bridge that is statically determinate. The condition of zero bending 
moment at the central hinge enables // to be directly determined. The 
value of // for any loading is equal to the simplc-beam bending moment 
(M o') at the center hinge divided by the sag/: 



(00) 
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The cable will receive its maximum stress when the full span is covered 
with the live load p. In that case 

n - f s (67) 

and 

s = p (68) 

Hence, under full live load, the conditions are similar to those for dead 
load, the cable carrying all the load and the trusses having no stress. 
At any section, M — 0 and V = 0. 

For a single load P at a distance kl from the near end of the span, 
the value II will be 

II = ™ (69) 


This value of II will be a maximum for k = \ 'i , yielding 

Max. II = (70) 

The influence line for II is a triangle defined by Eq. (69), and its altitude 

(at the center of the span) is given by Eq. (70) as Figures 86 and t)a 

show the //-line constructed in this manner. 

If the* truss is uniformly loaded for a distance Id from one end, the 
value of II will be: 

for l.<'A, II = (71) 

for k>H, II = (, /! (I/,- - 2 k‘ - 1) (72) 


For the half-span loaded, wo find 

II 


and 


s 


Pk 

1 Of 


(73) 

(74) 


Ono-half of the span is thus subjected to an unbalanced upward load, s - per 
lineal foot, and the other half sustains an equal downward load, p — s — 1 •>p. The 
maximum moments for this loading, occurring at the quarter points (x = V£/, x = 
:, £/) ( will be 

Max. M = ± U x pl- = : t 0.01562/)/* (75) 


46. Moments in the Stiffening Truss. —The influence 
diagram for bending moments at any section x is constructed by super¬ 
imposing the ^ triangle upon the //-influence triangle, as shown in 


Fig. 86 


II 
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The two influence triangles intersect a short distance to the left of the 
center, giving the zero point or critical point K. 

Since the two superimposed triangles have the same base and equal 
altitudes, the plus and minus, intercepted areas will be equal. Hence, if 
the whole span is loaded, the resultant bending moment at any section 
x will be zero. 

If either of the shaded areas is multiplied by py, it will give the 
maximum value of the bending moment at x. 

The distance kl to the critical point K (Fig. 86) is defined by 


k = 



(70) 



Fin. S.—Throc-liiugod stiffening truss (Type 


Moment di:igr;irnn. 


With this distance loaded, we obtain the maximum value of M for any 
value of x. 


Max. M 


px(l — x)(l — 2x) 
2(3/ — 2x) 


(77) 


The absolute maximum M occurs at x — 0.234/ when k — 0.395, ant 1 
amounts to 

Abs. Max. M = +0.01883p/ 2 (78) 

or about liupl 2 . 

After the maximum moments at the different sections along the span 
are evaluated from the influence lines or from Eq. (77), they may be 
plotted in the form of curves as shown in Fig. 8c. For the three-hinged 
stiffening truss, these maximum moment curves are symmetrical about 
the horizontal axis. They serve as a guide for proportioning the chord 
sections of the stiffening truss. 

4c. Shears in the Stiffening Truss. —The shears produced 
in the stiffening truss by any loading are given by Eq. (59); but the maxi¬ 
mum values at the different sections are most conveniently determined 
with the aid of influence lines (Fig. 9). 
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The influence line for H is a triangle with altitude = at the center 

of the span. Upon this is superimposed the influence line for shears 
in a simple beam, reduced in the ratio 1: tan <p. The resulting influence 

l 

diagram for shear V at a given section x < ^ is shown in Fig. 9a. There 

arc two zero points or critical points at x and at kl. The latter point K 
is given by 



(79) 



Fig. 0.—SIi oar diagrams) for throe-hinged stiffening truss (Type 3 F). 


With the load covering the length from x to kl, we obtain the maximum 
positive shear at x: 


Max. V 



(80) 


When x — 0, or for end-shear, k = }and we obtain: 

pi 


Abs. Max. V = 


0 


When x = }i, we find k = and 

Max. V 


pi 

10 


(SI) 


(82) 


For x>'i, the influence diagram takes the form shown in Fig. 9b. There 
is only one zero point, namely at the section x. Loading all of the span 
beyond x, we obtain the maximum positive shear: 

Max. f = 


(S3) 
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This has its greatest value for x — or at the center, where it becomes 

Max. V = pl (84) 

The maximum negative shears throughout the span have values 
identical with Eqs. (80) to (84), but with opposite signs. 

Figure 9c gives curves showing the variation of maximum positive and 
negative shears from end to end of the span. The curves are a guide for 
proportioning the web members of the stiffening truss. 

If the two ends of the cable are at unequal elevations, the foregoing results for 
shear (Eqs. (79) to (8i), inclusive) must be modified on account of the necessary 
substitution throughout of (tan <p — tan «) for tan <p as required by Kq. (59). 

5. Two-hinged Stiffening Trusses. 

6a. Determination of the Horizontal Tension H. —In these 
bridge systems, the horizontal tension II is statically indeterminate. The 
equation for the determination of H is therefore deduced from the clastic 
deformations of the system. 



Fio. 10.— Moment diagram* for two-hinged .stiffening fru.s- (T'-po 2S ). 

The expression for II consists of a fraction whose numerator depends 
up6n the loading and whose denominator (N) depends upon the constants 
of the structure. This denominator, for a two-hinged stiffening truss, 
is given by 

*-?(! +2 *>»*) + • y • j 0 + ^ tan 2 «) 

+ ■ 'll ■ (• +«»' s ) ( 85 ) 
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where (see Fig. 10a): 


l — length of main span of stiffening truss. 
li = length of side span of stiffening truss. 

/ = vertical sag of cable in main span (l). 
fi = vertical sag of cable in side span (h). 

_ / _h 

n - \, m /i 

I = average moment of inertia of truss in main span. 

I I — average moment of inertia of truss in side span. 


i 




u 

f 


A = cable section in main span. 

Ai = cable section in side span (generally equal to A). 
E = coefficient of elasticity of material of truss. 

E e = coefficient of elasticity of material of cable. 

V = span of cable, center to center of towers 
(which may be somewhat greater than l). 

U = horizontal distance from tower to anchorage 
(which may be somewhat greater than h). 
a - inclination of cable chord in main span, 
aj = inclination of cable chord in side span. 


\ 


In the expression for N, (Eq. (S5)), the lirst term is derived from the bending of the 
stiffening truss, and the other two terms from the stretching of the cable in main and 
side spans, respectively. Tins truss term contributes about 05 per cent, and the 
cable terms only about 5 per cent of the total. Hence certain approximations are 
permissible in evaluating the cable terms. Terms for the towers and hangers have 
been omitted as their contribution to the value of N would be only a small decimal 
of 1 p< r cent. 


For a concentration P at. a distance kl from either end of the main 
span, the value of the 4 horizontal tension will be 

n --- a !„ • m ■ p m 

where A’ is given by F.q. (So), and the function 

im = /v(l - 2A'“ + /c 3 ) (87) 

and may be obtained directly from Table l or from the graph in Fig. 11. 
The above value of // is a maximum when the load P is at the middle of 
the span; then k = 1 -j, and Eq. (86) yields 

Max. II = P (8S) 

J(> A w 

Similarly, for a concentration P in either side span, at a distance /fj h 
from cither end, 



308 


MOVABLE AND LONO-SPAN STEEL BRIDGES [Sec. 6-5a 


whore B(ki) is the same function as defined by Eq. (87). This value of 
// is a maximum when the load P is at the middle of the side span; then 
ki = yi, and Eq. (89) yields 

Max. // = ir 2 v . P (90) 

lb Nn 

Table 1.—Functions Occurring in Suspension Bridge Formulas 



//-influence 

line 

Critical 

points 

Minimum moments 

11 for uniform 
loads 

Shears 


k 

B{k ) 

C(k) j 

D(k ) 

F(k) 

G(k) 



*(l-2*»-Hfc») k+k‘-k> ' 

(2-*-4**+3*»)(l-*)*j 

5ik - — ?2 A 4 +& 5 



0 

0 

0 

2.0000 

0 

0 4000 

o 

0.05 

0.0498 

0 0524 

1.7511 

0.0002 

0 4404 

.0.05 

0.10 

0.0981 

0.1090 j 

1.5090 

0.0248 

0.4810 

0.10 

0.15 

0.1438 

0.1091 : 

1.2790 

0.0550 

* 0 5232 

0 15 

0.20 

0.1850 

0.2320 1 

1.0050 

0.0903 

0.5648 

L 20 

0.25 

0.2227 

0 2909 | 

0.8704 

0.1474 

0.0002 

0 25 

0.30 

0.2541 

0 3030 ' 

0.0902 

0.2072 

0.0472 

0 30 

0.35 

0.2793 

0.4290 1 

0.5445 

0 2740 

0.0874 

0.35 

0.40 

0.2976 

0.4900 j 

0 4147 

0 3402 

0.7204 

0 40 

0 45 

0 3088 

0.5014 ' 

0.3005 1 

0.4222 

0 7040 

'o.45 

0.50 

0.3125 

0.0250 ! 

0.2188 j 

0.5000 

0.8000 

0.50 

0.55 

0.3088 

0.0801 j 

0 1497 ! 

0.5778 

0.8340 

0.55 

0.00 

0.2970 

0.7440 i 

0.0973 ! 

0.0538 

0.8050 

0.00 

0.65 

0 2793 

0 7979 i 

0.0593 1 

0.7200 

0 8946 

0 05 

0.70 

0.2341 

0.8470 i 

0 0332 j 

0 7928 

0 0208 

0 70 

0.75 

0 2227 

0.8900 

0.0100 : 

0 8520 

0 9438 

0 75 

0.80 

0 1850 

0 9280 , 

0.0070 

0.9037 

0 9032 

0 80 

0.85 

0.1438 

0.9584 

0.0023 > 

0.9450 

0 9788 

0.85 

0.90 

0.0981 

0.9810 

0.0005 

0.9752 

0 9904 

0.90 

0.95 

0 0498 

0.9951 

0.0003 

0.9938 

0 9970 10.95 

1.00 

0 

1.0000 

0 

1 0000 

1 0000 

1.00 


By plotting Eqs. (86) and (89) for different values of k and k lf we 
obtain the //-curves or influence lines for // (Figs. 10, 12). The maxi¬ 
mum ordinates of these curves are given by Eqs. (88) and (90). 

For a uniform load of p lb. per ft., extending a distance kl from oil her 
end of the main span, we find 

/i = («i) 

•9 '» 11 

where the function 

Fk = y 2 {ky - +fc* (92) 

and may be obtained directly from Table 1 or from the graph in Fig. 11. 
For k = 1, F(k) = 1. 

For similar conditions in either side span, we find, for a loaded length 
kih t 

it = 5 x n • »>=» . «*,). p,l ((W) 

where F(ki) is the same function as defined by Eq. (92). 
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The horizontal component of the cable tension will be a maximum 
when all spans are fully loaded (k = 1 and fc, = 1), giving 

Total II = + 2 ir a v)pl (94) 
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For a live load covoriiiR a portion JK of the main span, from c = jl to x = kl, 


5Nn im "W 


Tin* Ri'aph of F{k) in FiR. 11 shows the pr«)portional iucrea.se, in the value of H as 
uniform loud comes on and tills the main span (or either side span). 




































310 


MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec.0~tt> 


66. Moments in the Stiffening Truss. —With all three 
spans loaded, the bending moment at any section of the main span will be 

Total M = 1 px{l - *) [l - 5 ^ (1 + 2irh)\ (96) 

and, at any section of the side spans, 

Total AT, = - 2 PX,(/, - x,) [l - ^(1 + 2 ir’v) ’] (97) 

The influence diagrams for bending moment are constructed, in 
accordance with.'Eq. (61), by superimposing the influence triangle for 
M' 

— on the //-influence curve: The II -curve is plotted with ordinates 

W 

given by Eqs. ( 86 ) and (89); the - triangles have a constant height, 

Z - 1 ^ 

in the main span and in the side spans. The resulting influence 

diagrams are shown in Figs. 106 and 10c. The intercepted areas, 
multiplied by py, give the desired bending moments; areas below the 
//-curve represent positive or maximum moments, and those above repre¬ 
sent negative or minimum moments. 

For any section in the main span there is a zero point or critical 
point K (Fig. 106), represented by the intersection of the superimposed 
influence lines. The distance kl to this critical point is given by the 
relation 


Cik) = k + k 2 - k 3 = Xn X (98) 

?/ 

Values of the function C(k) are listed in Table l and plotted in a graph 
in Fig. 11 , to facilitate the solution of Eq. (98) for k. 

The maximum negative moment at any section of the main span is 
obtained by loading the length l—kl in that span anil completely loading 
both side spans; this yields 

Min. M = - 2 F ( * 7 :r) [/;(/,) + .pYVJ (99) 

mV 

where the function 

Z)(/c) = (2 - k - \k- + - k)~ (J00) 

and is given, for different values of k, by Table 1 and by (lie graph in 
‘Fig. 11. The value of k obtained irom Eq. (98) is to be used. 


For the sections near the center of the span, from x' — ^ • / to l — x r , there are 

two critical points (see dotted diagram, Fig. 10/>); it is necessary to bring on some load 
also from the left end of the span; consequently for these sections there must be added 
in Eq. (99) to J)(k) corresponding to the given section x the value of D(lc) correspond¬ 
ing to the symmetrically located section (l — x). 


The maximum positive moments are given by the relation 
Max. M = Total M - Min. M 


(101) 
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The loading corrresponding to this moment is indicated in Fig. 106; only 
a portion of the main span is loaded, the side span§ being without load. 

There are no critical points in the side spans. For the greatest 
negative moment at any section X\ in one of the side spans, load the other 
two spans (Fig. 10c), giving 

Min. Mi = -V^ l Nn -Vl (102) 

Loading the span itself produces the greatest positive moments, 
which are obtained by the relation 

Max. Mi = Total Mi - Min. M x (103) 

The maximum and minimum moments for the various sections of a 
stiffening truss (Type 28), as calculated from Eqs. (99), (101), (102), 
(103), arc plotted in Fig. lOrf, to serve as a guide in proportioning the 
chord members. 

6 c. Shears in the Stiffening Truss.—With the three spans 
completely loaded, the shear at any section x in the main span will be, 

Total V = \ V (l - 2x) [l - ^ v (l + 2frV;] (104) 

and, in the side spans, 

Total W = l P(h - 2.cj) [l - . ",. (1 + 2ir a »)] (105) 


l- J — - h i- -- - -/ —-M r - ■/, - ■ 



SiJc 5pc'* 

Fkj. 12 .— SJii‘:ir (U.ijimnis for two-h in fir'd .slilTeiiinji (ru^a (Type 25 ). 


The influence diagram for shear at any section is constructed accord¬ 
ing to Eq. (G3) by superimposing on the //-curve (Eqs. (86) and (89)) 

V 

the influence lines for The latter will have end intercepts = cot <p 

where <p is the slope of the cable at the given section. The resulting 
influence diagram is shown in Fig. 12a. The intercepted areas multiplied 
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by p tan <p, give the desired vertical shears V. Areas below the 11- curve 
represent positive or maximum shears, and areas above represent negative 
or minimum shears. 

Loading the main span from the given section x to the end of the 
span, we obtain the maximum positive shears by the formula: 

= *(>-*).«([)] 006) 

where the function 

6 '(; D - SO - n ’- O -?)’-*- 1 (l07) 

and is given by Table 1 and the graph in Fig. 11. 

For the sections near the ends of the span, from x — 0 to x — f l — ^ Y t he loads 


must not extend to the end of the span to produce the maximum positive shears, but 
must extend only to a point A'(Fig. 12a) whose abscissa x = Id is determined by the 
following equation: 




(108) 


For these sections, the positive shears given by Eq. (10(i) must be increased by an 
amount: 


Add. V = *pl( 1 - ky- * (l - *) • G(k) - 1 
where the function 

G(k) = : (1 - k)> - (1 - *)- + t 

u 


(109) 

( 110 ) 


and, like the same function in Eq. (107) is given by Table 1 and the graph in Fig. 11. 

Equation (108) for the critical section is also solved with the aid of Table 1 or the 
graph in Fig. 11. 


There are no critical points for shear in the side spans. The influence 
diagram Fig. 126 shows the conditions of loading. For maximum shear 
at any section x ]y the load extends from the section to the tower, giving 


Max. r, = \ v h (l - *')’ |! - * <><'=(' - ^ •<'(*')| 0M) 


where G is the same function as defined by Eqs. (107) and (110). 

The maximum negative shears in main and side spans are given by 
the relations 

Min. V = Total l' - Max. V (112) 

and 

Min. Vi = Total Ft - Max. Ft (113) 


The maximum positive and negative shears for different sections 
of the main and side spans, as given by Eqs. (106), (109), (111), (112) 
and (113), art; plotted for a typical suspension bridge, in Fig. 12c, to 
serve as a guide in proportioning the web members. 
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6-6d] 

Bd. Temperature Stresses. —The total length of cable 
between anchorages is, by Eqs. (15) and (19), 

L - l ( 1 +1"’) + 2i « +1 SiO < 114 > 

Corrections should be added to this value of L for any portions of the 
cable not included in the spans l or h. 

Under the influence of a rise in temperature, the total increase in 
length between anchorages will be 

A = utL (115) 


and the resulting cable tension will be 

_ SEI.utL 

1 P N l 


(116) 


where N is given by Eq. (85) and L by Eq. (114). (For an extreme 
variation of t = ± C0° F., Eut = 11,720.) 

The resulting bending moment at any section of the truss is given by 

M t = —H t y (117) 


and the vertical shear by 

V t = — //<(tan <p — tan a) (118) 


where <p is the inclination of the cable at the given section, and’ a is the 
inclination of the cable chord (see Eq. (64)). 

6c. Deflections of the Stiffening Truss. —For any specified 
loading, the deflections of the stiffening truss may be computed as the 
difference between the downward deflections produced by the applied 
loads and the upward deflections produced by the suspender forces, the 
stiffening truss being treated as a simple beam (for Types 2 F and 2S). 
The suspender forces are equivalent to an upward acting load, uniformly 
distributed over the entire span, and amounting to 


8 / 

P 


11 


(55) 


For a uniform load p covering the main span, the resultant effective 
load acting on the stiffening truss will be 

V -« = 7>(l-- S v ) (119) 

and the resulting deflect ion at mid-span will be 

i ,f * (i s \ V l * 

d “-mV ~ :,x )kt 


( 120 ) 


For nny loading, the upward deflection at any section .r due to the suspender 
forces will Iks 


d" 


= J{( jS ) II 
•6EI \lj 


( 121 ) 
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where the function Q is defined by Eq. (87). If d' is the downward deflection at 

the same section due to the applied loads, the resultant deflection will be 

d = ,T - d" (122) 

If merely the half-span is loaded with p per unit length, the deflection at the quarter 
point will be, in the loaded half, 

7 _ 1 f-u _ 57 8 'I i> l * 

d (J,14-lV n 2 ' 5.V/ El 

and, in the unloaded half, 

Whatever I lie value of I lie structural constant N, the relative deflection of the two- 
quarter points will be, for this loading, 

/ IV 4 

(125) 


d = 5 . p ( l \ 
381 El \2) 


The deflections produced by temperature e flee is or by a yielding of the 
anchorages are given by 

where the function is defined by Fq. (87) and is given by Table l 

and the grapli in Fig. 11. 

5/. Straight Backstays {Type 2 F ).—If the stiffening truss 
is built independent of tho cables in the side spans (Fig. 13), the backstays 



Fio. 13. Two-hinjtcd stiffening 1iu.v< with r.1 rnitrlit liacksliiys (Type -Ft. 


will be straight and /- = 0. Consequently all terms containing/,, y h 

f f 

ni = /, or v — ■ 1 will vanish in Fqs. (So) to (120), inclusive. 

<i J 

The side spans will then act as simple beams, unalfeeted by any 
loads in the other spans; and the main span and cable stresses will be 
unaffected by any loads in the side spans. 

The denominator of the expression for II (Fq. So) will then reduce to 


N = 


3 / /-; /■ 


a f-s „■■) t- 


0/ E h 


sec 3 a i 


(127) 


a Af* E e I ' d,/“ E c l 

Equations (80), (03), and (102) will vanish. 

The maximum value of If will be produced by a uniform load p 
covering the main span, and will be, by Fq. (94), 

Total // = r 7 ’i 
5Nn 


( 128 ) 
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The bending moment at any section x of the main span will then be, 
by Eq. (96), 

Total M = ^ Px'J ~ x ) (l ~ (129) 

The greatest negative bending moment will be, by Eq. (99), 

Min. M -' D{k) (130) 

The greatest positive moment is then given by 

Max. M = Total M — Min. M (101) 

In the side spans, there will be no negative moments. The greatest 
positive moments will be 

Max. Mi = Total Mi — l^PiXidi — %i) (131) 

With load covering the entire span, the shears in the main span will 
be, by Eq. (104), 

Total V = ]4 V (l - Hr) (l - .*,) (132) 

and, in the side spans, by Eq. (105), 

Total Vi = Hviih - 2xi) (133X 

The maximum shears in the main span will be given by Eqs*. (106), 
(108) and (109). In the side span, the maxi muni shears will be, by Eq. 
(111) , 

Max. Vx = HvJi( 1 “ X t 'Y (134) 

exactly as in a simple beam. 

The total length of cable will be, by Eq. (114), 

/> = V ^1 -f- ., ?i 2 ^ -f- 2 lo • sec ax (135) 


and the temperature stresses arc then given by Eqs. (116), (117) and 
(118). 

6. Hingeless Stiffening Trusses (Type* OF and 0.8). 

Go. Fundamental Relations.- Ilingeless stiffening trusses 
are conlinuous at the towers; hence there will be bending moments in the 
truss at the towers (Fig. 14a). 

For any loading, the resultant bending moments in the main span 
will be given by (Fig. 15): 

M = M 0 + l ~ X Jl/x + * • M, - //(// - cf) (136) 

and, in the side spans, by: 

H = Mo + f~ • M u , _ // (,/, - 2 ■ </) 


(137) 
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where: 

M 0 = the simple-beam bending moment at the section x, 
due to the downward loads. * ■ ' .. 

M h Mi = the bending moments at the towers,, .. to the 
downward loads. 

e = a constant of continuity defined by 

f = 2 ± 2 " 1 ’ ' (m) 

3 + 2 ir 

The ratio-constants i, r, and v arc defined under Eq. (85). The abscissa 
Xi is measured from the free end of the span and ij\ is the vertical ordinate 
of the side cable below the connecting chord D'A' (Fig. 14a). 

If any span is without load, M 0 for that span will vanish. 



Fid. 14.— Moment diagram for continuous stiffening truss (Type O.S). 

The term containing H in Eq. (136) or (137) represents the moments 
M, produced by the upward-acting suspender forces. The other terms 
give the moment M' due to the downward-act ing loads (M = M' — M„). 

For any loading, the resultant shears in the main span will be given 
by: 

V = r 0 + Ml ~ Ml - //(tan <p - tan a) (139) 

and, in the side spans, by: 

V = Vo ± ‘^’ 2 - //(tan - tan a, - d lO) 

where: 

Vo = the simple beam shear at the section, due to the downward loads 
and the other symbols are as defined above. 

If any span is without load, K n for that span will vanish. If the two 
towers are of equal height, then, in the main span, a — 0. 

6 b. Moments at the Tower ( Types OF and OS ).— The 
values of the end moments M , and M 2f used in Eqs. (136) to (140), 
may be determined for any given loading, by the Theorem of Three 
Moments. 
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(142) 


For a concentration P in the main span, at a distance kl from the left 
tower, we thus obtain, 

m 7 /-t jn (3 + 2zr)(l - k) + 2ir 

Mi- Pl.Jc(l -k) ( 3 + 2ir)(l + 2 ir) (141) 

(3 + 2 ir)k + 2 ir 
'(3 + 2iV)(i + 2 if) 

For a concentration P in the left side span, at a distance kli from the 
outer end, 

, 2z> 2 (l + ir) (k — k 3 ) 

(3 + 2ir) (1 + 2zr) 
ir 2 (k — k 3 ) 


M 2 = -Pl.k(l -k)-;. 


Mi -PI 


M 2 = +PI jo 


(3 + 2zr)(l + 2 ir) 

For a uniform load covering the main span, we obtain 

i ! 2 

4(3 + 2 ir) 

For a uniform load covering the left-side span, we obtain 

Pil 2 2z> 3 (l + ir) 


(143) 

(144) 


Mi = M 2 = — 


Mi = 


M z = + 


4 * (3 + 2ir) (1 + 2 ir) 


ir 3 


(145) 

(146) 

(147) , 


4 ’(3+2ir)(l + 2/r) 

For a uniform load covering all three spans, we obtain 

\I = M = - 1>l * 1 + ir * 

1 II 4 ' 3 + 2 ir 

6r. The Horizontal Tension H. —For the continuous type of 

suspension bridge, the denominator of (lie expression for H will be 

(in place of Kq. (85)): 


(148) 


N = * - 4c + 3c 2 + 2 ir(jv n - + r 2 - 2rr) +£, • ” /j (1 + S/i 2 ) 

+ !) • !’(, •'? ■ + 8n, ! ) (149) 

he J- l 

(If hinges are inserted at (he lowers, the coefficient of continuity e, 
defined by Kq. (138), will be zero, and Kq. (149) will reduce to Kq. (85).) 

For a single load P a( a distance kl from either end of the main span, 
the horizontal tension will be 


JI = Ii(k) - l ,.(/• _ /r 2 )]/' (150) 

H I. \ 

where N is defined by Kq. (149); and (lie function li{k) is defined by 
Kq. (87) and is given by Table 1 and Fig. 11. 

Similarly, for a concentration P . in either side span, at a distance 
k t li from the free end, we obtain 

"= l Nn ["«(*>> ~2 <'■' (l- r >>) 

Plotting Kqs. (150) and (151), we obtain the //-influence line, Fig. 146. 
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If the main span is completely loaded, we obtain: 

11 = M - ^ 

If both side spans are completely loaded, we obtain: 


TT 2 ir 3 (v e\ 7 
1 A'lAS 8 P hl 


(153) 


If the main span is loaded for a distance Icl from either tower, we 
obtain: 


«- ikl FW 2k)ki V 


(154) 


where F(k ) is defined by Eq. (92) and is given by Table 1 and Fig. 11. 

If either side span is loaded for a distance kih from the free end, we 
obtain: 

n = - *,) ! (155) 

where F(ki) is the same function as defined by Eq. (92). 

In the foregoing equations, N is given by Eq. (149). 


If the stiffening truss is interrupted at the towers, the factor of continuity e = 
0, and the above formulas reduce to the corresponding Eqs. (85) to (95) for the two- 
hinged stiffening truss. 

< 

6 d. Moments in the Stiffening Truss. —With all three spans 
loaded, the bending moment at any section of the main span is given 
very closely, by Eqs. (13G) and (148), as 

Total M = Qp - 11^) x(l - x) - r( * pi- - Ilf ) (150) 

and, at any section of the side span distant x, from the free end, by Eqs. 
(137) and (148), as 

Total M = fa - i - *0 ~ c (lv 1 ' 2 ~ n J)]l (157) 

where e is defined by Eq. (138) and // is given by the combination of 
Eqs. (152) and (153). 

The moments for other loadings must be calculated by the general 
Eqs. (136) and (137), with the values of II given by Eqs. (150) to (155), 
and the values of Mi and M 2 given by Eqs. (141) to (148). 


Influence lines for moments may be drawn as in the previous cases. For moments 
in the main span, Eq. (18(5) is written in the form 


M - 


Mo + m! \ X + A/, 


y -cf 


x 

' l -II (y - 


ef) 


(158) 


thus giving the bending moments as (y — cf) times the intercepts obtained by supor- 

-' M' . . . 

imposing the influence line for — .upon the influence line for//. This construction 

y ej 
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Sot. 8—6c]' • 


is indicated in Fig.' 146. For moments in the side spans, the corresponding influence 
line equation is obtained from Eq. (137): 


M - 


Mo + V Mi,s 

M 


Vl 


-y 


-h (»■-?;./) 


(159) 


For the continuous stiffening truss, the influence line method just 
outlined is not very convenient, as the M' influence line (Fig. 146) is a 
curve for which there is no simple, direct method of plotting. 

A more convenient method is that of the equilibrium polygon con¬ 
structed with pole-distance II, corresponding to Eq. (60) and Fig. 7. 
For the continuous stiffening truss, this construction is modified as follows 
(Fig. 15): At a distance ef below the closing chord A'B', a base line AB 
is drawn, so that the cable ordinates measured from this base line will be 
y — ef and will therefore represent the suspender moments M a . The 



Fia. 15.—Equilibrium polygon for continuous stiffening truss (Type OS). 


equilibrium polygon A"MB" for any given loads is then constructed upon 
the same base line, with the same pole-distance //; the height A A" rep¬ 
resents —M\, the height BB" represents — M>, and the potygon ordinates 
below A"B" represent M 0 ) hence, the ordinates measured below the 
base line AB represent the moments M' due to the downward-acting 
loads. Then, by Eq. (136), the intercept between the cable curve and 
the superiir.iMKsed equilibrium polygon, multiplied by II, will give the 
resultant bending moment M at any section. 

For a single concentrated load P, the equilibrium polygon A"MB" 
is a triangle, and the M intercepts can easily be scaled or figured. By 
moving a unit load P to successive panel points, we thus obtain a set of 
influence values of M for all sections. 

The corresponding construction in the side spans is also indicated in 


Fig. 15. 

6c. Temperature Stresses. —The horizontal tension pro¬ 
duced by a rise in temperature of t deg. is given by 


Jf 3 KIcotL 

‘ ' f-Xi 

where X is defined by Eq. (149), and L is given by Eq. (114). 


( 160 ) 
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The resulting moments in the stiffening truss will be 

M t = -II,(y - ef) (161) 

for the main span, and 

Mi = -II t (yv - *V) (102) 

for the side spans. 

• The vertical shears are given by 

V t — — IItitan <p — tana) (163) 


for the main span, and 

Vi = —7/j^tan (p\ — fan a t — ^ (164) 

for the side spans. 

6/. Straight Backstays ( Type OF). —If the stiffening truss in 
the side spans is built independent of the cable (Fig. 16), the backstays 
will be straight and /1 = 0. Consequently all terms containing ft, y j, 


I f 

\i ='p orv = y 1, will vanish in Eqs. (136) to (164), inclusive. 



On account of the continuity of the trusses, however, each span will be 
affected by loads in the other spans. 

The denominator of the expression for II, Eq. (149), will become 
. 7 8 ~ . 3/ K l ,. . q «\ 

A = 5 - 2c + ;i/«-£V/ a + 8,l) 


6/ K / 2 
I ' 

where e, the factor of continuity, now has tin; value 


< 165) 


(166) 


3 + 2ir . .' 

Equation (137), for bending moments in the side spans, will become 


.1/ - .»/„ +n.*,'■>■! 

<\ 1 1 

and Eq. (140), for shears in the side spans, will become 


1)2 , jr Cf 


v = v 0 ± ir.y 

1 1 ti 


(167) 


(168) 


Fora concentration Pi in either side span, Eq. (151) becomes 

2Nn irMkl -ki^.P, (H»9) 


II = - 
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For a uniform load covering both side spans, Eq. (153) becomes 

ir a e 


> ! =-iNnP ' 1 


(170) 


For a uniform load in either side span, covering a length fc,Zi from the 
free end, Eq. (155) becomes 

n =-g—v-wks.pj (i7i) 

For a uniform load covering all three spans, Eq. (157) becomes 

Total M = * px,(Zi - x ,) - e y-(Hpl 2 ~ Ilf) (172) 

Z tl 

Equation (162), for temperature moments in the side spans becomes, 


Mi = +1It X , l -ef (173) 

ti 

and Eq. (164), for shears, becomes 

V t =+II t . e f (174) 


7. Braced-chain Suspension Bridges. 

7a. Three-hinged Type SB .—The three-hinged type of 
braced-chain suspension bridge is statically determinate. The suspen¬ 
sion system ilfcithe main span is simply an inverted three-hinged arch. 
The equilibrium polygon for any applied loading will alwaj's pass through 
the three hinges. The //-influence line for vertical loads reduces to a 
triangle whose altitude, if the crown-hinge is at the middle of the span 
and if the corresponding sag is denoted by/, is 


II 


l 

4/ 


(175) 


The determination of the stresses is made, either analytically or 
graphically, exactly as for a three-hinged arch. 



Fio. 17.-- Throo-liinjrctl braced chain wilh straiuhl backstays (Typo 3 HF). 


Figure 17 shows the single-span type, in which the backstays are 
straight (Type SIIF). If the lower chord is made to coincide with the 
equilibrium polygon for dead load or full live load, the stresses in the top 
chord and the web members will be zero for such loading conditions. 
These members will then be stressed only by partial or non-uniform load¬ 
ing. Under partial loading, the equilibrium iwlygon will be displaced 
from coincidence with the lower chord: where it passes between the two 
chords, both will be in tension; where it passes below the bottom chord, 
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this member will be in tension and the top chord will be in compression. 
If the curve of the bottom chord is made such that the equilibrium 
polygon will fall near the center of the truss or between the two chords 
under all conditions of loading, the stresses in both chords will always be 
tension. 

Figure 18 shows the three-hinged braccd-chain type of suspension 
bridge provided with side spans (Typo 3 BS). The stresses in the main 
span trusses are not affected by the presence of the side spans, and arc 
found a‘s outlined above. The stresses in the side spans are found as for 
simple truss spans of the same length, excepting that then* must be 



added the stresses due to the top chord acting as a backstay for the main 
span. This top chord receives its greatest compression*.when the span 
in question is fully loaded; and its greatest tension when‘<-the main span 
is fully loaded. 

Temperature stresses and deflection stresses in three-hinge^ structures 
are generally neglected. 

7b. Two-hinged Type 2 B .—This system (Fig. 19) is static¬ 
ally of single indetermination with reference to the external forces, 
so that the elastic deformations must lx; considered in determining the 
unknown reaction. 



Fig. 19.—Two-hinged braced chain with side (Type 2US). 


The structure is virtually a series of three inverted two-hinged arch 
trusses, having a common horizontal tension II resisted by the anchorage. 
The general equation for II takes the form: 


II = - 



^ u 2 l 

I* E 1 


(170 


where Z> denotes the stresses in the members for any external loading 
when H — 0 (i.e., when the system is cut at the anchorages); a denotes 
the 'stresses produced under zero loading when H — 1 ; l denotes the 
lengths of the respective members and A their cross-sections. The 
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summations embrace all the members in the entire system between 
anchorages. 

The stress in any member is given by adding to Z the stress produced 
by H, or 


S = Z + Hu 

For a rise in temperature, the elastic elongations 


Zl 

EA 


(177) 


are replaced 


by thermal elongations tail, and Eq. (176) becomes, 

TJ _ 2 utul 

l ~ ~ ^uH 
Z-tEA 


(178) 


For uniform temperature rise in all the members, Kq. (178) may be 
written 


lit = 


C i}lL 

X uH 
EA 


(179) 


where L is the total horizontal length between anchorages. 

A graphic method of determining 11 is to find the vertical deflections at 
all the panel p$nts produced by a unit horizontal force (II = 1) applied 
at the ends of the system. The resulting deflection curve will ( be the 
influence line for 11. If the ordinates of this curve are divided by the 
ajH 

constant 2 (= the horizontal displacement of the ends of the system 

produced by the same force, II = 1), they will give directly the values 
of II produced by a unit vertical load moving over the spans. 

7c. Hingeless Type OB .—This type of suspension bridge 
(Fig. 20) is three-fold statically indeterminate, the redundant unknowns 



Fm. 20.—JliuRolo ss hmrpil cablp suspension bridge (Type OB). 

being the horizontal tension II and the moments at the towers. Instead, 
tin; stresses in any three members, such as the members at the tops of the 
towers and one at the center of the main span, may be chosen as redun- 
dants. Let the stresses in the three redundant members, under any given 
loading, be denoted by AT, AT, A 3 . When these three members are 
cut, the structure is a simple three-hinged arch ; in this condition, let Z de¬ 
note the stresses produced by the external loads, and let «i, u 2 , and its denote 
the stresses produced by applying internal forces AT = 1 , AT = 1, and 
AT = 1. Then, when the three redundunts are restored, the stress in 
any member will be 

S <= Z + ATui + A > 2 ~h Aa Us 


( 180 ) 
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The restoration of the redundant members must satisfy the threg con¬ 
ditions. 


Zxi\l . y Ui*l . -y •^r' U \Uj> , -y U 1 U 3 I 

^~EA + X '*EA + EA + X *2rjgA 

S ZU2I , y U1U2I . y \■' M 2 2 Z 1 y U2U3I 

EA +Al ^ EA +X *2tEA +X ^EA 

Z U 3 I . y U 1 U 3 I . y ^ HnUal , y ^T\U 3 H 

i EA +X &~EX +X ^ EA + Xl **EA 


0 

0 

0 


(181) 


The redundant members are to be included in these summations. 

The solution of these three simultaneous equations will yield the three 
unknowns X\, X 2 and X 3 and their substitution in Eq. (180) will give the 
stresses throughout the structure. 


DESIGN OF SUSPENSION BRIDGES -CONSTRUCTION FEATURES 

The superior economy of the suspension type for long-span bridges is 
due fundamentally to the following causes: 

(1) The very direct stress-paths from the points of loading to the 
points of support. 

(2) The predominance of tensile stress. 

(3) The highly increased ultimate resistance of steel in (he from of 
cable wire. 

For heavy railway bridges, the suspension bridge will be more econom¬ 
ical than any other type for spans exceeding about 1,500 ft. As the live 
load becomes lighter in proportion to the dead load, the suspension bridge 
becomes increasingly economical in comparison with other types. For 
light highway structures, the suspension type can be used with economic 
justification for spans as low as 400 ft. 

Besides the economic considerations, the suspension bridge has many 
other points of superiority. It is light, esthetic, graceful; it provides ■* 
roadway at low elevation, and it has a low center of wind pressure; it 
dispenses with falsework, and is easily constructed, using materials that 
are easily transported; there is no danger of failure during erection; and 
after completion, it is the safest structure known to engineers. 

The principal carrying member is the cable, and this has a vast reserve 
of strength. In other structures, the failure of a single truss member 
will precipitate a collapse; in a suspension bridge, the rest of the structure 
will be unaffected. 

8. Types of Suspension Bridges. There are two systems to be 
considered: 

(1) Suspension bridges with suspended stiffening truss (Figs. 21 to 
26’inclusive). 

(2) Suspension trusses, or braced chain bridges (Fig. 27). >* 
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(1903, span 951 ft.), the bridge over the Oder at Breslau (1911, span 415 
ft.), and the bridge over the Rhine at Cologne (Fig. 20, 1917, span 605 
ft.). With present materials and prices, chain construction generally 
becomes more expensive than wire cables at about 1,000-ft. span. 



Fig. 22. '-Williamsburg bridge, East River, New York. Completed, ".Hi:; Span l,f,nu 

ft.— Type 2 F. 

9. Economic Proportions.— The economic sag-ratio f< : cables has been 
established by some authorities at 1:0, but such large sags are exceedingly 
uncommon. Ratios between 1:8 and 1:10 are preferable as they produce 
more pleasing lines and, in addition, help to increase lateral and vertical 
rigidity. In past practice, the ratios have, as a rule, ranged between 1:9 
and 1:12. The total cost will not be materially affected. 

The function of the stiffening truss is to distribute any applied load 
uniformly to the suspenders. If the truss is too shallow, the deformations 
will be excessive; if too deep, the truss will carry too great a proportion 
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of the load at a sacrifice of economy. The economic depth-ratio has been 
established by some authorities at 1:40 for 1,000-ft. spans and 1:45 for 
2,000-ft. spans. The Williamsburg Bridge (Fig. 22) has a ratio of 1:40. 
In the Manhattan Bridge, which has a substantial double deck floor 
construction contributing to the stiffness, a ratio of only 1:60 was used. 
The choice of depth-ratio is also affected by the character of the cross¬ 
bracing. In general, the proper ratio to use will be between 1:40 and 1:60. 

For adequate lateral stiffness, the width center to center of outer 
stiffening trusses should not be less than about one-twenty-fourth of 
the span 



Fig. 23.—Manhattan Biid^c, Fast. River, New York. Completed, 1909—Span 1,470 

ft.- -Type 2.S’. 


10. Chain Construction. The construction of a suspension chain is 
similar to that of it pin-connected truss chord built of eyebars. The 
material is structural steel or, in recent, designs, nickel steel (Figs. 26, 27). 
Nickel steel used in eyebar chains and in stiffening trusses has been 
sdlowed a working stress of -10,000 lb. per sq. in., the ultimate strength 
being 00,000 and the elastic limit 60,000 lb. per sq. in. The substitution 
of nickel steel for structural steel affords a saving of 10 to 15 per cent 
in the cost of a chain or stiffening truss. The allowable working stress is 
one-half to two-1 birds of the elastic limit. 

The eyebars are generally made by forging (upsetting and boring, 
Fig. 27). In Europe, eyebars arc made by boring out of a full flat (Fig. 
26), an extravagant procedure. 

Chains made of horizontal flats superimposed and riveted together 
(as in the bridge at Breslau) are not to be recommended, on account of 
the difficulty of preventing rust between the plates. Moreover, such 
chains do not appear sufficiently massive in side view, and they are 
subject to high secondary stresses from bending. 

A disadvantage of chain construction is unequal stressing of the indi¬ 
vidual bars between two pins. 
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11. Parallel Wire Cables. —A cable consists cither of parallel wires 
(Figs. 21, 22, 23, 24) or of twisted wire ropes (Fig. 25). 

The steel wire is reduced by repeated drawing to a diameter of 0.15 
to 0.25 in. A common size is No. 6, 0.192 in. The ultimate strength is 
200,000 to 225,000 lb. per sq. in., and the yield point is 140,000 to 150,000 
lb. per sq. in.; the usual working stresses being 60,000 to 75,000 lb. per 
sq. in. 

A higher yield point, up to 80 or 90 per cent of the ultimate, is obtain¬ 
able by using harder wire, but such wire is too stiff for easy handling. 

The proportional elastic limit of the wire is about 45 to 50 per cent 
of the ultimate strength. The elongation in 20 in. is 2.5 to 4 per cent. 

For protection against the weather, the wires are generally galvanized. 
In addition, the wires are coated with linseed oil at the mill. The 
finished cable is slushed with oil and wrapped with impregnated duck 
(Fig. 22), or preferably with wire wrapping (Figs. 21, 23). 

Parallel wire cables, principally used in this country, have &&t\iaadc 
in diameters up to 21 in. (Fig. 23). 

In erecting parallel wire cables, the individual wires are strung in 
place between the anchorages and, when the desired number is reached, 
bundled together in a strand; when all the strands are completed, they 
arc compacted, clamped and finally wrapped into a cylindrical cable. 
The division into strands facilitates operations and makes .the work 
systematic. The cable consists of 7,19 or 37 strands, depending upon the 
size of the cable. 

The following table gives data on the wire cables of the Fast lliver 
suspension bridges. 

Brooklyn Williamsburg Manhattan 
21) (Fig. 22) (Fig. 2:5) 


Date. 1876-1883 1808-1003 1003 V 

Main span. J 1,505.5 ft. 1,(500 fl. J, t~() fi. 

Cable sag. I 128 ft. 177 fi. ' i(i() It. 

Total load, per lin. ft. j 35,500 1b. 7/3,000 101,000 1b. 

Number of cables. j 1 4 1 4 

Strands per cable. ; 10 37 37 

Wires oer strand. I 278 ! 208 j 25*5 

Wire diameter. j 0.105 in. 0.102 in. 0.105 in. 

Total cross-section. ! 533 sq. in. 888 sq. in. 1,002 sq. in. 

Cable diameter. ; 15% in. 18% in. 21 % in. 

Size of wrapping wire. , 0.135 m. . 0. MS in. 

Maximum stress in cables . ! 47,5001b. per 50,300 lb. per 73,000 lb. per 

sq. in. sq. in. sq. in. 

160,0001b. per 200,000 lb. per 210,000 lb. per 
sq. in. sq. in. sq. in. 


Ultimate, strength of rubles 
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Half Cross Section at Center. rlalf Cross Section at End. 

Design for Suspension Bridge 
Over Sydney Harbor, 

Australia. 


Flip* 24.—CrosB-sections of suspension bridges. 
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At the anchorage, the cable is separated into its component strands; 
the latter diverge slightly to make room for the “strand shoes" which 
are grooved castings of horseshoe shape around which the respective 
strands are looped. The shoes arc pin-connected to the anchorage 
cyebars which are prepared in advance of the cable spinning. 

When the cables are compacted, the “cable bands" are affixed for 
connection of the suspenders. The bands are steel castings, made in 
two halves, with outstanding flanges for bolting together so as to secure 
the necessary frictional resistance to sliding. Flanged grooves around 
the bands receive the suspender ropes. The cable between the bands 
is later given its protective wrapping. 

12. Twisted Wire Ropes. —For smaller spans, up to GOO or 700 ft., 
twisted wire ropes will generally bo preferable to parallel wire cables 
(e.g. Fig. 25). Such ropes are prepared at the mill and shipped on drums. 
They are hauled across the span (by means of lighter temporary carrier 
cables) and secured at the anchorages; each rope end is expanded and 
fixed in a steel socket which may be threaded for adjusting the rope to 
exact position. Shim pieces between sockets and anchor plate may also 
be used to regulate the rope lengths. 

Twisted wire ropes are also used for suspenders (Figs. 21, 22, 23). 

The ropes are made up to 2 1 •> in. diameter of round wire in spiral lay. 
For larger diameters, a twisted wire cable is formed by laying six twisted 
wire strands spirally around a central strand. Ordinarily the twist of 
the wires into strands is opposite in direction to the twist of the strands 
into rope. 

Twisted wire ropes possess considerable flexibility, particularly when 
successive layers of wires have alternate directions of twist. 

Patent “locked wire ropes” are now made in which the core wires 
are surrounded by wires of trapezoidal section, and these in turn by 
wires having a special interlocking section. This construction gives 
compactness, protection against entrance of moisture and against 
loosening of the outer wires. A good coat of paint affords ample rest 
protection. 

In twisted wire rope, on account of the spiral lay of the wires surround¬ 
ing the core, the coefficient of elasticity IC is less than in straight wires 
by 15 to 30 per cent if made up of round wires, and by 10 to 15 per cent 
if composed of patent locked wires. 

The combined tensile strength of the wires is also reduced by the 
twisting into rope. For a single strand rope, the reduct ion of strength 
is 15 per cent figured on net metallic section, and 25 per cent figured on 
gross circular section. For a seven strand rope, the reduction of strength 
is 18 per cent on net metallic section and 48 per cent on gross circular 
section. For ropes of patent locked wire, the corresponding reductions 
are 7, 11, 15 and 35 per cent. 



Stress m Cable between Towers * *-405.000!b. 
' Ca'-.an'ied P/on Steel Cables 
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Galvanized steel suspension bridge rope (used for suspenders ani 
for small cables) has a tested ultimate strength (pounds) given by 80,000 
X (diameter) 2 . The weight of the rope, in pounds per lineal foot, is 
given by 1.68 X (diameter) 2 . 

13. Towers. —The design of the tower depends upon the material 
employed. This is either masonry or, more generally, steel. If masonry 
is used, the tower may consist of shafts springing from a common base 
beneath the roadway and connected together at the top with gothic 
arches (Fig. 21). If steel is used, the tower consists of a column or 
tower leg for each suspension system (Figs. 22, 23, 25, 26, 27). For 
lateral stability, the tower legs are braced together by means of cross¬ 
girders and cross-bracing (Figs. 22, 23, 25, 27), or by arejisd portals 



Fig. 20.—Cologno Chain Bridge—1913—Span GO5 ft.—Type OS. 


(Fig. 26). The sway and portal bracing are necessary to brace the 
columns against buckling, to take care of lateral components from cradled 
cables or chains, and to carry wind stresses down to the piers. 

Steel tower columns (Fig. 23) are made up of plates and angles to 
form either open or closed cross-sections; horizontal diaphragms a, 
proper intervals stiffen the section. The cross-section enlarges toward 
the base which is anchored to resist the horizontal forces. 

For high towers, the individual legs may be made of braced lower 
construction, each leg consisting of four columns spreading apart toward 
the base and connected with cross-bracing (Fig. 22). 

Instead of anchoring the base, a rocker-tower construction may be 
secured by providing hinge-action at the base (Fig. 26). This may be 
accomplished by use of a pin-bearing, a segmental base, or a concave 
roller nest. 

14. Saddles. —On the tower top, the cable rests in a special casting 
called a saddle. This may rest on rollers to permit longitudinal move- 
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ment from changes in cable length, or it may be bolted to the towers. 
In. the latter case, the tower has to take up the movement—by bending 
if fixed at the base, and by pivoting if hinged at the base. 

The radius of curvature of the cable in the saddle should be large in 
order to avoid excessive bending stresses in the wires and strands. 

If the cables are “cradled” (hung off the vertical), the saddles must 
be inclined accordingly; and the cable laying should be conducted so as 
to avoid torsional effects. 

At points where cable or chain changes direction at the anchorage, 
a saddle or knuckle support is required, with provision for movement 
by rocker £|nge, rollers, or sliding. 

The tpwer saddles in long span bridges have generally been provided 
with rollers (e.gr., Brooklyn, Williamsburg). For the Manhattan Bridge 
(1909) fijsfed saddles were adopted, despite the fact that large bending 
stresses are thereby caused in the tower. The objections to movable 
saddles are uncei’tainty of operation of the rollers, liability to clog or rust, 
and necessity for scrupulous maintenance under conditions conducive 
to neglect. Rocker or pin-bearing towers (Fig. 2G) appear to afford the 
most economical and scientific solution of the problem. 

Where chains are used instead of wire cables, the saddle support is 
generally of the rocker type—the entire tower acting as a rocker (Fig. 
2G), or else anchored and carrying a smaller rocker on its top (Fig. 27). 
The latter rocker is pin-connected at its lower end to the tower and at its 
upper end to the eyebar chains. 

16. Anchorages.—At the anchorage the cable strands loop around 
their respective shoes which are pin-connected to the anchor chains. 
The latter extend in straight, broken or curved lines, as the case may be, 
to their final pin-connection to anchor plate, girders, or grillage bearing 
against the masonry (Fig. 27). 

Tables of twisted win? rope may be anchored directly without the 
use of eyebar chains. The rope ends are secured in sockets which bear 
against the anchor girders. 

The anchorage masonry serves the function of taking up the pull of 
the cable or chain and transmitting it to the foundation. By graphic 
composition of the external applied forces with the weights of the sections 
of masonry, the resultant lines of pressure are determined and fol¬ 
lowed through t,o the foundation. First class masonry is provided 
where thestresses demand it,, and the remainder of the mass may be 
made up of lean concrete or other filling material serving only to provide 
weight. 

In designing, a factor of safety of t wo is generally adopted against 
uplift, sliding or tilting of the anchorage. For important structures, 
the foundation should be on sound rock. The coefficient of friction is 
taken as 0.5 to 0.6. 
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Consideration should be given in the design of the anchorage to 
protection against rust, accessibility for inspection and maintenance, 
and possibility of replacement of parts. French practice lays great 
stress on ease of replacement: The cables are composed of a number of 
twisted wire ropes which are individually renewable, all rope ends are 
socketed, endless ropes are eliminated, and all steel in the anchorage is 
accessible. American practice emphasizes protection (and permanence) 
rather than replaceability: Parallel wire cables prevail, the cables arc 
covered with moisture proof wrapping, the only exposed portions being 
at the loop ends where, however, individual wires can be inspected and 
cleaned. The danger point for rust is in the anchorage, and there we 
generally substitute chain for cable. The steel in the anchorage pit is 
generally surrounded with concrete or other waterproofing material in 
order to exclude water. 


DESIGN CALCULATIONS FOR TWO-HINGED SUSPENSION 
BRIDGE WITH SUSPENDED SIDE SPANS (TYPE 25) 


16. Dimensions.—The following dimensions arc given: 

l = main span = 1,080 ft. (V = l) 

li = side span = 300 ft. 

/ = cable sag in main span = 108 ft. 

/i = cable.sag in side span = 12 ft. 

/■_> = distance, tower to anchorage = 400 ft 
d = depth of stiffening truss = 22.5 ft. 




/. 
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Mean chord section (gross): Main span, top = 83, bottom = 137 sq. in 

Side spans, top = 52. bottom — 52 sq. in. 
I (Main span) = S3(14) 2 + 137(8.5)* = 20,200 in. 2 ft. 2 . / 

/, (Side spans) = (2)(52)(11.25) 2 = 13,100 in. 2 ft. 2 1 l\ 

Width, center to center of trusses or cables = 42.5 ft. 

.1 -- cable section = 78 sq. in. per cable (.4 1 = A) 

tan a = slope of cable chord in main span = 0 

tan ai = slope of cable chord in side span = 4(n — n i) = 0.207 

sec at — 1.034 

tan <p\ = 4 n = 0.4 see *p\ = 1.08 

17. Stresses in Cable. — (All values given per cable.) 

Given: «’ = dead load (including cable) = 2,385 lb. per lin. ft. 
p r = live load = 800 lb. per lin. ft. 
t — temperature variation = ±00° F. (Eut = 11,720 lb. per 
sq. in.) 
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For dead load, by Eq. (5), p. 290, the horizontal component of cable 
stress is 

II — W X = ~wl = 3,220 kips (1 kip = 1,000 lb.) 

OJ o 

For live load, by Eq. (85), the denominator of the //-equation is 
N = ®(1 + 2/re’) + jl-j'tt + 8«*) + •«*•<»,(1 + 8», ! ) 

= 1.828 + 0.093 + 0.071 = 1.790 

By Eq. (94), the horizontal tension produced by live load covering 
all three spans will be 

II = _ *^(1 + 2 ir*v)p'l = f” , 79 0 ( 1 -0104)(9,300) = 1,050 kips 

The total length of cable between anchorages is given by Eq. (114): 

y = (l + In*) + 2^sec «, + l ) = 1.027 + 0.707 = 1.794 
l \ o / l \ o sec* ai/ 

Then, for temperature, by Eq. (110), 

= _ SEIwtL _ 3(11^720)(20^200)(_L794) & 

Hl p\l (108) 2 ( 1.790) + 80 kips *. ^ 

Adding the values found for II: * " ’ 

D.L.3,220 kips * 

L.L.1,050 

Temp. 80 


we obtain, Total II = 4,350 kips per cable. 

The maximum tension in the cable is, bv Eq. (3), 

T\ — II . sec <p\ = //(1.08) - 4,700 ki])s 
At 60,000 lb. per sq. in., the cable section required is: 

4,700 -T- 00 = 78 sq. in. per cable (as given). 

18. Moments in Stiffening Truss. Main Span. 

Live load = p = 1,000 lb. per lin. ft. 

(All values given and calculated are per truss) 

With the three spans completely loaded, the bending moment at any 
section x of the main span is given by Eq. (90): 

Total M = \px(l - x)[l - ,*,( 1 + 2/rV)] - ^pxU - a-)[0.0!H| 

Hence onl}' 9.1 per cent of the full live load is carried by the stiffening 
truss. Accordingly, at the center, 

Total M = 0.091 ^ 1 21,200 ft .-kips 

At other points, the values of M are proportional to the ordinates of a 
parabola. They are obtained as follows 
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Section 

Parabolic Coefficient 

Total M 

= 0 

(4)(0)(1.0) = 0 

0 

0.1 

(4) (0.1) (0.9) =0.36 

+ 7,600 

0.2 

(4) (0.2) (0.8) = 0.64 

+ 13,600 

0.3 

(4)(0.3)(0.7) = 0.84 

+17,800 

0.4 

(4) (0.4) (0.6) = 0.96 

+20,400 

0.45 

(4) (0.45) (0.55) = 0.99 

+21,000 

0.5 

(4) (0.5) (0.5) = 1.00 

+21,200 ft.-kips 


For maximum and minimum moments, the critical points are found 
by solving Eq. (98): 

C{k) N-n- X = 0.179* 

V V 


with the 

aid of ' 

Table 1 

or Fig. 11: 





T 

l 

V 

i 

X 

y 

C(k) 

k 

D(k ) 



0 

0 

(2.50) 

(0.448) 

(0.364) 

(0.508) 



0;.l 

0.036 

2.78 

0.498 

0.402 

0.411 



,0.2 

0.064 

3.12 

0.559 

0.448 

0.310 



0.3 

0.084 

3.57 

0.640 

0.512 

0.202 



». 0.4 

0.096 

4.17 

0.747 

0.603 

0.095 



' 0.45 

0.099 

4.55 

0.815 

0.667 

0.050 

+ 

0.000 

0.5 

C.100 

5.00 

0.895 

0.755 

0.016 

+ 

0.016 

0.55 

0.099 

5.55 

0.995 

0.950 

0.000 

+ 

0.050 


The values of D(k), found from Table 1 or Fig. 11, are recorded in the 

N 

above tabulation. For all sections from x = A • l — 0.447Z to x = 0.553Z 


there are double values of I)(k) explained under Eq. (100). 

The values of the minimum moments are then given by Eq.(99): 
2 px(l - .r) 
f>.V 


Min. M = 


[/!(/.') + 4/rV] = 


-417,000 J(l - *) [/)(/.) +0.033] 


••uid the maximum moments are then given by Eq. (101): 

Max. M = Total M — Min. M 


Svi Tins 

iO-i) 

incfc) 4 0 03:.] 

Min. M 

Max. M 

- 0 

0 

(0.541) 

0 

0 

0.1 

0.09 

0.444 

- 16,700 

+ 24,300 

0.2 

0.16 

0.343 

- 22,900 

+ 36,500 

0.3 

0.21 

0.235 

- 20,600 

+ 38,400 

0.4 

0.24 

0.128 

- 12,800 

+ 33,200 

0.45 

0.248 

0.083 

- 8,600 

+ 29,600 

0.5 

0.25 

0.065 

- 6,800 

+ 28,000 ft.-kips 


22 



338 


* - ' u . 

MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec. 0-1$ 

Dividing the maximum and minimum moments by the truss depth (d = 
22.5), we obtain the respective chord stresses. Adding the temperature 
and wind stresses, and dividing by the specified unit stresses, the required 
chord sections will be obtained. 

19. Bending Moments in Side Spans. 

(p = 1,600 lb. per lin. ft. per truss) 

With all three spans completely loaded, the bending moment at any 
section x x of the side span is given by Eq. (97): 

Total M x - ^pxi(h - xi)[l - ^(1 + 2»r*ff)JJ = * px x (h - z,)[0.091] 
Accordingly, at the center, 

Total Mi = 0.091 V ~ = +2,300 ft.-kips 

O 

There are no critical points for moments in the side spans. The minimum 
moments arc given by Eq. (102): 

Min. M x = - »/,. 1 r + v ?rV . pi = - ? /,(l.l24)7;/ 

•KV II 

Accordingly, at the center, 

Min. Mx = -12(1.124)(1,730) = -23,400 ft.-kips' 

The maximum moments are given by Eq. (103): 

Max. Ah = Total M , — Min. Mx 

Accordingly, at the center, 

Max. Mx = +2,300 + 23,400 = +25,700 ft.-kips 

At other sections, the moments are proportional to the ordinates of a 
parabola: 


SfifTIOV 

PAHABOLIf’ 

C'lKFPIWENT 

Total Mi 

Min Mi 

Max. Ah 

0 

0 

0 

0 

0 

0.1 

0.36 

+ 800 

- 8,400 

t- 9,200 

0.2 

0.64 

+ 1,500 

-15,000 

+ 16,500 

0.3 

0.84 

+ 1,900 

-19,600 

+21,500 

0 4 

0 96 

+2,200 

-22,400 

+24,600 

0.5 

1 

+2,300 

o 

1 

+25,700 ft.-kips 


20. Shears in Stiffening Truss— Main Span. 

r 

(p = 1,600 lb. per lin. ft.) 
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With the three sp^he completely loaded, the shear at any section x of 
the main span is given by Eq. (104): 

Total V - \p{l - 2*)[l - N (1 + »>»)] = lp(l - 2*)[0.091] 

The shears will be the same as would be produced by loading the span 
with 9.1 per cent of the actual load, or with 0.091 pi = 157 kips. Total 



Section 

1 * 

2 i 

Tot a 1, 

C 

II 

H I 1 "* 

0.5 

+79 

0.1 

0.4 

+63 

0.2 

0.3 

+47 

0.3 

0.2 

+ 31 

0.4 

0.1 

+ 16 

0.5 

0 

0 


The maximum shears are given by Eq. (106): 

m- v-=-M 1 - DT 1 - IQ - *) <i)] ■ 

where the values of are taken from Table 1 or Fig. 11. The shears 
are obtained as follows: 




(Mp! 

= 864 kips) 


Section 

N\ 2 l) 

O 

1- 1 


Max. V 

= 0 

2.23 

0.-I00 

0.107 

1 

+ 92 + 194 

0.1 

1.79 

0.482 

0.136 

0.81 

+ 95 + 96 

0.2 

1.34 

0.565 

0.243 

0.64 

+ 134 + 22 

0.3 

0.89 

0.647 

0.424 

0.49 

+ 179 

0.4 

0.45 

0.720 

0.673 

0.36 

+ 210 

0.5 

0 

0.800 

1.000 

0.25 

+216 kips 

For all sections x < 

' A’\ 

, 1- 4 ) = 

0.277/, 

the loading for maximum 


extends from the given section x to a critical point kl defined by Eq. (108): 

N l 0.446 


C{k) = 


4 'i — 2.r 


2x 


1 
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The values C(k) are solved for k with the aid of Fig.'l 1: 


Suction 

2r 

1 “ T 

C(k) 

k 

0 

1 

0.446 

0.362 

0.1 

0.8 

0.558 

0.448 

0.2 

0.6 

0.744 

0.600 


For these sections, a correction is to be added to the values of Max. V 
found above. This additional shear is given by Eq. (109): 


Add. V 

= 2 pi(1 


f) • aw - J ] 

Section k 

(1 - k)* 

«*> 

[ - 1 Add. V 

1 = 0 0.362 

0.407 

2.23 0.696 

0.552 + 194 

0.1 0.448 

0.305 

1.79 0.702 

0.365 + 96 

0.2 0.600 

0.160 

1.34 0.866 

0.160 + 22 kips 

The minimum shears are then given by Eq. (112): 


Min. V = 

= Total V - Max. V. 

Section 

Totat. V 

Max. V 

Min. V 

X 

i= 0 

+ 79 

+ 286 

- 207 

0.1 

+ 03 

+ 191 

- 128 

0.2 

4- 47 

+ 156 

- 109 

0.3 

+ 31 

+ 179 

- 148 

0.4 

+ 16 

+ 210 

- 194 

0.5 

0 

4- 216 kips 

- 216 kips 

21. Shears in Side Spans. 



(P = 

: 1,6001b 

.per lin. ft., li = 

= 360 ft.) 

With the three spans completely loaded, 
in the side spans will be, by Eq. (105): 

the shear at any section Xj 

Total Vi = y 2 p(h - 

- 2xi)[l 

5.Vr* ri +2/> ' V) 

Since li = yi, these shears will be one-third of the corresponding values 

in the main span: 




Section 



T(l I'AI, Vl 

© 

li 



+ 26 kips 

0.1 



4-21 

0.2 



4-16 

0.3 



4-10 

0.4 



4“ 5 

0.5 



0 
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There are no critical points for shear in the side spans. The maximnm 

shear at any section a;* is given by Eq. (Ill): 

v . + 


Max. Vi 

11 

£ 

+— 

- ;:)•[ 

1 8 . ./I 

l -N trv \2~ 

iiMi-: 

Section 

8 . , /1 *i\ 

JV*” (2 “ h) 

“<!) 

I-1 

0 - S ) 

* Max. V. 


0.0183 

0.400 

0.993 

1 

+286 

0.1 

0.0147 

0.482 

0.993 

0.81 

+232 

0.2 

0.0110 

0.565 

0.994 

0.64 

+ 183 

0.3 

0.0073 

0.647 

0.995 

0.49 

+ 140 

0.4 

0.0037 

0.726 

0.997 

0.36 

+ 103 

0.5 

0 

0.800 

1.000 

0.25 

+ 72 


The minimum shears in the side spans are given by Eq. (113): 

Min. Vi = Total V x - Max. V x 


Section 

Min. Vi 

1:=° 

—260 kips 

0.1 

-211 

0.2 

-167 

0.3 

-130 ' 

0.4 

- 98 

0.5 

- 72 

22. Temperature Stresses. 



{lit = +80 kips) 

The stresses in the main span from temperature variation are figured 
with the aid of Eqs. (117) and (118): 

M t = -II, n 

Vt = — Ihdunip — lan a). (Here, tan a = 0) 

'riie temperature moments in the side spans are given by the formula: 

M t = - II ,. y x 

and will therefore he v (— <>) times the corresponding main span values. 


Ski III>N 

l’AIHIlOI.It' 

Coe I* KK IENT 

-V, 


0 

0 

0.1 

0.36 

±350 

0.2 

0.64 

±610 

0.3 

0.81 

±810 

0.4 

0.96 

±920 

0.5 

1 

±960 ft.-kips 
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The temperature shears in the side spans are.given by the formula: 

Ft = — Ht • (tan <p\ — tan ax). (Here, tl^n a\ — 0.267.) 

\ 

71 

They will be - ( = }i) times the corresponding main span values: 


Section 

Tan <p\ — tan at 

Kj 


4m =0.133 

' ±11 k 

0.1 

0.106 

±8 

0.2 

0.080 

±6 

0.3 . 

0.053 

±4 

0.4’ 

0.027 

±2 

0.5 

0 

0 


23. Wind Stresses in Bottom Chords.— 

(Assumed wind load = p = 400 lb. per lin. ft.) 

If the lateral bracing is in the plane of the bottom chords, these will 
act as the chords of a wind truss. The applied wind pressure p is partly 
counteracted by a force of restitution r due to the horizontal displacement 
of the weight of the stiffening truss w. The resulting reduction in the 
effective horizontal load is given with sufficient accuracy by the formula 

wl* 1 
0.013 " 
r _ vEI 

V ~ . ... wl* 


1 + 0.013 


vEI 


In this case, w = total dead load, both trusses, = 4,770 lb. per lin. 
ft.; </ = vertical height from cable chord to center of gravity of the dead 
load = 130 ft.; I — moment of inertia of wind truss = ^ (137) (42.5) 2 = 
124,000 in. 2 ft. 2 Substituting these values, we obtain 

r = 0.173 

p ~ 1 + 0.173 


= 0.147 


Hence the force of restitution r (due to the obliquity of suspension after 
horizontal deflection) amounts, in this case to 14.7 per cent of the applied 
wind load p at the center of the span. The force r diminishes to zero 
at the ends of the span, and the equivalent uniform value of r may be takt-r. 
as five-sixths of the mid-span value. The resultant horizontal load on the 
span is 

V — % r ~ 400 — %(59) = 351 lb. per lin. ft. 

Treating this value as a uniform load, the bending moment at the center is 

3517 2 

M w = g ■ - = ±51,000 ft.-kips 


i For the derivation of this formula, Ntkinman, “Suspension Bridges and 
Cantilevers,” p. 76, D. Van Nostrand Co., 1913. . 
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Dividing by the truss width 42.6 ft., we obtain the chord stress == ± 1200 
kips at mid-span. /The wind stresses at other sections will be propor¬ 
tional to parabolic ordinates, being zero at the ends of the span. 

The shears in the lateral system may also be calculated for the 
resultant uniform load of 351 lb. per lin. ft. The end shears will be 

V u = = +190 kips 

2 * 


In the side spans, unless they exceed 1,000 ft. in span length, the 
reduction in effective wind pressure may be neglected. (Ifl this example, 


V 


would amount to only 1 per cent.) 


Hence, the moments and shears 


are calculated for the full specified wind load of 400 lb. per lin. ft., acting 
on simple spans 360 ft. in length. 

24. Design of Tower. —Each tower of this bridge consists of two col¬ 
umns of box section, stiffened with internal diaphragms, and rigidly tied 
together with transverse bracing in a vertical plane. Each tower column 
is 225 ft. high and is made of a double box section, 42.5 in. wide. The 
other dimension d, parallel to the stiffening truss, is 4 ft. at the top, 
increasing to 9 ft. at the base. The walls are 1}£ in. thick (made up of 
%-in. plates and corner angles) and 1 he vertical transverse diaphragm is 
in. thick. Splices are provided at such intervals as to keep the 
individual sections within specified limitations of length or weight for 
shipment. Horizontal diaphragms are provided at splices and, in gen¬ 
eral, at 10-ft. intervals. 

The tower columns are battered so as to clear the trusses. They 
are 42.5 ft. center to center at the top and 53.5 ft. center to center at the 
base. 


25. Movement of Top of Tower. —The towers are assumed fixed at 
the base, and the cable saddles immovable with respect to the tower. 

The maximum fiber stress in the tower columns will occur when the 
live load coveis the main span and the farther side span at maximum 
temperature. Under this condition of loading, the top of the tower 
\v : U be deflected toward the main span as a result of the following 
d< formations: 

(1) The upward deflection (A/i) at the center of the unloaded side 


span. 

(2) The elongation of the cable between the anchorage and the tower 
due to the elastic strain produced by the applied loads. 

(3) The elongation of the cable due to thermal expansion. These 
deformations are computed as follows: 


(Live load — p' = 860 lb. per lin. ft. II — 1,040 kips) 

(1) The upward deflection A/\ is found by considering the unloaded 
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side span as a simple beam subjected to an upward loading equal to the 
live load suspender tensions (Eq. (55)): 

s = -A •// = -- . = 770 lb. per lin. ft. per truss 

r 1U ljUou 

«'~m -mr 0A2Sft - 

(2) The elastic elongation of the cable in the side span is, by Eq. (51), 


ALl = JzO + T Wl2 + tan2 “0 = 0,178 (1,077) = 0,192 ft ‘ 

(3) The temperature expansion of the cable in the side span is, by 
Eqs. (50) and (19), 

ALi - utljsccai -f = 0.150(1.037) = 0.102 ft. 

\ 3 sec 3 a i / 

We also have, 

ALi 8 wi 2 1 no _ 

All 3 sec^ai 

A L,_ 10 

A/r 3 

The deflection of the top of the tower is then given by 

a J All ALl . . ■ A/l y / . r \ 

y° ~ A 1 “ ALl ' A/i ' A/l + ALl ‘ " (AL,) 

Substituting the values just calculated, we obtain the maximum tower 
deflection: 

2 /o = ^37 (0.428) + j Q 3 7 (0.192 + 0.102) = 0.408 ft. 


Wi 

sec 3 ai 


= 0.100 


26. Forces Acting on Tower.—Considering the above deflection ?/ 0 as 
produced by an unbalanced horizontal force P applied at the top of the 
tower, this force may be calculated, if the sectional dimensions of the 
tower are known, by the formula 



x~ 

In the present case, we find 2 j A x = 1,740. Hence, 

P — 2/o‘p^Q = 17,200 //„ = 7,000 lb. per column. 

The other loads acting on the tower arc the vertical reaction V at tin 
saddles, and the end-shears Vi at the points of support of the stiffening 
truss. The saddle reaction is given by the formula: 

V = 27/tan <p «= (2)(4,340)(0.4; - +3,470 kips per column 
The truss reaction, with all spans loaded and maximum temperature rise, is 
V\ = (42 + 32) + (14 + 1+ =-- +99 kips per column 
With one side span unloaded, as assumed above, 

Vi = (45 + 32) + (11 — 140) -52 kips per column 
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It will be on the safe side to neglect this uplift V\\ so that the column 
need be figured only for the horizontal load P and the vertical load V. 

At any section x of the tower (measured downward), the horizontal 
deflection y from the initial vertical position of the axis is given with 
sufficient accuracy by the equation for the elastic curve of the cantilever: 



27. Calculation of Stresses in Tower.—The resulting extreme fiber 
stresses at any section of the tower will be: 

Combined stress = ~ + —y— + ——- 

A I I 

The computations may be arranged as follows, the stresses being figured 
for convenience at 25-ft. intervals: 


Joint 

X 

(ft.) 

m-y 

(ft.) 

<i = 2c 
(ft.) 

A 

(sq. in.) 

I 

(ill. 5 ft 2 .) 

-r 

/ 

, y 

; a 

i 

; 1‘jc 

1 / 

! 

V(y a — y)e 

I 

Combined 
stress (lb. 
per sq. in.) 

0 

0 

0 

4.0 

280 

500 

0 

12,400 

0 

0 

t 12,400 

1 

25 

0.068 

4.5 

295 

730 

0.86 

11,800! 500 

700 

' 13,000 

2 

50 

0.134 

5.0 

310 

940 

2.66 

!ll.200| 900 

1,100 

13,200 

3 

75 

0.197 

5.5 

325 

1.170 

6.40 

10.700 

1,200 

1,600 

13,500 

4 

100 

0.254 

6.0 

340 

1,440 

6.04 

: 10,200j 1,500 

1,800 

13,500 

5 

125 

0.305 

6.5 

355 

1,740 

8 08 

j 9,800 

1,600 

2,000 

13,400 

6 

150 

0.348 

7.0 

370 

2,080 

10.80 

1 9,400: 1,800 

2,000 

13,200 

7 

175 

0.380 

7.5 

385 

2,460 

12 42 

i 9,000, 1,900 

2,000 

12,900 

8 

200 

0.400 

8.0 

400 

2.880 

13 88 

8,700 

1.900 

1,900 

12,500 

0 

225 

0 408 

9.0 

430 

3,850 

13.20 
2-69.54 

j 8,100 

1,800 

1,700 

11,600 


28. Wind Stresses in Tower.— To the above tower stresses produced 
by live load and temperature, must be added the stresses due to wind 
loads. 

The Iruss wind load of 400 lb. per lin. ft. produces a horizontal reac- 
(’ at each tower of 

300 l + 400 [] = 200 kips 
This acts at Joint 4 (.r - 100). 

The deflection of suspended truss under wind load produces at the 
top of (‘ach tower a horizontal reaction of 40 ^ : and the wind on the sur¬ 
face of the cables product’s an addition to this reaction amounting to 
lo(f T o)» l M,nL>< 't* 10 t°tal reaction at the tower top = 20 kips. 





346 


MOVABLE AND LONG-SPAN STEEL BRIDGES ■ [Se^< 

The wind acting directly on the tower is assumed at 25 lb. per sq, ft. 
of vertical elevation. This produces, at each joint, an equivalent'Con¬ 
centrated load of 25 X (25d). 


J omt ( * } 

d 

(ft) 

Wind 

load 

(kips) 

1 

Shear 

(klpb) 

Moment 
(ft -kipe) 

0 

0 

4 0 

27 

0 

0 

1 

25 

t 5 

3 

27 

075 

2 

50 

5 0 

3 

30 

1,425 

3 75 

5 5 

3 

33 

2 250 

4 

100 

b 0 

270 

3b 

3 150 

5 

125 

0 5 

1 

30b 

10 SOO 

0 

150 

7 0 

4 

310 

IS 550 

7 

175 

7 5 

5 

311 

2l> 100 

8 

200 

8 O 

5 

310 

31 175 1 

9 

225 

9 0 

3 

321 

42,475 


Column 

distance 

(ft) 

A 

(sq in ) 

Stress 
from W L 
(lb persq 
in ) 

Stress from 
L L + tem¬ 
perature 
(lb. per sq 
in.) 

Total 
stress 
(lb per 
sq in ) 

42 5 

280 

0 

12,400 

12,400 

43 5 

295 

100 

13,000 

13,100 

44 5 

310 

100 

13,200 

13,300 

4b 5 

325 

100 

13,500 

13,600 

48 5 

340 

200 

13,500 

13 700 

49 5 

355 

600 

13,400 

14,000 

50 5 

370 

1,000 

13,200 

14,200 

51 5 

385 

1 300 

12,900 

11,200 

52 5 

100 

1,600 

12 500 

11,100 

53 5 

130 

1 800 

11,600 

13,400 


In the above tabic, the bending moments divided by the column 
distance gave the column stresses, and these divided by the areas gave the 
unit stresses from wind load. 

The transverse bracing of the tower is proportioned to resist the shears 
tabulated above. 

29. Calculation of Cable Wire. —The total length of cadh cable is 
given by Eq. (114): 

L = m + l»’)+2,( mai + U a ) 

= 1,080(1.027) + 720(1.034 + 0.003) = 1,110 + 710 - 1,850 ft. 
To this must be added 43 ft. of cable at each end, between end of tiuss 
span and anchorage eyebars (scaled from drawing); hence, 

Total L = 1,850 + 80 = 1,912 ft. per cable 
No. 6 galvanized cable wire will be used = 0.192 in. diameter 0029 
sq. in. area.. Each cable consists of seven strands of 380 wu .*■ ea< h 
2,702 wires at 0.29 sq. in. = 78 sq. in. fas required). 

Weight of No. 0 galvanized wire = 01 lb. per ft. 

Total cable wire = 2 X 2,702 wncs at 1,942 ft. — 10,500,000 hn ft. 

Total weight of cable wire = 10,500,000 ft. at 0.1 lb. - 1,050,000 lb 

30. Calculation of Cable Diameter. - The area of a strand will be 10 
per cent greater than the aggregate section of the wires composing it 
In this case the area of each strand w ill be 

(110 per centK 7 ??) = 12.3 sq. in. 

The corresponding diameter is 3.90 m. The cable diameter will be 
three strand diameters = 11.9 in. (\dding the thickness of wrapping, 
the finished cable will be 12.2 in. in diameter.) 
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31. Calculation of, Wrapping Wire. —The wrapping consists of No. 9 
galvanized wrapping wire (soft, annealed), weighing 0.06 lb. per ft. 
Deducting lengths of cable bands, etc., there will be 3,250 ft. of cable to 
be wrapped. Since the wrapping wire is 0.15-in. diameter, it will make 
80 turns per lin. ft. The diameter of the cable is 11.9 in., hence the 
length of each turn will be 3.16 ft. 

Length of wrapping wire = 80 turns at 3.16 ft. = 

253 ft. per lin. ft. of cable. 

Weight of wrapping wire = 253 ft. at 0.06 lb. = 

15.2 lb. per lin. ft. of cable. 

Total wrapping wire = 3,250 ft. of cable at 15.2 lb. = 50,000 lb. 

32. Estimate of Rope Strand Cables. —Instead of building the cable 
of individual wires, manufactured rope strands may be used. In the 
case at hand, with a factor of safety of 3, there would be required 61 
1%-in. strands per cable. 

Cable stress per strand = 4,700 kips + 61 = 77 kips. 

Allowable stress per 1%-in. strand = 248 kips -f* 3 = 82 kips. 

(Allowable stress per 1%-in. strand = 212 kips -f- 3 = 70 kips.) 

These galvanized steel ropes weigh 5.10 lb. per ft., hence, the total 
weight in the cables would be ' 

2 X 1,942 ft. X 61 strands at 5.10 lb. = 1,210,000 lb. or 15 percent 
heavier than the parallel wire cables. 

The diameter of the resulting cable would be 7 X 1% in. = 12.25 in. 
plus the wrapping. 

(If rope strands are used, it should be remembered that their modulus 
of elasticity E is less than 20,000,000, as compared with about 30,000,000 
for parallel wire cables.) 


ERECTION OF SUSPENSION BRIDGES 

'Flic erection of suspension bridges is free from the hazards attending 
'(Mum* tyj '\s of long span construction. 

The normal order of erection is: Substructure, towers and anchorages, 
foot bridges, cables, suspenders, stiffening truss and floor system, road-, 
ways, cable wrapping. 

The cables are the only members requiring specialized knowledge for 
their erection. The other elements of the bridge, for the most part, are 
erected in accordance with the usual field methods for the correspond¬ 
ing elements of other structures. 

33. Erection of the Towers.—The ej ection of the towers may proceed 
simultaneously with the construction of the anchorages. 

For the Manhattan Tower of the Williamsburg Bridge, a stationary 
derrick on the approach falsework was used to erect the steel up to 
roadway level; the erection was then completed by two stiff-leg derricks 
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mounted ou ft timber tower built up on the cross-girder between the two 
tower legs. 

In the case of the Manhattan Bridge, the tower (Fig. 29) consists of 
four columns supported on cast steel pedestals resting on base plates 
set directly on the masonry pier. The tower columns were erected by 
the use of ingenious derrick platforms (one for each pair of columns) 
adapted to travel vertically up the tower as the erection proceeded. 
Each platform projected out from the face of the tower on the shore side 
and was supported by two bracket struts below. The tipping moment 
was resisted by sets of rollers or wheels engaging the edges of the columns, 
and the vertical support was furnished by hooks engaging the projecting 
gusset plates of the bracing s.ystem. With a 45-ft. stiff-leg derrick 


- \ 

, jf vw ‘ 

'■». ,■ V 

„ *' 1 (* ( > A.' 



•Fio. 28.—Kingston Bridge—Towers and footbridges. (1921 Span 70.j tt ) 


.mounted on each platform, the sections of the tower were lifted from ! -■ 
stop of the pier and set in place. When a full section had bee*' ’ 
the tower, blocks were fastened to the top and falls attachot. 
derrick platform by which it then lifted itself to the next level. 

In addition to the two traveling derricks, there were required, 
erection of each tower; two hoisting engines and one stiff-log <|, 
the pier; two storage scows moored to the pier; a power lant wir 
compressor, on she re; 30 pneumatic riveting hammers; and d fora' 
The force at each tower consisted of 100 men including 0 riveting gangs. 
The erection record was 2,000 tons of steel at one tower in 10 working 
days. 

For smaller bridges, the towers may la: erected by gin-pole or by 
stationary derrick alongside. For the suspension bridge at Kingston, 
N. Y. (Fig. 28), a guyed derrick with 95-ft. steel boom was set up on a 
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square timber tower 80 ft. high for the erection of each steel tower; the 
same derricks later erected the adjoining panels of the stiffening truss. 

34. Stringing the Footbridge Cables. —The general method consists 
in taking one or more ropes across the river by means of a boat, and then 
raising to position. 

For the Manhattan Bridge (Fig. 29), sixteen 1%-in. wire ropes were 
swung between the towers in four groups of four, each group to make a 
single footbridge cable. The four reels were mounted on a scow brought 
alongside one of the towers, A. The end of each rope was unreeled, 
hauled over a roller saddle on top of the tower, and secured to the anchor¬ 
age A. Then the scow was towed across the river, laying the ropes along 
the bottom, to the opposite tower B. The remainder of each rope was 



I’n; 129. M:inh:il1:iii liiidi'i* CaMo spinning. (1009— Span 1,470 ft.) 


led and coiled on the deck of the scow. Then, while river 
us slopped for a few minutes, the free end of each rope was hauled 
line over the top of lower B to the anchorage B, the middle of the 
>r bight rising out of t he water during this operation. The ropes 
the' socketed and adjusted to the precise deflection desired as detcr- 
iied l\v levels. 

o5. Erection of Footbridges. The next step is the construction for 
each cable of a footbridge or working platform which permits the wires 
I o be observed and regulated throughout their length, and greatly 
facilitates the entire work on the cables (Figs. 28, 29, 32). 

For the Manhattan Bridge (Figs. 29, 32), four platforms were con¬ 
structed, 8 ft. wide, placed concentric with the main cables and 30 in. 
(clear) below them. The timber floor beams were secured to the upper 
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side of the footbridge cables by U-bolt clamps. Upon the outer portions 
of the floorbeams were dapped the stringers, and on these were spiked 
the floorboards. Each platform carried “ hauling towers ” (Fig. 29), about 
250 ft. apart, to support the sheaves of the hauling ropes used for 
placing the strand- wires. The platforms were braced and guyed by 
backstays from'each tower, and by inverted storm cables connected to 
them at 54-ft. intervals (Fig. 29); and were provided with wire rope 
hand rails. 

For the Brooklyn Bridge, the timber staging consisted of one longi¬ 
tudinal footbridge and five transverse platforms, called “cradles,” from 
which the wires were handled and regulated during cable-spinning. 



Fio. 30. —Williamsburg Bridge—Traveling wheel for t.iblu spinning. (1003 . 

1,000 ft ) 

36. Initial Erection Adjustments. It has become general praet 
to use the method introduced by Bocbling of spinning fh<> desired m 
of parallel wires in place and then combining them into a fable. 

Guide wires are used as a means of adjusting the indi. idual wires to 
equal length. 

Special computations have to be made for the location of the guide 
wires, for setting the saddles on top of the towers, and for the length of 
the strand legs. 

Knowing the desired final position of the cable under full dead load, 
its length is carefully computed from center to center of shoe pins at tin; 
anchorage. Applying corrections for elastic elongation (duo to sus¬ 
pended load) and for difference of temperature from the assumed mean, 
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the length of unloaded cable is determined. This gives the length of 
the guide wire between the same points. 

Assuming no slipping of the strands in the saddles, the initial position 
of the saddles is computed so as to balance tensions between the main 
and side span catenaries. This gives the distance the saddles must 
be set back (toward shore) from their final position. On the tops of the 
towers. 

Since the strands will be spun above their final position, the initial 
position of the strand shoes will be a short distance forward or back of 
their final position. This distance is carefully computed and gives the 



I’ju. Williamsburg Bridge -- Strand shoos in position during cable spinning. (1903— 

Span 1,000 ft.) 


length of (lie strand lops (Fig. 31). The distance may also be 
tenuined or chocked by actual trial with the guide wire. 

'"iking into consideration the previously calculated and corrected 
lot:., ength of cable between strand shoes, the initial raised position of 
the strands above the tower saddles, and the length of strand legs shifting 
tint initial position of the strand shoes, the ordinates of the initial caten¬ 
aries in main and side spans are carefully computed. These ordinates 
are used for setting the guide wires with the aid of transit and level 
stationed at lowers and anchorages. 

The initial erection adjustments for the Brooklyn, Williamsburg, 
Manhattan, and Kingston Bridges are summarized and compared in the 
following table: 
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Initial Position of Cable Strands 
With Reference to Final Position 



Height 

above 


crown, 


feet 

Brooklyn_ 

57 0 

Williamsburg 

15.0 

Manhattan., 

2 0 

Kingston__ 

1 25 


Height 

Distance 

j 

Distance 

above 

saddle set 

shoe set 

saddle, 

back, 

back, 

feet 

feet ' 

feet 


2 

1 

0.1 

+12.0 

2 

0 

2.75 

+ 3.0 

2 

0 

0.0 

- 1.83 

1 

25 

0.5 

- 0.25 


37. Spinning of Cables. —The operation of cable spinning requires 
an endless wire rope or “traveling rope” (Figs. 29, 30) suspended across 
the river and driven back and forth by machinery for fFSijj & rnose of 
drawing the individual wires for the cable from one anchoragofpthe other. 
There is also suspended a “guide wire” which is established by computa¬ 
tions and regulated by instrumental observations so as to give the desired 
deflection of the cable wires. 

Large reels upon which the wires are wound are placed at the ends 
of the bridge alongside the anchor chains (Figs. 29, 30). The free end of 
a wire is fastened around a grooved casting of horseshoe shape called a 
“shoe” (Fig. 31), and the loop thus formed is hung around a light*.grooved 
•wheel (Fig. 30) which is fastened to the traveling rope. Theijjravolmg 

• rope with its attached wheel, moving toward the other end of tlf; Jdge, 
thus draws two wires simultaneously across from one anch<Wge to 
the other; one of these wires, having its end fixed to the shoe, is called t lie 
“standing wire”; while the other, having its end on the reel, is called the 
“running wire” and moves forward with twice the speed of the traveling 

* rope. Arriving at the other end, the u ire loop is taken off the wheel and 
"laid around the shoe at that end. The two wiies are then adjured 
. so as to be accurately parallel to the guide wire, the operation of ad hist- 

: ment being controlled by signals from men stationed along the footb. . *;e. 

The wire is then temporarily secured around the shoe, and a new loop 
hung on the traveling wheel for its f eeond t rip. After 200 .>•• more wires 
have thus been drawn across the river and accurately set, they are tied 
together at intervals to form a cable strand. 

For the Manhattan Bridge, the wires (drawn in 3,000-ft. lengths) 
were spliced to make a continuous lerigt h of SO.OOO ft. (4 tons) wound on a 
wooden reel. On each anchorage were set eight retd stands, ouch with a 
capacity of four reels (Fig. 29). Supported above the foot bridges were 
eight endless f^-in. steel “traveling rope ;” passing around 6-ft. horizontal 
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sheaves at the anchorages. Attached to each endless rope at two equi¬ 
distant points were deeply grooved 4-ft. carrier sheaves (“traveling 
wheels”) in goose-neck frames (Figs. 29, 30). The “strand shoe” 
(Fig. 29) was held 22 in. in front of final position by a special steel 
construction called a “strand leg” attached to the pin between two anchor¬ 
age eyebars. (In the case of the Williamsburg Bridge, Fig. 31, the strand- 
leg construction was reversed, the shoe being held 3 ft. back of final 
position.) The bights of wire were placed around the traveling wheels 
and pulled across, taking about 7 min. for a trip of 3,223 ft. from anchorage 
to anchorage. As each part of the wire became dead, it was taken by 
an automatic Buffalo grip and adjusted to the guide wire. After each 
strand (256 wires) was completed, the wires were compacted with curved- 
jaw tongs and seized with a few turns of wire every 10 ft. Then, with 
a “strand bridle” attached to a 35-ton hydraulic jack, the shoe was pulled 
toward shojre, releasing the strand leg and the eyebar pin. The strand 
shoe was Jflj ga. revolved 90 deg. to a vertical position and pulled back to 
position "llKthe eyebar pin. The strand was then lifted from the 
temporary sheaves in which it was laid at the anchorages and the towers, 
and lowered into the permanent saddles; a 20-ton chain hoist and steel 
“balance beam” being used for this operation. The strand was then 
adjusted to the exact position desired by means of shims in the strand ^ 
shoe. After the seven center strands of a cable were completed, they 
were bunched together with powerful hydraulic squeezers to make a 
cylinder about 9^ in. in diameter. Then the remaining strands were 
complet&jkand compacted in two successive layers around the core. 
ThcA^I cable was coated with red lead paste, and the permanent cable 
banda^/d suspenders were attached. The foot bridges were hung to the 
completed cables to be later used for the work of cable wrapping, and the 
temporary foot bridge cables were cut up for use as suspenders. 

38. Erection of Trusses and Floor System.—The suspension from the 
cables permits the steelwork to be erected without falsework. 

In the Manhattan Bridge, the truss is supported at each panel point 
by four parts of 1%-in. steel rope suspenders with their bights engaging 
t’.v ain cables and having at the lower end nut bearings on horizontal 
plates across the bottom flanges of the lower chord. 

All members were shipped separately, the chord members in two- 
panel-Jength pieces weighing 26,000 to 30,000 lb. each. 

The erection proceeded at four points simultaneously, working in 
both directions from each tower (Fig. 32). Traveler derricks of 25-ton 
capacity were used, with 34-ft. mast and 50-ft. boom, provided with 
bull-wheel. At each point of erection there were two of these large 
derricks, also one jinnywink derrick with 30-ft. boom and 7-ton capacity. 
In addition to these twelve movable derricks, there were four stationary 
steel-boom derricks at the towers. 
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Starting at the towers, the lower chords and floor system were assem¬ 
bled two panels in advance of the travelers, making temporary connec¬ 
tions to the suspenders (Fig. 32), until the anchorages and mid-span were 
reached. Then the travelers returned to the towers to commence their 
second trip. 

The material was hoisted by the tower derricks and loaded on service 
cars which delivered it to the traveler derricks. 

On the first trip, the lower chords, lower deck and verticals wore 
erected; on the second trip, the truss diagonals were erected; and on the 
return (Fig. 33), the upper deck and transverse bracing were put up, 
thus completing the structure. 



Fio. 32.—Manhattan Bridge—Erection of lower chords and floor system. (1909 -Span 

1,470 ft) 


A force of 300 men was employed on this work, and their record was 
300 tons of steel erected in a day. 

The first few panels of the main .'.pan arc generally erected by tin* sta¬ 
tionary derricks at the tower as far as f heir booms can reach. Addif ■ ml 
panels may be erected by drifting or outhauling from the cable; or by 'he 
use of “runners, ” that is, block ami falls suspended from the advance 
cable band and operated by the, hoisting engine at the tower. At King¬ 
ston, the latter method was adopted, dispensing with the use of travelers. 

39. Final Erection Adjustments.- -The elevations and camber of the 
roadway are checked with levels and corrected whore necessary by adjust¬ 
ing the lengths of the suspenders. 

In completing tiie stiffening truss, the closing chord members should 
be inserted after all the dead load is on the structure, the connecting 
holes at one end being drilled in the field. 
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If the closure of the stiffening truss has to be made before full dead 
load is on, the structure or at other than mean temperature, the vertical 
deflections arc computed for these variations from assumed normal condi¬ 
tions and the suspenders adjusted accordingly before connecting the 
closing members. In adjusting the suspenders, the center hanger is 
shortened or lengthened the calculated amount, and the other hangers are 
corrected by amounts varying as the ordinates to a parabola. 

If the trusses are assembled on the ground before erection, the exact 
camber ordinates can be measured and reproduced (by suspender adjust¬ 
ment) so as to secure zero stress under full dead load at mean temperature. 

An ideal method of checking the final adjustments is by means of an 
extensometer, which should check zero stresses throughout the stiffening 



Fig. 33.- -Manhattan Bridge—Erection of upper chords of stiffening truss. (1909— Span 

1,470 ft.) 


t russ when normal conditions are attained, or calculated stresses for any 
variation from assumed normal conditions. 

40. Cable Wrapping.—Close wire wrapping has proved to be the most 
effective protection for cables. 

F or the Manhattan Bridge, No. 9 galvanized soft steel wire (0.148 in. 
m . ..inieter) was used. This was rapidly wound around the cable by a 
sin pie and ingenious machine operated by an electric motor. This 
machine, designed by II. 1). Robinson, is illustrated in Fig. 34. 

In advance of the machine, the temporary seizings are removed and 
the cable painted with a stiff coat of red lead paste. The end of the wrap¬ 
ping wire is fastened in a groove at the end of the cable band. The 
machine, carrying the wire on two bobbins or spools, travels around the 
cable and applies the wire under a constant tension. The machine 
presses the wire against the preceding coil and at the same time pushes 
itself along at a rate of about 18 ft. per hr. 
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The machine weighs 1,000 lb. and is operated by a l^j-h.p. motor at 
a speed of 13 rev. per min. It is handled by a force of six men. . • 
41. Erection of Wire Rope Cables.— The individual wire ropes OQm- 
posing a cable of this typo may be towed across the river in the same man¬ 
ner as the temporary footbridge ropes of a parallel wire cable (see p. 
349); or they may be strung across by means of a single working‘cable 
stretched from tower to tower. 

The latter method was used for a footbridge of 540-ft. span built over 
the Cumberland River by the American Bridge Company (Fig. 25). Each 
cable consisted of seven ropes of 1% in. in diameter. A working cable of 
1-in. wire rope was first stretched across between the towers for each of the 
main cables. The main ropes were unwound from the reels back of one 



Fig. 34.—Cable wrapping machine in working position on Manhattan Jiiitlge. 


tower. One end of a rope was lifted to the top of the tower and hauled 
across the river to the top of 1 he opposite tower, the rope being supported 
from the 1-in. working cable by blocks attached at intervals of about 60 
ft., thus preventing too much sag. The rope was then lowered to approxi¬ 
mately correct position, and (he sockets attached to the tower shoes. 
The remaining ropes were then she!died in the same manner, and all 
were then adjusted by nuts at the ends until they touched a level si rai,,' ' 
edge held on the fixed line of sag ddermined by a transit in the tower. 
The cable clamps and suspenders were f hen placed by men on a movable 
working platform hung from the cables, beginning in the center and work¬ 
ing toward each end. The floor system was also erected by men on the 
working platform, in this case working from both ends toward the center. 
The platform was then removed, and the trusses were erected from the 
ends toward the center by workmen on the; floor system, using the two 
working cables (shifted to the center of the bridge) as a trolley cable for 












See. 6-42] 


SUSPENSION BRIDGES 


357 


transporting the truss sections to position. Adding the top lateral brac¬ 
ing, .‘railings, and wood floor, the structure was completed. 

‘ 42. Erection of Eyebar Chain Bridges. —Chain suspension bridges 
have, as a rule, been erected upon falsework. 

For the Elizabeth Bridge at Budapest (1902, span 951 ft.), the false¬ 
work consisted of huge scaffoldings built on piles and protected from 
floating ice by ice breakers. Four openings of 160 ft. were left for vessels, 
and these openings were spanned by temporary timber bridges floated 
into place on pontoons. After the falsework was completed, the main 
chains were erected in 12 weeks. The falsework was then taken down and 
the steelwork completed. 

A different scheme, eliminating heavy falsework, was used for the 
Clifton Bridge (1864, span 702 ft.). Under each set of three chains, a 
suspension foot bridge was constructed, using wire ropes. Above this 
staging, another rope was suspended to carry the trolley frames for trans¬ 
porting the links. The chains were commenced simultaneously at the 
two anchor plates; the lowest of the three chains being laid first. Com¬ 
mencing at the anchorage, there were inserted the whole of the links, 
namely 12, then 11, 10, 9, 8 and so on until the chain was diminished to 
one link; then the chain was continued with one and two links, alternately, 
until the; two-halves met at mid-span. The suspended foot bridge was 
strong e^dtfllgh to carry the weight of this chain until the center connection 
was- matl&£$hc chain was then made to take its own weight by removing 
the blacking under it. The next operation was to add the remaining 
links of the chain on the pins already in place. The process was repeated 
for the upper chains, and then the roadway was suspended. 

43. Time Required for Erection.- -The time schedule for the Man¬ 
hattan Bridge (1,470-ft. span) was as follows: 


First substructure contracts l<‘l. 1001 

Pier foundations commenced ... . May, 15)01 

Work commenced on final (revised) design. March, 15)04 

Steel towers commenced . .... July, 1907 

Towers completed (12,500 tons). July, 1908 

Temporary cables strung.Tune 15-20, 1908 

Foot, bridges constructed. July 7-13, 1908 

Spinning of main cables commenced (t cables). Aug. 10, 1908 

Last wire strung (37,888 wires'). Dec. 10, 1908 

Erection of suspended steel commenced. Feb. 23, 1909 

Suspended steel completed (21,000 tons) . . Juno 1, 1909 

Approaches completed and bridge formally opened . Dec. 31, 15)09 


Tlu* stool erection, amounting to 42,000 tons of stool botwoon anchor¬ 
ages and including towers, cables, trusses and decks, was accomplished 
in two and one-half years. 
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The Kingston Suspension Bridge (705-ft. span) was completed in 
one year (1920-1921), although several months were lost waiting for 
steel delivery. The bridge contains 1,000 tons of structural steel and 
250 tons of cables. 

The 400-ft. span suspension bridge at Masscna, N. Y., containing 
400 tons of steel, was erected complete in six months. 



SECTION 7 


STEEL ARCH BRIDGES—GENERAL 

By C. B. McCullough 

1. Classification and Types of Steel Arch Bridges. —The steel arcli 
structure is distinguished from the truss or girder in that the reactions at 
the supports are inclined rather than vertical. Figure la illustrates a 
typical steel truss structure. One support is derived from the fixed 
pin at b and the other from a pin resting at a on a roller nest, or other 




Fig. 2.—Fixed arch 




/ N fb) 

fwo-llinqed Arch 





type of support so arranged as to provide for free lateral movement. 
From the figure, it is at once observed that both abutment reactions 
will be vertical in direction. If the roller at a be replaced by a fixed pin, 
as shown in Fig. t b, the structure at once becomes a two-hinged arch. 
If member c~d were to be removed, ihe structure would become a three- 
hinged arch (sec Fig. lc). 

359 



360 


MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec. 7-1 


Classified according to the method in which the stresses are distrib¬ 
uted throughout the superstructure, arches may be grouped under four 
main headings as follows: 

(1) Hingeless or fixed arches as shown in Fig. 2. 

(2) Single-hinged arches as shown in Fig. 3. 

(3) Two-hinged arches as shown in Fig. 4. 

(4) Three-hinged arches as shown in Fig. 5. 


Dec *rv 



Classified in accordance with the method in which the rib is fabricated 
and the deck carried by the rib, arch bridges may be grouped under the 
following headings: 



Fill. 7.- -Half through arch, two-hinged crescent typo (rih arch). 


(1) Solid Rib Arches. —Arches of this character may be either fixed 
or with one, two or three hinges. The two-hinged type may 4 ^ either 
parallel curved as shown in Fig. 0. or of the crescent type as shown in Fig. 



7. The three-hinged type may be either parallel curved as shown in Fig. 

8, or lenticular in section as shown in Fig. 9. The most commonly used 
form of “plate girder” or solid webbed arch rib is that of a parallel curved 
rib of constant depth throughout its length. 

(2) Braced Rib Arches. —This type ditiers from the above type in that 
the solid web of the former is replaced by a system of diagonal bracing 
Either a single or a double intersection web system may be used, as shown 
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in Fig. 10. The single intersection type avoids considerable ambiguity 
in analysis. The double type on the other hand is said to result in lower 
secondary stresses. 



(3) Spandrel Braced Arches .—Arches of this type are generally con¬ 
structed with two or three hinges on account of the difficulty encountered 



r. 

Fit;. 10.— Braced rib crescent typo two-hinged arch. 

nt the abutments. This type of construction generally consists of a 
in adequately anchoring the skewbacks to produce a condition of fixity 


tioor C'cj/nj 


Fig. 11.—Double deck spandrel braced arch. 

horizontal top chord, a curved or arched bottom chord, and a system of 
diagonal bracing connecting the two. Figure 5 illustrates this type of 
arch structure. 
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Arches may be further classified as through arches, half through- 
arches or deck arches in accordance with the method by which the 
roadway is supported by the arch proper. Through and half-through 
arches are nearly always of the rib type; although it is possible to construct 
a double*deck spandrel-braced arch wherein the lower deck passes through 
the arch frames as shown in Fig. 11. 

2. Relative Merits of Various Types of Arch Construction. 

2a. Fixed or Hingeless Type.—The principal advantage 
claimed for this type of construction is its rigidity. Its principal dis¬ 
advantage lies in the fact that a lateral yielding of the foundations will 
induce very heavy stresses in the superstructure. Other conditions being 
equal, this type will probably show a slight saving in metal over either 
of. the hinged types of construction. One of the disadvantages charged 
against this type of construction is the labor involved in making the 
calculations. This, however, should not be considered a serious objection 
for fixed arch analysis has now been standardized to a point where the 
labor involved is not so great as formerly, and, moreover, the expense 
of even the most laborious calculation is very small in comparison with 
what may be saved on a large superstructure by refinements in design. 

2b. Single Hinge Type.—This type of construction is very 
rarely used and possesses no distinct advantages. One of the most 
notable designs of this type was one proposed by Chas. Worthington for 
spanning the St. Lawrence River at Quebec, this design contemplating 
a structure of some 1,800-ft. clear span. This type of structure is 
undoubtedly less rigid than the fixed type and possesses only one distinct 
advantage, namely, that of definitely locating the line of thrust at the 
crown. 1 

2c. Two-hinged Type.—Undoubtedly not as rigid as the 
fixed type, but involves somewhat less labor in the making of calculations. 
This type presents the advantage of definitely locating the thrust line 
at both skewbacks, which is a distinct advantage for certain foundation 
conditions. 

2d. Three-hinged Type.—The principal disadvantage of 
this type lies in its lack of rigidity. Its principal advantage lies in its 
freedom from temperature stresses and in the fact that vertical or lateral 
movements of the supports, unless I hey be of considerable magnitude, 
will not induce any material stress in the superstructure. 

The three-hinged arch will probably require more metal than the 
fixed arch of corresponding dimension. No definite relationship has ever 


1 It will be shown in Art. 5, p. 368, that whatever a hinge is used, the line of 
thrust for the arch rib must pass through siHi hinge for every position of the loading, 
otherwise the structure would rotate about the hinge in question. Thus every hinge 
introduced provides one point of definite localum for the otherwise unknown thrust 
line. 
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been established nor data presented as to the realtive economy of these 
two types of construction. 

2c. Various Types in General. —In regard to the above 
types in general, it may be stated that the three-hinged type has been 
by far the most extensively used type of structure in America, but that 
the fixed arch is becoming more and more popular with American engi¬ 
neers. Where sufficient head room is provided so that the arch may be 
constructed with a generous rise, temperature stresses in this last type 
of structure do not assume very great importance. Flat fixed arches on 
the other hand may develop temperature stresses amounting to a large 
percentage of the total stress in the rib. 

Arches in general are especially to be commended for their beauty of 
line and have been used in Europe to a much greater extent than in this 
country probably for the above reason. This type of construction is 
most adaptable to deep, rocky ravines where 
ample head room can be secured, and where 
natural foundations of the best are encountered. 

It is probably not the part of wisdom to place 
arch structures on pile foundations except per¬ 
haps arches having three hinges. It is true that 
some fixed arches have been constructed on 
foundations of this character apparently with 
satisfactory results; however, the cost of abut¬ 
ments of a size sufficient to distribute the 
eccentric arch thrust in such a manner as to 
provide safe bearing values on the foundation 
material or on the piling, will generally be so 
great as to eliminate this type of construction 
from competition for foundation conditions of 
this character. 

3. Loadings on Arch Bridges.—The loadings 
for which an arch structure should be designed 
are as follows: (1) Dead load; (2) live load; (3) 
impact; (4) wind load; and (5) temperature and 
ril) shortening. 

Stresses resulting from dead load, live load 
and impact should be carried by the metal 
at the usual allowable unit stresses. It is permissible, however, to 
increase these stresses when considering the above loads in combination 
with wind or temperature; and to increase them still further when 
considering both wind and temperature stresses acting simultaneously. 
It is general practice to increase ordinary unit stresses of from 25 to 30 
per cent for dead, live and impact loadings plus either wind or temper¬ 
ature. It is also customary to allow these original unit stresses to be 



Fig. 12.—Showing method 
of inclining the planes of the 
arch frames to provide 
greater lateral stability at 
skewbacks. 
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increased up to 40 per cent when considering the above stresses together 
with wind and temperature acting simultaneously. 

Steel arch bridges must be thoroughly investigated for wind stresses 
both as affecting the bracing and as affecting the trusses themselves. 
In many cases arch trusses have been erected in an inclined or battered 
plane, as shown in Fig. 12, so that the lower chord spread increases from 
crown to skewback. In this manner a greater stability against wind or 
other lateral forces can obviously be secured. 

4. Erection of Arch Bridges.—The principal advantages in the span¬ 
drel-braced arch lies in the fact that it can many times be erected as a 
cantilever, thereby dispensing with false work and saving considerable 
in the cost of erection. It is also possible many times to so erect an arch 
bridge as to cause it to act as a three-hinged arch under dead load, or a 
portion of the dead load, afterwards fixing one or more of the hinges, thus 
causing the arch to act as a two-hinged or fixed arch under live load and 
impact. Figures 13 and 14 are construction views of a fixed rib arch 
structure being erected across the Willamette River at the present time 
under the direction of the writer. 

This structure was erected piece by piece from a scow derrick and the 
sections held in place by means of stay-cables running from old timber 
suspension bridge towers, as shown in Fig. 13. Figure 14 shows the 
structure connected up at the center. It will be noted that the central 
portion was not supported by stay-cables, but by bents resting on steel 
cables which had formerly been used to support the suspension bridge 
which crossed the river at this point. This structure as shown in Fig. 14 
acts as a three-hinged arch. The hinges are detailed inside the rib and 
are not visible in the photograph. Figure 15 is a close-up showing the 
crown hinge which is placed inside the rib at the crown as shown. Figure 
16 shows the skewback hinges and Fig. 17 the grillage upon which they 
set. At a certain point in the erection program, it is contemplated that a 
milled plate will be inserted at the crown to fill the key gap shown in 
Fig. 15, and a cover plate riveted over this, thus completely fixing the 
crown. The skewback hinges are then to be concreted in. (Those 
hinges set back some 8 or 10 ft. into solid rock and the entire cavern will 
be filled with concrete, thus completely fixing the ends of the rib.) 

Comparative calculations wen; made for the total stresses resulting 
when the rib was assumed as being fixed at different stages of the erection 
and it was found that a great deal of economy could be effected by allow¬ 
ing the rib to remain as a three-hinged arch until after the concrete floor 
was placed upon the structure because of the fact that some of the 
stresses induced when the structure was carrying load as a three-hinged 
arch were in a direction such as to counteract the stresses at the same 
point due to additional loading on a fixed arch. This fact, therefore, 
made it possible by properly combining the two actions, to decrease the 
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Fiq. 13. Erection of steel arch by means of radial stay cables. 
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Fio. 15. Fio. 1G. 

Fio. 15.— Oregon City Bridge. Temporary 7>i-in. pin at crown. Used during erec¬ 
tion. Splice plate to lie driven into tapered gap and riveted after floor load is placed, 
thereby relieving hinge of further action. 



Fio. 17. 
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total dead load stress from the value it would assume if the arch were to be 
fixed either earlier or later in the erection program. A study of this 
kind, especially for this type of construction, will doubtless be found 

worth while in every case. 

Figure 18 illustrates a device some¬ 
times employed for the erection of 
spandrel braced arches by the canti-. 
lever method. The erection member 
ac is pin connected to the upper chord 
end panel point and anchored back into 
the solid rock, or by means of “dead 
men.” Inserted in this tic member is 
a “toggle joint” or eyebar parallelo¬ 
gram as shown in Fig. 186. By means 
of the toggle, points 6 are moved in or 
out, thus controlling the length of the 
tension member, and hence, the ele¬ 
vation of the cantilevered arm. This 
adjustment is necessary in order to 
enable the arch to close at the crown. Either two- or three-hinged arches 
may be erected in this manner. When two-hinged spans are thus erected, 
the center panel must be made to close at a certain predetermined 
temperature—otherwise, temperature strains, other than those* for which 
the structure was designed, are introduced. 

5. General Design Features. 

5a. Shape of Arch.—It will be clear from a consideration of 
the laws of graphic statics and from the discussion of Sec. 8 that the 



Fia. 18.- 


-Cnntilcvcr method for erecting 
an arch frame. 



external forces and corresponding support reactions on any arch structure 
may be resolved into an “equilibrium polygon” or “thrust line” passing 
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through the rib or frame at or near its center. Thus in Fig. 19, the forces 
Fi-Ft inclusive together with the corresponding support reactions R\ 
and R 2 may be completely replaced by the thrust line R x — a'-b'-c' — R t . 

If the three-hinged arch of Fig. 19 is loaded with the system F x -F t , 
such load, deflecting slightly, causes the arch to rotate about each hinge 
until it attains a deflected shape such that the thrust line passes through 
such hinge after which there can be no further movement. For any 
arch, therefore, under any load condition whatsoever, the thrust line 
(for equilibrium) must pass through every hinge. 

If this same arch (Fig. 19) were to be fixed at crown and skewbacks, 
as shown in Fig. 20, it is clear that the rib would have a different deflection 
under the same load system (Fi-F 6 ) and the corresponding thrust line 



would not have the same position relative to the rib, but would have a 
position such as shown (greatly exaggerated) in Fig. 20. The support 
reactions R x and 7tY would be eccentric and would be of different magni¬ 
tude and inclination from R\ and Hi of the three-hinged arch. 

Referring back to Fig. 19 it will readily be observed that wherever 
the thrust lino is normal to the rib and coincident with the neutral axis 
of the same, the stress consists of an axial thrust only. Wherever 
the thrust line is not normal but passes through the neutral axis (as 
shown in Fig. 196), the rib stresses at that point consist of an axial 
thrust N and a shearing stress J. Whenever the thrust line fails to 
pass through the neutral axis of the arch rib, there is developed in addi¬ 
tion to the above stresses a bending moment M equal to Np (see Fig. 19c). 

It is therefore seen that the introduction of a hinge at any point 
definitely loe: tos the thrust line and reduces the bending moment to 
zero at this point. It should also be clear that the use of such hinge 
operates to cause the structure to deflect more readily under load. A 
hinged arch, as pointed out in a former paragraph, is therefore, loss rigid 
than a fixed arch of the same dimension, but presents the advantage of 
definitely fixing the pressure line and causing it to pass through the 
same point for any load condition. The pressure line, of course, will move 
up or down between hinges with a change in load, but not a ' the hinges. 

24 
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When the arch is fixed at the skewbacks;*tKe pressure line acting 
against the foundations will shift under live loadj#causing a certain 
amount of “churning,” or rocking tendency. A hinge at this point will 
fix the point of application of this thrust, although its direction will 
shift somewhat under moving live load. For foundations where rocking 
is particularly undesirable, such as pile foundations, a skewback hinge 
is thus seen to afford a distinct advantage even at the expense of decreased 
rigidity. 

From the foregoing it should be apparent that arch ribs so designed 
as to keep the line of pressure at or near the neutral axis of the rib at all 
points, present the advantage of eliminating or reducing bending stresses 
and thus effecting a saving in metal. It is, of course, impossible to do 
this for moving live loads as these vary from time to time, thus shifting 
the pressure line, but for dead loads the pressure line may be made to pass 
very nearly through the neutral axis by a proper selection of the rib. 


< 7 . 




Fig. 21.-—Method of loading 
which produces a “Catenarian” 
thrust line. 



Fio. 22.—Method of selecting arch curve to 
coincide with the dead load line. 


For certain arrangements of dead load, the pressure line assumes 
certain definite curves which fact is often made use of in the preliminary 
selection of a curve for the neutral axis of an arch rib. 

If the dead load varies as the distance a measured from the axis of the 
rib to a horizontal line, as shown in Fig. 21, the thrust line for the rib will 
take the shape of a transformed catenary. It will be seen 1 hat. for a se i >s 
of ribs covered with a slab and with walls at the faces retaining a fill mg 
of earth, this type of dead loading frould be closely approximated. r l h- 
arch rib in this case, therefore, should be made in the form of a catenae 
Arches of steel with stone facing and solid stone spandrel walls exemplify 
this type of construction, as shown in Fig. 21. 

If the dead load concentrations arc equal and spaced cquidistantly 
along the rib, the resulting thrust line will be a parabola with its vertex 
at the crown and its major axis vertical. Figure C is a rib design of this 
character. 
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Under other ^gpditions of loading, the pressure line may take the 
form of a circle, an ellipse, or of what is known as the “geostatic curve” 
of Rankine. This last curve, however, is rarely used. 

The most practical method of determining and selecting the most 
advantageous curve for the arch rib is probably the method of trial pres¬ 
sure lines as follows (see Fig. 22): 

(а) Select a trial curve as near as possible to what the true thrust line 
will likely be and sketch in an assumed arch rib and spandrel posts. 

(б) Compute the dead load weights including rib, columns or hangers, 
and deck. 

(c) With these loads pass an equilibrium polygon or thrust line 
through the center of section at crown and at both skcwbacks. 

( d) This equilibrium polygon is the true thrust line for the loads 
assumed in the case of the thrce-liinged arch and a very close approxima¬ 
tion in the case of the fixed or two-hinged arch. 

(e) The arch rib axis is now corrected to correspond with the above 
thrust line, and the dead loads rechecked. The new dead loads will 
generally be so nearly identical with those first assumed as to make further 
calculation unnecessary. Should these loads differ from the original 
assumed loads by any considerable amounts, a new thrust line should be 
constructed and the rib axis again corrected to correspond therewith, 
and so on pntil the rib axis corresponds with the line of thrust for the dead 
loads used. Generally, the first trial will be sufficiently close, particularly 
in view of the fact that the rib is not yet designed and any dead load 
assumption may be somewhat in error. After the final design is made, 
the dead loads are recalculated, and if found to differ by more than 10 
or 15 per cent, the arch axis may be corrected for the true dead loadings. 

The above method is used for fixed as well as hinged arches, for, in 
any case, it is desirable to have the arch axis correspond in general with a 
dead load thrust line passed through the crown and skewback centers. 

It is sometimes desirable to make the arch curve coincident with the 
thrust line for full dead plus live load so that the minimum eccentricity 
of pressure comes at the same time as the maximum value of thrust. 

lit*! li' r such a procedure will result in lower total stresses depends, of 
< use, on the relative; values of dead and live loadings, the shape of the 
’l), eh. For highway loadings, the dead load is by far the larger por¬ 
tion of the total load, and if the arch is designed for low bending under 
dead load, the live load bending will be relatively small. For railway 
loadings, this is not. apt to be the case. 

Spandrel-braced arches generally arc designed with the lower chord 
panel points lying on, or nearly on, a parabola, although in some cases 
the catenary, the circle, the ellipse, and the hyperbola have been used. 

66. Temperature Stresses. —As the arch rib expands or 
contracts with varying thermal conditions, it will move upward or down- 
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ward at the crown to accommodate its position to the changed length of 
the rib or frame. The rib is forced to do this because unlike a truss span 
on rollers or rockers / the skewbacks canuot move laterally. If the arch 
is a three-hinged structure, the rib or frame will revolve about each hinge 
and no temperature stresses will result. If, however, one or more of the 
hinges are removed, the rib in moving up or down must bend somewhat, 
thus inducing what are termed temperature stresses. 

A lowering of tempera! ure will cause tension at the under side 
( intrados ) of the arch at the crown and compression at the upper side 
(or extrados). 

The magnitude of these temperature stresses is, of course, a linear 
function of the assumed variation in the internal temperatuc of the metal, 
which in turn varies greatly with varying conditions. In the Annalcs d 
pont, et claus (1893) will be found an account of some experiments on 
steel arches at Lyons, France. Those tests disclosed an average tempera¬ 
ture in the stool of +115° F. when the air temperature was +90° in 
the shade and +95° F. in the sun. Parts of the structure exposed to 
direct sunshine had a temperature of +130° F. The coldest winter 
temperature recorded was -15° F., giving a maximum range of 130°.F. 
Assuming Ihe arch fixed at moan temperature (+.30° F.) a variation of 
65° F. each way from the normal would seem a logical assump¬ 
tion. Where air temperature variations are less or where stride condi¬ 
tions operate to modify the temperature effects, a lower temperature 
range may safely be assumed. 

5c. Location of Crown Hinge.—For rib arches, the crown 
hinge, when used, is generally located at the center of the rib. For 

spandrel-braced arches, the hinge may be placed 
either in the upper chord fas shown in Fig. 1), in 
the lower chord (as shown in Fig. 3) or mid-way 
between the two. 

Taking moments about the center hinge Kee 
Fig. 23) and considering the left half of the arch 
frame as a “free body in cquihhtmm,” the 
pression for the horizontal thrust at the left 
skew back is: 

t IX 
2 



Via. 23 . 


II --= 


- ZFa 


If the crown hinge be placed in the lower chord, the horizontal thin, 
becomes: 

VL 


IV = 


ZFa ,/ 


It is thus seen that lowering the rise* of an arch frame operates to 
increase the horizontal skewhack component. 
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This generally results in in¬ 
creased stresses in the frame 
though not always. It is prob¬ 
able that the stresses throughout 
the frame will be less when the 
crown hinge is placed in the upper 
chord. 

In general the greater the rise 
in any arch structure, hinged or 
fixed, the less the horizontal thrust. 
Temperature stresses will also be 
less for arches with high rise. 

For a spandrel-braced arch 
having a crown hinge in the lower 
chord, the thrust line for dead load 
may be made to follow the lower 
chord line, thus reducing to zero 
the dead load stresses in upper 
chord and web system. For ex¬ 
ample, an arch such as shown in 
Fig. 1 of the next section having a 
parabolic lower chord will develop 
no dead “load stress in the upper 
chord members, since the lower 
chord must carry the entire thrust. 
Since the dead load upper chord 
stresses are zero, the web system 
can carry no dead load stress ex¬ 
cept that induced by the trans¬ 
mission of the deck loads to the 
lower chord. When there are 
vertical web members, this simply 
means that each one will carry a 
dead load stress in compression 
(jual to tlit* dead load concen- 
.ition above it. I'lider live load, 
ve»\ 1>< ih upper chord and 
,eb system will be called into 
action. 

5<7. Tied Arches. — It 

will be noted that in every ease the 
reaction at the skewback of an arch 
bridge is inclined; that where skew- 
back hinges are used, the direction of 
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the thrust is shifting under moving load, and that for fixed skewbacks, 
both the direction and point of application are shifting. These conditions 
all operate to increase the duty of the foundations and to create a 
tendency toward lateral as well as vertical settlement. It is sometimes 
possible to relieve this condition by inserting a horizontal tie between 
skewback hinges to absorb the horizontal thrust component, thus result¬ 
ing in vertical and fixed abutment reactions. Such an arch is termed a 
tied arch and is illustrated in Fig. 24, the same being a preliminary sketch 
prepared by the writer in 1921 for a bridge structure at Scllwood, a suburb 
of Portland, Ore. 

It is noted that the arch proper extends from a to b only, the balance 
of the steelwork being a cantilever or umbrella rigidly anchored to the pier 
masonry and the adjacent approach spans which are designed as continu¬ 
ous trusses. The foundation conditions (boulder gravel and hard pan) 
indicated the necessity for vertical pier reactions. The truss continuity 
on the approach spans made the umbrella cantilever feasible and the tied 
arch design results in the use of very little metal over and above that 
necessitated by the adoption of a simple truss span. The general outline 
of the structure, which will be a boulevard bridge, is much more pleasing 
than that of a simple truss. Arches of this type have been constructed in 
Europe in several instances, notably the Rhine Bridge at Mainz. This 
bridge consists of a series of through tied arches of 30(>- to 384-ft. span. 
This structure was finished in 1904 and carries a double track railway, 
The great improvement in appearance of this type of construction 
over the simple truss span may make it a more popular type than formerly, 
particularly in view of the growing tendency on the part of municipalities 
at the present time to demand architectural as well as structural excel¬ 
lence in bridge design. 
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SECTION 8 

ANALYSIS OF THREE-HINGED ARCH BRIDGES 

By C. B. McCullough 

1. Equilibrium Polygons. —Figure 1 represents a common type of 
spandrel-braced three-hinged bridge arch under the action of a load 
system 2F = F x — b\, and in equilibrium under the action of these 
forces and the two skewback or support reactions R\ and Ri. Let it be 
required to determine the stress in each member of the arch due to this 
system of forces. 



From the fundamental laws of graphic statics, the equilibrium poly¬ 
gon or thrust line must pass through the center of each hinge for, were 
this not the case, the eccentricity of such thrust line would induce a 
bending moment and the structure would rotate about the hinge in 
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question. Since it does not rotate, we must conclude that this thrust 
or pressure line acts through the center of each hinge. 

To determine the shape of this equilibrium polygon, the forces 
F\ to F% inclusive are laid off on a vertical load line (vertical forces alone 
are here considered; inclined forces could obviously be treated in exactly 
the same manner), and an arbitrary trial pole assumed. 

With this trial pole a ray diagram is constructed and from it a trial 
equilibrium polygon a'b'c' . . . j' constructed. At the points 
where this trial equilibrium polygon intersects verticals through the 
hinges, two closing lines arc drawn, these being designated “Reaction 
Line No. 1” and “Reaction Line No. 2,” on the drawing (Fig. 1). If, 
through the assumed polo o, parallels be drawn to these reaction lines, it 
follows from the laws of graphic statics that such parallels divide the 
load line into the resultant load components F/, /'V, and Fa', which are 
transferred to the three respective hinges by each half of the arch frame 
acting as a simple beam. 

It is obvious that the values of F/, /'Y and /Y are entirely independent 
of the position chosen for the pole o and therefore, the reaction lines for 
any chosen pole including the true pole, will pass through these three 
points on the load line. 

It is furthermore apparent that if the equilibrium polygon is to pass 
through the hinges, the closing line or reaction line in each case.must be 
parallel to straight lines passing through these hinges designated “hinge 
lines” in Fig. 1. 

Therefore a parallel to the left hinge line through point m, and a 
parallel to the right hinge line through point n intersect to locate the true 
pole o (see Fig. 1). 

With this true pole and the given load line, a new ray diagram is 
now constructed and, from such ray diagram, a new equilibrium polygon 
drawn, as shown in Fig. 2. If this polygon be started through the left 
hinge, it will evidently pass through each hinge (if the work is correctly 
done), and thus define the true thrust or pressure line induced by the 
forces Fi . . . F 9 . 

Bearing in mind the fact that this equilibrium polygon (a'b'c/ 
. ; . j', Fig. 2) represents the resultant of the forces F,. . . . F a and 
the corresponding support reactions, the stress in any nit rnber of t he 
frame can be readily calculated as follows: 


Stress in Chord Member U2-U3. —This stress is obviously the moment of tin* 
forces acting &l>out L‘i divided by the lever arm L'A-U’A and may be found in several 
ways as follows: 

( A ) Algebrnfodly .—The value of the left reaction R t which is equal in magnitude 
and direction to segment a of the ray diagram is readily determined. Then from 
Fig. 2a: 

a (the stress in U2-U3) = (Rid — I<\ch — f'Vn) -5- P 
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(B) From the Thrust Line. —Bearing in mind that the resultant of R t , F t and Ft is 
given in direction and magnitude by ray c of the equilibrium polygon (Fig. 26). 

8 = (ray c') (r) ^ p 

(C) From the Pole Distance II. —Resolving the ray c' into vertical and horizontal 
components, as shown in Fig. 2c, the moment of the vertical component V about L3 
vanishes and 

s = II h. -5- p 





Fio. 2. 

Stress in Web Member U2-L3.—Simply produce the chords to intersect at a" 
which is obviously the moment center for the web member in question. With the 
left portion of the structure as a “free body in equilibrium” we have at once 

« - H t h (see Fig. 2c/) 

In this man nor, tho stresses in any member of the frame may be 
readily found and the analysis of stresses for the given load system quickly 
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completed. For dead loads or for fixed live loads, the above method 
answers every purpose; but for moving loads, the method of influence 
lines is much to be preferred. This method is described in Art. 4. 

2. Algebraic Calculation of Reactions. —As a check on the accuracy 
of the graphical work outlined in the foregoing article, the horizontal and 
vertical reaction components may be computed by the formula given in 
Fig. 3. It will be observed that the vertical reaction components are 
identical with those for the same load system on a simple beam of span L. 
Removing the roller at one end and inserting the crown hinge thus 
transforming the frame from a truss to an arch has simply had the effect 
of introducing the horizontal thrust II. 



W * 


ZFa 


v, =zr~v, 


Taking moments about crown hinge 
H*['£-r±-Fib l -r 3 b 3 -r 4 b+]-ry 
H S =H, 

Fig. a. 

3. Stresses Due to Moving Loads ( Method of Reaction Lines). - 
Consider this same structure under the action of a single loud Fas shown 
in Fig. 4. The thrust lines must pass through the three hinges and I In- 
reaction components must be as shown, since three forces in equilibrium 
must intersect in a point. These reaction components may be cheeked 
by algebraic formulas, as shown in Fig. 4. 

With the above in mind, let us now consider the chord I'2-1/3 (Fig. f>) 
and derive a method of determining what positions of a moving load will 
cause compression in this chord member and what positions will cause 
tension. 
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The stress in E/2-173 is a direct linear function of the moment about 
L3 and will therefore become zero or change sign when this moment does 
the same. 

Through the left hinge LI and the moment center L3 (Fig. 5), draw a 
straight line intersecting the right hinge line in the point c. 

Clearly then, a vertical load passing through c will induce zero stress 
in chord member E/2-E/3. 

For any load to the right of point c, the left thrust line passes below 
the moment center L3 and there is tension induced in the chord in ques¬ 
tion (see Fig. 5a). 



For any point between r and E/3, the left thrust line passes above 
JM and there is compression in the chord U2-US (sec Fig. 56). 

For loads between l 2 and the left end of the span, the above method 
does not hold for the reaction is no longer the only force acting on the 
left of section m-m. However, if the right-hand portion of the structure 
bo taken as a free body in equilibrium (Fig. 5c), it is at once seen that 
the stress in chord U2-U3 is again compression. 

In the above manner, the critical load positions for maximum stress 
of either sign can be determined for eacli chord member in the frame, 
thus enabling the designer to place his moving loads in such position as 
to determine the maximum stresses. 



380 


MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec. 8-3 


HP 

When the chords a intersect within the limits of the drawing, the 
procedure for web members is much the same as indicated in Fig. 6. 
In this case, the chord members on cither side of the web member in 
question are produced to intersect, locating the required moment center 
o'. A straight line drawn through the left hinge and point o' intersects 
the right reaction line at point p', which is a point of zero stress in the 
diagonal in question. Figure 6 fully illustrates the entire procedure in 
determining the direction of stress for various load points. 



L! 



For the parallel curve arch shown in Fig. 7, the line through the left 
hinge is drawn parallel to the chords ('2-lJ'A and L2-LA, intersecting the 
right reaction line in the point p'. Figure 7 illustrates the procedure from 
here.on, which is analogous to that already explained. It, is observed 
that, for a load at p', the thrust line is parallel to the chords U2-VA and 
I/2-L3, and therefore there must be zero stress in the diagonal U2-LZ. 
For a load to the right of p', the left reaction has a downward component 
which must be balanced by compression in this diagonal (see Fig. 76). 
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For a load between XJ2 and the left end of the span '(taking the right-hand 
portion of the arch as a free body), there is an upward component of the 
right reaction that must be balanced by a compressive stress in the 
diagonal, and so on. figure 7 should make the procedure entirely clear. 

4. Influence Lines for Three-hinged Arches. —By taking moments 
about either hinge, the vertical reactions are seen to be identical with 



those for a simple truss of equivalent span, anti are thus easily deter¬ 
mined. Figure 8 a is the influence line for the vertical component of the 
left reaction. 

The horizontal reaction component is obtained by taking moments 
about the center hinge and is given by the expression 

„ 17/ 
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where y is the vertical distance between crown and skewback hinges. 
The influence line for the horizontal thrust is therefore plotted as shown 
in Fig. 86. It is seen that this influence line is symmetrical about the 
vertical through the center hinge. 



The influence line for the moment at point o (which will determine 
the influence line for the stress in chord U2-U3) is developed as follows 
(see Fig. 9): 

The influence lines of the vertical reactions plot up in exactly the 
same manner as for a simple truss; thus the moment for a unit load at o 
is given by the expression 



t 
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The moment induced by the horizontal thrust is given by the term 

*•" = m = % 

At the center a = ^ and Mo" = ^ (see Figs. 8 and 9). 

Obviously the total moment M 0 = Mo — Mo" and the difference 
between the superimposed influence lines is the influence line for the true 
arch moment at LS. 


1 F'Unnj 



Influence Line for Horizontal Thrust H 
at 5kewbock 


Kit!. 8. Influence lines for ver¬ 
ticil I and horizontal reaction 
componen t s. 




Fia. 9. 


Figure 9 also shows the influence line for the moment at US (this will 
determine the influence line for the stress in L3-L4). It is noted that the 
only difference lies in the effect of the horizontal thrust which difference 
is represented by the difference in the values of c and c'. 

Figure 10 illustrates the method used in developing an influence line 
for one of the web members. 

The effect of the horizontal thrust is given by the expression ^ and 

this portion of the influence line is readily plotted. For loads 10 the 
right of U 2 (up to and including US), the effect of the vertical reaction 
coiflponent at the left hinge upon the web member in question is given 
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by the term 


Va 
t ' 


For loads to the left of U 3, the effect of the vertical 


reaction component (in this case, the light reaction component must be 
taken), is given by the expression V{L — a) + t. 

The influence line for the web member in question is therefore fully 
determined as follows: 


(a) Lay off the distance ^ ^ at the center, determining the point 


c. 


(b) Lay off the distance H on 

L 

thus determining the point d. 


a vcrlical through the left support, 



(c) Lay olf the distant 


- Ct ') 


on a vertical through the right 


support, thus determining the point c. 

The area mdencm is clearly the influence area for the web member 
C/2-L3. 

For parallel eho’d construction, web stress influence lines are plotted 
in a slightly different manner (shown in Fig. 11) as follows: 

Place a unit load at the center hinge and compute the stress in the 
web member in question due to the horizontal force II, neglecting the 
effect of the vertical reaction components V\ and This determines 
the point c. 

Next, considering the beam as a simple span, place a unit load succes¬ 
sively at the panel points each side of the web member in question and 
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compute the stresses in such web member, ignoring in this case the 
effect of the horizontal thrust. This determines the points d and e. 

Clearly, as in the former case, area mcned is the influence area for the 
stress in web member E/3-L3. 

The stresses in the above web member due to the various unit loads 
above mentioned, may be computed either algebraically or by graphics as 
may be found the more expeditious. 



Pm. 11.- -Influencr line for stress in 


6. Fiber Stresses in Solid Ribbed Arch Spans. —Consider the solid 
webbed or plate girder arch shown in section in Fig. 12. 

The following formulas may be derived at once from statics: 

Af f/ (the moment at point (/) = Jfd 

or N'c 

or l\o + n t b r,n, 

N \the normal thrust) — If cos <j> 

J \the shear on section A A) If sin 0 

The moment thrust and shear at any section of the arch rib can be 
readily computed algebraically, once the reaction components for any 
given load condition are determined. These may also be determined 
from the equilibrium polygon constructed for the given load system. 

Suppose the equilibrium polygon for a certain given load system to 
bc*constnicted as shown in Fig. 12. 



380 


MOVABLE AND LONG-SPAN STEEL BRIDGES [Sec. 8-5 


For any given point g 

M 0 = N'c 

/■'(the fiber stress due to M g ) — ^ aC 

N 1 

/"(the fiber stress due to the normal thrust N') 

Whence / (the total fiber stress) = f" + /' (for the extreme upper fiber) 
and /" — /' (for the extreme lower fiber) 

Considering first the extreme upper fiber 

N' M e 

/= (r +n - - A + ; 

N' 

= ] (r 2 + ce.) 

- < + # 



Fi«. 12. 


In a similar manner, the stress in I lie extreme lower fiber is given by 


the expression 




where I = the moment of inertia of the rib section at the given point. 
e, and e,- - the distances to the extreme upper and lower fibers 
respectively. 

r = the radius of gyration of the section = 



If the points fci and k 2 are so located on the arch rib section in question, 


1*2 

that the distance of point ki below the neutral axis is equal to and the 

Ce 
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distance of point above the neutral axis is -- these points (known as 

hemal points) are of considerable value in evaluating the fiber stresses in 
the rib during the passage of a moving load (see Fig. 13). 

The maximum compression in the extreme upper fiber of the rib at 
section a-a is given by the expression 

The maximum tension in the extreme lower fiber of the rib at this 
section is given by the expression 

r- 


v~ fv* \ 

where d — - + c and c" — — I - —cl (see Fig. 13). 

C e \ C% / 


It must now be clear that, if the kcrnal points for each section of the 
arch rib arc plotted, the equilibrium polygon may be measured directly 
from these kernal points, giving moments Nc' and Nc ", which are direct 
linear functions of the fiber stresses at the 
extreme upper and lower fibers of the 
section. 

The “extradosal” kernal point k i is 
always plotted below the neutral axis and 
is used for scaling the ordinate d which 
controls the stress in the extreme “extra- 
dosal,” or upper fiber. When the thrust 
line lies above this kernal point, this stress 
is compression; when the thrust line lies 
below it, the extradosal fiber stress is tension. 

The “intradosal” kernal point k 2 is 
always plotted above the neutral axis and 
is used for scaling the ordinate c" which controls the stress in the 
extreme “intradosal,” or lower fiber. When the thrust line lies below 
this kernal point, this stress is compression; when the thrust line lies above 
it, the intradosal fiber stress is tension. 

It must therefore be apparent that whenever the thrust line passes 
between the kernal points, the entire section of the rib is in compression. 

It is apparent that the influence line for the moment of the thrust 
line about the neutral axis of the rib would not be the same in form as I hat 
for the fiber stress on either extreme fiber, owing to the effect of the direct 
thrust N. However, moment influence lines for moments about the 
kernal points as above described, arc exactly identical in form with influ¬ 
ence lines for extreme fiber stresses and may be used to determine the 
position of loads for such maximum fiber stresses. The use of kernal 
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points is exceedingly valuable in studying the characteristics of any arch 
rib under moving loads. 

6. Graphical Analysis of Stresses. —If considered more convenient, 
the stresses in any arch frame due to any fixed load condition, may be 
determined by graphics in the ordinary manner. It is, of course, first 
necessary to determine the horizontal and vertical reaction components 
at either skewback hinge, after which each joint of the frame is analyzed 
in succession as in the case of a simple truss or frame. The detail 
involved in this process is treated in any of the standard texts on graphical 
analysis. 

7. Wind Stresses in Spandrel-braced Arch Spans. —Consider the 
three-hinged spandrel-braced arch in Fig. 14 under the action of the wind 
loadings shown. The upper panel points are under the action of certain 
wind load concentrations designated by the letter W (usually assumed at 
a certain value per lineal foot of chord) and the lower panel points under 
the action of similar loads W i. 

When the hinge is placed in the plane of the lower chord at the crown, 
the upper lateral system cannot be made continuous from end to end of 
the structure, but must be interrupted at the crown to permit freedom of 
hinge movement. 

The upper lateral system, therefore, can only transmit wind forces 
to the abutment hinge by virtue of its stiffness as a cantilever. A portion 
of these stresses is doubtless transmitted in this way from the central 
portion of the span back to panel point Vo and thence down the vertical 
cross frame to the hinge at LO. By far the greater portion of these forces, 
however, is transmitted vertically at each panel point to the lower 
lateral system by virtue of the cross frames or vertical sway bracing 
at such panel point. 

The upper lateral system, therefore, may be considered to transmit 
a certain percentage of the total wind loadings active against its panel 
points, but, for the sake of rigidity, should doubtless be designed to 
withstand the entire wind pressure. For example, the upper lateral 
No. 3 should be designed for a stress equal to 2]<j (IF + IF') sec 0 3 (see 
Fig. 14), although the actual stress is doubtless much less. 

The upper lateral forces W are in a large measure transmitted to the 
lower system through the panel point cross frames (shown in Fig. 14) 
and thus exert an overturning moment on the rib. For example, the 
upper panel point wind concentrations at CJ5 on each side of the hinge 
W W' 

amount to ^ 011 the leeward truss and ^ on the windward truss. 

We may assume that all of this force is transmitted through the vertical 
sway frames to Lb and L5', and that the horizontal component of these 
forces is equally divided between Lb and Lb' which latter assumption 
is probably as near the truth as the limits of accuracy in the analysis 
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necessitate, providing the sway bracing is stiff. (If this bracing were to be 

W W' 

composed only of tension members, the entire horizontal force 

would be transmitted to one lower panel point.) The lower panel 
points at L5 and L5' are, therefore, under the aetion of the horizontal 

1 (W W\ 

forces Wi and Wi, and also the horizontal force 2 + 2 ) ^ ransm ^ e d 
thereto from the upper panel points at C/5 and C/5'. 

Path a 



LS 



Vert teat wind hods du e to 
overturning action of top lateral 
wind pressure transmitted through 
cross frame 

Fig. It. 


In addition to these horizontal forces, the overturning action induces 
a vertical downward force p = -f* ^ )0 on the leeward side of 

the truss and an equivalent upward force p' on the withdraw side. 
These last forces induce stresses not in the lateral system, but in the main 
arch frame itself, in exactly the same manner as for any other vertical 
load system. 
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For this type of construction, therefore, the upper lateral system may 
bo first assumed to transmit the entire wind forces active thereon through 
path a, Fig. 14, and this system together with the end cross frame 
designed accordingly. 

The lower lateral system may next be designed, assuming it to carry 
horizontal loads due not only to its own wind concentration Wi, but also 
to the full value of the upper panel point wind concentrations transmitted 
directly through each vertical cross frame and equally divided between 
the two trusses at each lower chord point. Before the analysis is made, 
it is, of course, necessary to develop the lower latera system into a plane, 
as shown in Fig. 14, after which it may be treated as a simple truss span 
whose panel lengths are the actual developed lengths of the inclined 
chord members. 

The main truss may next be analyzed for the vertical wind components 
due to the overturning action as above described. The leeward truss is 

under the action of the vertical downward loads p = (IF + 1F')^> where 

c 

W and IF' are the upper panel wind loads, k — (he height of the truss 
at the panel point in question, and c = the distance center to center of 
trusses. 

The windward truss has exactly equivalent wind stresses, but opposite 
in sign. 

It will be observed that the plane of the lower lateral system is not 
horizontal and, therefore, the diagonal members intersecting at each 
panel point have vertical components which must be carried by the arch 
system itself. An arrangement such as this results, therefore, in an 
additional system of vertical loads acting downward at the leeward panel 
points and upward at the windward panel points. The value of such 
wind components may be determined as follows: 

Consider the arch shown in Fig. 15 and let IFi . . . IF 5 . . . 
represent the total wind load active against one lower chord, including 
the load transferred to the lower chord panel points through the vertical 
cross frames. IF/ . . . IF/ • • • IF/are equal forces applied to the 
other arch frame. 

These forces applied at the lower chord panel points exert an over¬ 
turning moment at each panel point which must be resisted by stresses in 
the arch frame itsc'f. 

Consider the lower lateral frame as a cantilever free at the crown and 
let Fig. 15a be a vertical projection of the same. Cutting the section 
at a-a just above panel point L2, the moment tending to overturn the 
frame about LI as a pivot (and thus causing motion as represented by the 
dotted arrow) is given by the expression 


M — (shear at L2) (h 2 ) 



Sec. 8-7] ANALYSIS OF THREE-HINGED ARCH BRIDGES 


391 


The overturning effect must be resisted by the strength of the arch 
frame itself. Therefore, the arch must develop two equal and opposite 
vertical reactions at panel point L2 whose value p is given by the 
expression 

p =» (shear at 

where c is the distance center to center of arch frames. 
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Fia. 15.— Overturning thus to wind pressure on inclined lower chord. 


In this manner all the vertical panel point wind reactions from this 
cause may he readily calculated thus: 


e 


p, = (shear at IA)'“ = [“I* + ,, ’r + + ?* + V f w ‘,, 

c L-j- «’] + tty + tty -f + }iw b 

_ f W 2 + Wa + W’4 + \fao h l/?2 

P ~ L+ w 2 + w a ' + Wi + \iw h 'J C 

Pi — (^8 + + ws' + u'i -f 


-1 


h 

c 


p 4 = (w’ 4 + } 2«’6 + «U' + Muh') — 

0 

Pi ~ 14 («’b + W ’60 
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The forces on the windward side act in a direction opposite to those 
on the leeward side. It is necessary, therefore, only to assume these 
forces as acting downward and compute the stresses for one truss. The 
stresses for the other truss are obviously of equal magnitude, but opposite 
in sign. 

The above discussion should l>e sufficient to give a very clear idea 
of the general method pursued in the computation of wind stresses in 
three-hinged arch bridges where the crown hinge lies in the lower chord. 
For other hinge arrangements, the method will, of course, differ in detail, 
but will be the same in principle. For railway bridge structures, it is 
usually customary to consider in addition to the above loads, the effect 
of a wind load applied against a moving train. These loads are horizontal 


Chord 


1 


Car 




Wind forces 

Chora 


Floor ., Beam 


Beam 


J I Vertical wind pressures 
< transmitted to rads and thence 
I through ties to stringers. ( 

Fio. 1C.—Vertical wind forces duo to overturning action of wind against train. 


and are transferred to the upper lateral system by means of the stringers 
and floor beams. From the upper lateral system, these loads are carried 
either to the end cross frame and down, or else vertically down through 
the cross frames at each panel point and thence via the lower lateral 
system to the skewbacks, as in the case already discussed. It will be 
noted that the wind forces acting against the side of the train induce an 
overturning moment which is resisted by vertical pressures from the rails, 
as shown in Fig. 16. These forces which act downwardly on the leeward 
side of the arch must also be taken into consideration in a complete 
analysis of wind stresses. 

Space will not permit of further discussion of the many problems 
involved in the calculation of wind stresses. However, it may be said 
that no new theory need be developed other than that already discussed 
in this connection and in connection with the design of wind and portal 
bracing for simple structures. 
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ANALYSIS OF FIXED ARCHES 

By C. B. McCuu-ouuh 

FUNDAMENTAL THEOREMS RELATING TO INTERNAL WORK IN RIBS AND 

FRAMES 

The analysis of the fixed arch is based upon what is generally known 
as the mathematical theory of elasticity. The fundamental elastic 
equations which form the basis of this theory may be derived from a 
consideration of any one of several basic mathematical concepts, for 
example: 

(1) From a consideration of Castigliano’s theorem regarding the 
partial derivatives of the internal work. 

(2) From a consideration of the law of mutual elastic equilibrium 
or virtual work. 

(3) From the laws governing elastic displacements in ribs and frames. 

Any one of the above methods yields a series of elastic equations pract¬ 
ically identical in form. The last named method of derivation, namely, 
that based upon a consideration of elastic displacements—has been chosen 
for this discussion because of its comparative simplicity. 

In order that the application of this theory of analysis may be thor¬ 
oughly understood, it is necessary to preface the treatment of arch analy¬ 
sis proper by a brief consideration of the fundamental laws of internal 
work in ribs and frames. This consideration forms the subject matter of 
t he present chapter. 

1. The Laws of Internal Work in Structural Frames. —The structural 
frame, which as hereinafter treated may be made to include the solid web 
structure as well (see Art. 4), may be regarded as a machine in motion. 
The motion is intermitt ent, occurring only when the equilibrium of the 
system is disturbed, as when loads are added, altered, or removed from 
the structure. 

Consider any elastic framed structure under zero loading and having 
zero stress in each of its members. As external loadings are gradually 
applied, a slight change in form takes place, the points of application 
of the external loads execute small displacements, and the internal 
stresses, which are now set up in the various members, are moved through 
small distances equal in each case to the distortion in the member. At 

303 
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the instant of application both external loads and internal stresses have 
zero values from which they increase gradually and simultaneously, 
reaching their maximum values at the same instant. 

If, at any instant, the value of any external force is F, its average 
value during the period of application is obviously (F + 0) -r 2, or }4F. 
If the displacement of the point of application of this force parallel to its 
line of direction be represented by the symbol A, it follows from the laws 
of mechanics that the work done by the force thus far may be represented 
by the expression y FA. 

The total work performed thus far by all the external forces of the 
system is obtained by simply summing the terms yFA for each external 
force acting, thus 

w K = y^fa (i) 

As the loading has progressed each of the members has been required 
to change length, by a certain small amount X, in order to accommodate 
itself to the new distorted shape of the frame. This linear distortion has 
in turn induced a stress in each member whose value at this instant is S 
and whose average value during the period of loading is obviously (S -f 0) 
-v 2, or y&. The internal work performed by each member in resisting 
distortion is therefore 

HfiX 

and for all the members of the frame, we may write 

Wi = yzS\ (2) 

At the instant of application of loading the structure is at rest, the 
kinetic energy or energy of motion is zero, and the condition is one of static 
equilibrium. 

The application of the load disturbs the balance and the machine is 
set in motion. The term ySFA at any instant represents the externally 
applied work. The term J^2XS\ represents the work of resistance or t he 
work which must be overcome by the external work. Obviously, the 
difference between these two values represents the amount of external 
work avilable for imparting kinetic energy or energy of motion to the 
structure, so that we may write for any instant during the motion. 
y SFA — y?S\ = Kinetic energy imparted to structure 

As the loading progresses, more and more of the kinetic energy is 
absorbed by the internal members until a point is reached where the 
internal and external work just balance. We then have 

Kinetic energy = y'LFA — y2S\ — 0 (3) 

and the structure again comes to a point of rest. 

This second rest point may bo termed a condition of elastic equi¬ 
librium, whose fundamental law may be stated thus: 

Wj = W £ 


< 4 ) 
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This equality furnishes the basis for the determination of stresses in all 
structures not susceptible of analysis from the laws of pure statics. 

Whenever a force and the displacement of its point of application act 
in the same direction, the sign of the work is positive. When the direc¬ 
tion of the force is opposite to that of the displacement, the sign of the 
work is negative. 

In general, the external forces representing loads are displaced in the 
same direction in which the force acts though this is not always true. 
The internal work, however, is negative as the displacements of the 
extremities of the members are opposite in direction to the tendency 
of the stress. 

To illustrate, a tensile stress in any member operates to pull the pin 
points at its extremities together, while the actual displacement is a 
movement in the opposite direction (a lengthening of the member). 

The internal work may also be regarded as negative in the sense that it 
represents the stored-up energy of resistance, the resilient energy of the 
structure. As the loads are gradually released, it is this energy that 
operates to bring the structure back to its normal position, and, in 
changing from a negative value to zero, it performs positive work. 

From Hooke’s law of stress and strain proportionality, it follows that 

SI 

the term X in Kq. (2) may be replaced by the expression where *S 


represents the stress in the member, l its length under zero stress, A 
its cross-sectional area, and E the modulus of elasticity of the material of 
which it is composed. We may therefore write, for bodies in elastic 
equilibrium 


SH 


= }<Z‘ Ag 


(5) 


which is, in certain cases, a more convenient form for practical use. 

For a uniform change in temperature of t degrees, the internal stress 
in each member of the frame increases gradually from the value $ to the 
value ( S + St), the average value during the change being (S + l$S t ). 
During this time the strain or distortion is represented by the expression 
X* = ell, where c is the coefficient of expansion and l represents the length 
of the member. The total internal work is therefore given by the 
expression 

Wj t = XSctl + y 2 ZS t dl 

The external work, since the forces F remain at a constant value, 
is obviously 

W B = ZFA t 

i 

where A t represents the displacement of the point of application of each 
force due to internal temperature strains. 
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Equating these two, we may write 

2FA, = SSctl + V^StCtl (6) 

for any structural frame at rest and in elastic equilibrium. 

In general the term S t is zero for simple spans and cantilevers. In 
other words the frame, being free to move, simply adjusts itself to the 
new lengths of its members and is therefore unstressed under temperature 
changes. 

If any of the supports are clastic, the corresponding reactions are 
moved through certain displacements A, and thus perform negative work 
(negative because the force and its displacement act in opposite direc¬ 
tions). We may then write Eq. (5) 

Msfa - MS/to, - 'AXjji P) 


In other words, a portion of the externally applied work % 2FA 
must be consumed in overcoming the elastic resistance of the supports and 

SH 

consequently the work y ^sorbed by the internal system will be 


less by that amount. 

The complete work equation, including the effect of temperature 
changes and reaction displacements may be written 


Msfa 


2 FA, - WZlfor 



xscti + y 2 zs lC ti 


( 8 ) 


The term A as herein used does not refer to the actual movement of the 
point of application of a force, but to the component of this movement 
parallel to the line of direction of the force, otherwise the above equality 
docs not hold. Unless otherwise specifically defined, the terms A and 5 
are used in this sense through the discussion. 

In the application and derivation of the theorems which form the 
subject matter of this and subsequent chapters, it will be understood that: 

(1) All deformations are within the elastic limit of the material. 

(2) Any change in form, either of a beam or a frame is slight. (This 
is in accordance with observation of ordinary engineering st ructures under 
loads within the clastic limit.) 

(3) Tensile stresses and strains of elongation are considered as 
positive; compressive stresses and strains arc considered as negative. 

2. Deflections and Panel Point Displacements in Frames. —Consider 
the curved cantilever frame, shown in Fig. 1, at rest and under zero load¬ 
ing. If any load Fb acting in any direction, and applied at any panel 
point 6, is imposed upon the frame, the same will cause a distortion of 
.the members and a deflection of the frame. 
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Let it be required to find the vertical deflection of panel point c, due to 
this load F b , applied at panel b. 

Let S = stress in any member of the frame due to the load F h . 

X = distortion in such member due to the stress S. 

Abb = displacement of panel point b (measured parallel to the line 
of action of F b ) due to the force F b . 

Abe = desired vertical deflection of panel point c due to this same 
load. 

From the equality of internal and external work stated in Eq. (5), we 
may write (for the load F b alone) 

A«, = hXTe (fl) 



Now let us apply an auxiliary load equal to unity at panel point c, 
acting in the direction in which it is desired to determine the deflection (in 
this case vertically). 

Let s c = stress in any member of the frame due to this unit load. 

Sec = vertical displacement at panel point c due to this unit load. 
dci, = displacement at panel point b due to this unit load 
measured along the line of action of the force Ft. 

The addition of this unit load has increased both the internal and 
external work as follows: 

s l 

Additional internal work = 2 (S + }is c )r'^ * 


Additional external work = (Unity) 5 ce + F b B A 

These two according to the preceding article must be equal, therefore 
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SECTION 2 


VERTICAL LIFT BRIDGES 

By II. E. PiiLVETt 

Vertical lift bridges of small spans and low lifts were constructed in 
Europe at a fairly early date. No vertical lift bridges of any size, how¬ 
ever, were constructed there until recent years. In 1850 Capt. W. Mor- 
son, an Englishman, designed a vertical lift bridge with a span of 100 ft. 
and a rise of 54 ft. for crossing the Rhine River at Cologne, but a compet¬ 
itor secured the prize in the competition in which the plans were entered. 
Oscar Roper of Hamburg in 1867 designed a bridge with a lifting span of 
300 ft. and a high rise to allow the passage of ocean going vessels, but this 
bridge was never built. 

Squire Whipple in 1872 began designing and building small vertical 
lift bridges to cross canals in New York. In 1892 Doctor Waddell 
designed a vertical lift bridge 250 ft. long with a rise of 140 ft. to span the 
ship canal at Duluth. This bridge was not built because of the objections 
of the War Department. The first vertical lift bridge of any importance 
to be built in this country probably was the South Halstead Street 
Bridge at Chicago. This bridge was designed by Doctor Waddell in 
1892 and constructed shortly afterward. It had a span of 130 ft. and a 
maximum vertical clearance of 155 ft. For a period of 12 or 15 years 
after the construction of the Halstead Street Bridge very little progress 
was made in the construction of vertical lift bridges, but since 1908 many 
well designed and economical lift bridges of this type have been con¬ 
structed, one engineering firm having designed and built about 10 of 
these bridges. 

1. Advantages of Vertical Lift Bridges. —Compared with swing and 
bascule bridges, the vertical lift bridge has proved from data available 
to be economical both in construction and operation and there is no doubt 
but that many bridges of this type will be constructed in the future. 
Some of the advantages of the vertical lift bridge are as follows: 

First Cost .—It seems to be generally admitted that the first cost of a 
vertical lift bridge is about the same as that of swing and bascule bridges 
having the same channel opening. For long spans and low lifts the 
vertical lift is cheaper, though it may be more expensive in cases of short 
spans and high lifts. 
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Simplicity .—The ordinary vertical lift bridge is simple to design and 
construct. The complicated details are comparatively few and-present 
no difficult problems. 

Rigidity .—The vertical lift is as rigid as other types of movable bridges. 

Reliability .—The reliability of the vertical lift has been demonstrated 
many times. The South Halstead Street Bridge of Chicago in 1907 was 
said to be the most satisfactorily operating movable bridge in Chicago. 

Ease of Operation .—A well designed vertical lift is as easy to operate 
as any other type of movable bridge. 

Time of Operation .—The time required for a complete raising or 
lowering of a vertical lift bridge is usually about 45 to 50 sec. Of course 
the time required for a partial raising or lowering is less. 

Duration of Opening. - The total time required for the opening of the 
bridge, the passage of the boat, and the closing of the bridge is less for 
the vertical lift and bascule than for the swing types because a boat will 
approach closer to the vertical lift or bascule bridge. The swing bridge 
requires considerable room for its swing and appears to obstruct the 
channel to a larger degree. Swing bridges must make a full opening 
each time, while the opening required for the bascule or vertical lift 
depends on the height of the vessel's masts. Hence, much less time is 
required for the passage of the smaller craft through the vertical lift 
and bascule bridges t han for the swing bridges. This saving of time is 
well worth considering when the; water or the land traffic (or both) is 
heavy. 

Power Economy .—A well-designed vertical lift bridge seems to be 
just as economical of power as a bascule and more economical than a 
swing bridge. 

Co4 of Operation .—The cost of operation for each opening and 
closing of vertical lifts is about the same as that for bascules and some¬ 
what less than that for swing bridges. This cost per operation will 
probably vary from SI to S3 depending on size of bridge, amount of water 
traffic, cost of power, and other conditions. 

Length of Span .—It is generally conceded that vertical lift bridges of 
long span lengths may be more economically constructed than either 
bascule or swing bridges. 

Interference with Channel during Operation .—Vertical lift and bascule 
bridges interfere less with the channel than swing bridges, as the swing 
bridge requires room for its swing, a large central pier, and a draw rest. 

Piers .—The vertical lift and bascule bridges do not require a large 
pivot pier near the center of the channel as in the case of the swing 
bridge. A large central pivot pier may cause a deflection of the current 
toward the sides of the channel so as to cause erosion of the banks. 

The draw rest required for the swing bridge also obstructs the channel 
and is a menace to navigation. The maintenance of the draw rest is an. 
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additional expense, and, if this rest is built of timber, the renewal expense 
is an appreciable item. 

Wide Roadways. —A vertical lift bridge may be built as wide as 
any ordinary bridge without much difficulty, but a swing bridge with a 
wide roadway requires a large central pier, the construction of which may 
not be practical because of possible channel obstruction. 

Extra Bridges. —When advisable, extra vertical lift bridges or bascules 
may be constructed very near the first bridge to accommodate increases 
in traffic. Swing bridges may not be built very close to each other as 
they require considerable space for swinging. This means that the 
approaches to the extra swing bridges would have to be curved and that 
more land would be needed and more filling required than in the case of 
the extra vertical lift bridges. 

Protection to Traffic. —Vehicular and pedestrian traffic over vertical 
lift bridges may be amply protected during the raising and lowering of the 
lift span by suitable gates. 

Collisions with Boats. —A vertical lift bridge seems to have an advan¬ 
tage over bascule and swing bridges in regard to possible collisions with 
boats. With the movable span in place, it appears that a boat could do 
more damage to a swing bridge and draw rest than to either a bascule or 
vertical lift bridge. Probably less time would be required to repair a 
vertical lift span than either a bascule or swing bridge. If the movable 
span was partly open when hit by a boat, the swing span and draw 
rest of a swing bridge would probably be crumpled up. In the case 
of a bascule, the bridge would suffer but little if struck by the top 
hamper of the boat, but considerable damage would result, if the 
hull hit the bascule leaf. A vertical lift span partly raised would prob¬ 
ably be high enough to damage the masts, rigging, smokestacks, and 
pilot house of a boat, and, consequently, no very serious damage would 
be done to the bridge. 

Thus, it appears that the possibility of serious damage due to a col¬ 
lision with a boat would be less with a vertical lift than with a bascule 
bridge and less with a bascule than with a swing bridge. 

Interchangeable Spans. —A bridge of several spans, having one 
arranged as a vertical lift, may be constructed so as to permit the moving 
of the towers and lifting machinery from one span to another whenever 
this is advisable due to a shifting channel. In a bridge of this type all 
spans are made exactly alike. 

Lifting Deck. —The advantage of a lifting deck in a double deck bridge 
is obvious, as the lifting of the lower deck will permit the passage of the 
smaller vessels, thus requiring only an occasional lifting of the upper deck 
for the larger boats. 

% Classification of Vertical Lift Bridges.—The various types of ver¬ 
tical lift bridges may be classified as follows: 
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I. Those vertical lift bridges having a lifting span with no lifting deck. 

(A) With two towers each consisting of four columns braced 
together in both directions. 

(1) With no overhead spans. 

(a) When the two front columns of each tower are vertical 
and the two rear columns are inclined. Sheaves 
are placed over the vertical columns (see Fig. 4). 

(b) When all four columns of each tower are vertical and 
sheaves are placed over all vertical columns. This 
type has twice as many sheaves as the preceding 
class (see Fig. 11). 

(2) With overhead spans between the tops of the towers. 

(а) Where the two front columns of each tower are vertical 
and the two rear columns are inclined (see Fig. 2). 

(б) Where all four columns of each tower are vertical. 
(Practically no bridges of this type have been built.) 

(B) With two towers, each consisting of two vertical columns with 

cross bracing in one direction, with overhead trusses between 
the tops of the columns. This type is more suitable for short 
than for long spans (sec Fig. 13). \ 

II. Those vertical lift bridges having a lifting deck with a fixed or a 
lifting overhead span. 

04) With a lifting deck raising to a fixed overhead span (see Fig. 5). 
( B) With a lifting deck raising to an overhead span which can be 
raised to the tops of the towers (see Fig. 8). 

III. Vertical lift bridges of the bascule type. This class includes the 
Strauss and Roll vertical lift bridges of the bascule type. In 
general these bridges operate like the bascules patented by Mr. 
Strauss and Mr. Roll except that the lifting is done at both ends 
of the span (see Figs. 25 and 26, p. 26). 

A further refinement of this classification might be made by considering 
the location of the operator’s house, kind of power used, type of trusses, etc. 

3. Adaptability of the Different Types of Vertical Lift Bridges.— 
Most of the vertical lift bridges of any size that have been built have had 
a lifting span with no lifting deck, and have had two towers of four 
columns each. Towers with the rear columns inclined are preferable 
to those with all vertical columns except in special instances such as skew 
lift bridges, etc. Inclined rear columns give a much more pleasing appear¬ 
ance to a bridge than do the vertical rear columns. With four-column - 
towers, overhead trusses between the tops of the towers are rarely needed 
unless pipes or heavy wires and cables are to be carried across the bridge. 
Vertical lift bridges of the above types have been built with lift spans 
up to 425 ft. in length and with lifts up to 140 ft. and weights to over 
3,000,000 lb. 
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Vertical lift bridges with two-column towers and overhead spans are 
more adaptable for short lift .spans and lifts of moderate heights. 

There have been very few vertical lift bridges built with lifting decks. 
This type of bridge is often advisable when there are two decks required 
for the traffic, one (usually the upper) for highway traffic and the other 



Fia. 1.—South Halstead Street Bridge, Chicago, III. 


for railroad trains. Thus, when there is a fixed overhead span, only 
part of the land traffic is inconvenienced by the passage of the boats 
through the bridge. In the case of a lifting deck and a lifting span, the 
lifting span has to be raised only for the passage of the larger vessels 
and thus the land traffic on the upper deck is comparatively rarely 
interrupted. 
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Vertical lift bridges of the bascule type are usually more expensive 
than those just discussed though they have the advantages of requiring 
no cables and sheaves and they may be readily applied to existing bridges 
with immovable spans whenever it is found advisable to change one of 
these spans into a lift bridge. 

4. Description of a Few Vertical Lift Bridges. —Following are some 
brief descriptions of a few of the vertical lift bridges of different types 
which have been constructed. Except as noted, all of these bridges 
were designed by the Waddell Company. 

South Halstead Street Bridge, Chicago (Figs. 1 and 2).—This was the 
first vertical lift bridge of any size and importance to be constructed in 
this country. The span is 130 ft., with a vertical lift of’ 140 ft. The 
bridge has a clearance of 15 ft. in its lowered position. The weight of the 
lifted load is about 600,000 lb. Each 
tower is 217 ft. high and has four 12-ft. 
sheaves at the top turning on 12-in. 
axles. The counterweights are com¬ 
posed of cast iron blocks and arc held 
by thirty-two 1 1 2 -in. steel cables, eight 
of which are fastened at each corner of 
the truss. The original counterweight 
cables were in use 28 years and were 
replaced this year (1022) at a cost of 
$22,500. Wrought iron chains are used 
to counterbalance the cables. There 
are eight up haul and eight down haul 
operating cables % in. in diameter. These cables have been changed 
twice during the life of the bridge and will be renewed again this year. 
Pneumatic cylinders are used to stop the bridge in both the open and 
closed positions so as to check any sudden jar. Movable cast iron weights 
are used to take care of the t wet and dry conditions of the bridge. The 
original power plant consisted of two 70-h.p. steam engines which were 
replaced by electric motors in 1907. There is also an operating device 
that can be worked by hand power whenever necessary. 

- The Hawthorne Avenue Lift Bridge over the Willamette River at Port¬ 
land, Ore. (Figs. 3 and 4).—This was the third important lift bridge to be 
constructed. The foundations for each of the piers for the lift span con¬ 
sist of two concrete cylinders 11 ft. in diameter tapered to 14 ft. with a rein¬ 
forced concrete diaphragm, and cantilevers for the tower reinforcement. 
The piers are supported by concrete filled timber caissons which rest on 
tinibcr^piliog. The lift span is a through riveted camelback truss span 
with ah operator and machinery house. This span has a length of 244 ft. 

in. and carries a 20-ft. central roadway, two 10-ft. outside roadways 
with 7-ft. sidewalks, and two streef car tracks which are located on the 
outside roadways. 
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2.—South Halstead Street 
bridge, Chicago, Ill. 
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Tig. 3. —Hawthorne Avenue lift bridge over the Willamette River at Portland, Oregon. 
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The weight to be lifted is about 1,800,000 lb. The lift machinery 
is quite compact and is located on the central part of the lift span. The 
power for operation is supplied by two electric motors. The fourteen 



Fio. 4.—Hawthorne Avenue bridge over the Willamette ltiver at Portland, Oregon. 




Fits. 6.—O-W. R. R. & N. Co.’s lift bridge over the Willamottc River at Portland, Oregon. 


lifting cables arc ^'4 -in. wire cables which pass over 8-ft. cast steel sheaves 
with 121^-in. axles. The counterweights arc of concrete. This bridge 
was erected in 1911 at a cost of $511,216. 
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lu.. i. O-W. R. R X. Co. s lift bridge over the Willamette River at Portland, Oregon (lower deck raised). 
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The Frail Bridge over the Missouri River at Kansas City , Mo. (Fig. 6) 
has a lifting deck which raises into a fixed overhead span. This bridge 
is the only large lift bridge of this particular type in the country. There 
are two decks on this bridge, the upper deck carrying two street car tracks, 
roadways and sidewalks, and the lower deck two railroad tracks. Only 
the lower deck is raised. The length of the lift span is 425 ft., the weight 
to be lifted is 1,560,000 lb., and the height to be raised is 43 ft., giving a 
clearance of 55 ft. above high water. The lifting deck and vertical 
hangers are constructed of nickel steel to reduce weight. When the deck 
is raised, the vertical hangers telescope into the truss posts above. The 
raising is accomplished by means of cables, two of which are attached to 



Fiu. 8. —O-W. It- U. & N. Co.'s lift liridno over the Willamette River at Portland, Oregon. 


each hanger. These cables pass from the hangers over sheaves in the top 
of the truss and then over a drum and down to a counterweight. Each 
hanger has a separate counterweight. Operating power is supplied by two 
sets of electrical machinery, either motor being large enough to operate 
the bridge. When the deck is in its lower position, it is automatically 
locked and the stress is transmitted directly to the truss posts above by 
means of pins in the end of each hanger. 

Oregon-Washington Railroad and Navigation Company’s Bridge Over 
the Willamette River at Portland, Ore. (Figs. 6, 7 and 8).—This bridge 
is of especial interest because of a lifting lower deck and a lifting span. 
The lower deck, which carries railway traffic, can be raised to the lifting 
span to permit the passage of tugs, lighters, and small vessels, while the 
lifting span (with the raised lifting deck) can be raised to permit the 
passage; of ocean going ships. The bridge was completed in 1912 at a cost 
of about $1,700,000. 
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The lift span of the bridge is 211 ft. long, and the lift of the lower 
deck alone is 46 ft. while the lift of the upper deck is 89 ft. giving ample 
clearance for the largest ocean going ships. The lower deck has a 
clearance of 26 ft. above low water and 5 ft. above high water. The lower 
deck has its own set of counterweights, and it weighs, with its attachments, 
about 1,060,000 lb. The upper deck weighs about 3,420,000 lb., exclusive 
of counterweights. Thus the total moving load is about 9,000,000 lb., 
including counterweights, making this lift bridge the heaviest yet built. 

The upper deck is suspended by 21^-in. cables at each corner. These 
cables pass over the main sheaves (14 ft. diameter and 24 tons weight) 
fastened near the top of towers about 245 ft. above the top of the piers. 
This deck is raised and lowered by up haul and down haul cables. The 
lower deck has four lK-in. counterweight cables for each panel point. 
This deck is moved by traction sheaves at the corners of the lift span. 



About 20,000 openings a year 
are made with the lower deck 
and only about 1,000 openings 
with the upper deck. 

There are four 200-h.p. 
motors used for operating this 
bridge, two for the lower deck 
and two for the upper deck. 
These motors are placed with 


Fro. 


9.—City Waterway Bridge at *L'acoina 
Washington. 


- the other operating machinery 
in a house constructed at the 


center of the top of the upper lift deck. The operator's house is placed 
just below the machinery house so that the operator can have a full view 
of the highway traffic on the upper deck as well as the water traffic. 
The automatic locking apparatus for both lifting decks is placed in the 
operator's house. 

City Waterway Bridge at Tacoma , Wash. {Fig, 9). —This lift bridge has 
two unusual features, the height of the bridge floor above the water 
and the overhead span between the tops of the towers for carrying a 
water main. The 214-ft. lift span has two flanking trusses, each 190 ft. 
long, and 650 ft. of steel trestle. The height to be lifted is 78 ft. and the 
lifted weight is 1,640,000 lb. The bridge was constructed for highway 
traffic and has a 50-ft. roadway paved with wood block, and two 10-ft. 
walks. The bridge was completed in 1913 at a cost of 8480,000. 

Pennsylvania Railroad Bridge 458 over the South Branch of the Chicago 
River {Figs. 10 and 11).—This Waddell and Harrington double track 
railway lift bridge is built on a skew and has a span of 273 ft. and a vertical 
lift pf 114 ft. Each tower is composed of four vertical columns with sheaves 
of, 16-ft. pitch diameter over each column. The counterweight cables are 
sixteen 2^.4n. plow steel ropes connected to the top chords at each end of 
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Fiq. 10. Pennsylvania R; R. Co.'s lift bridge K&. 458 over the Chicago River, Chicago, Ill. 
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each truss and by equalizing devices to the counterweights. The operating 
cables consist of two 1^-in. up haul and two 1^-in. down haul cables at 
each end of each truss. 

The weight of the lift span, being a little more than 3,000,000 lb., 
makes this bridge one of the heaviest lift bridges constructed. 



The power plant consists of two motors geared to four cast steel 
operating drums, and will lift the span to its maximum height from its 
normal position in 45 sec. Either motor alone is powerful enough to 
operate the lifting machinery. A 50-h.p. gasoline engine has been 
installed for emergency service. It requires about 10 min. for this engine 
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to raise the lift span. Both solenoid and hand brakes are provided. 
■All operating levers and switches are placed in the operator’s house as 
well as a mechanical indicator showing the position of the lift span. 



Fill. 12.—Canadian Northern Pacific Railroad Company's bridge over the North Thompson 

River in British Columbia. 

The bridge was designed for a track elevation of 24 ft. in the future. 
A vertical lift railway bridge of one span is more easily adapted to future 
changes in track levels than is any other type of movable bridge. 




Fig. 13. — St. John & Quebec Railroad Company's bridge over the Oromoeto River in New 


Brunswick, Canada. 


The Canadian Northern Pacific Railway Bridge over the North Thomp¬ 
son River in British Columbia (Fig. 12).—This railway plate girder lift 
bridge is unique in that the lift towers can be moved so as to raise any 



Fiq. 14. Vladicaucnso Railroad Company’s bridge over the Don River near Roatoff, 

Russia. 


one of the spans which are all made exactly alike. The reason for this 
construction is to take care of a possible shifting of the channel of the river. 
The lift span has a length of 90 ft., a weight of 236,000 lb., and a vertical 
rise of 56 ft. 
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St. John and Quebec Railway Bridge over the Oromocto River in New I 
Brunswick, Can. (Fig. 13).—This type of vertical lift bridge is different 
from the ones previously described in that each tower is composed of only 
two columns. There are two light trusses between the tops of the towers. 
The length of the lift span is 58 ft., the weight 147,000 lb., and the vertical 
lift 59 ft. Hand power is used for this bridge. 

Don River Bridge at Rostoff, Russia (Fig. 14).—This lift bridge is quite 
different from the vertical lift bridges of this country, especially in the 
treatment of the flanking spans and the curved rear columns of the lift 
towers. The lift span, towers, and machinery were designed by Doctor 
Waddell while the adjacent spans were designed by Russian government 
engineers. The lift span has a length of 210 ft., a weight of 1,600,000 
lb., and a vertical rise of 131 ft. 

5. General Design Notes.—The following notes are on the general 
design of vertical lift bridges and include information on the particulars 
in which vertical lift bridges differ from ordinary bridges with fixed spans. 
If more detailed information is desired, the treatise on “Bridge Engineer¬ 
ing” by Doctor Waddell and the various articles in the technical press 
should be consulted. 

The Truss of the Lift Span. —In general the lift span truss is designed 
in the same way as the ordinary fixed span truss with the exception that 
suitable seating devices must be provided at the ends of the lift span 
and means devised for the fastening of the various cables attached to 
the span. Provision must also be made for the placing of the necessary 
machinery, machinery house, and operator’s house on the lift span. 

Towers. —For long spans and high lifts, each tower should be com¬ 
posed of two vertical front and two inclined rear columns well braced 
in both directions. Provision must be made for fastening the sheaves 
on the vertical columns by suitable sub posts or by a sheave girder. In 
this type of tower the counterweights move up and down inside the 
tower. 

For short spans and low lifts, where the lift span is usually a plate 
girder, the towers should each be constructed of two vortical columns with 
sway bracing between them. The tops of the columns of the two towers 
should be connected by light trusses to assist in keeping the towers 
vertical and to hold them the correct distance apart. Sheaves are placed 
on top of the columns and the counterweights move up and down outside 
of the columns. 

When the lift span is built on a skew and the towers are supported 
independently on masonry foundations, it is desirable to construct each 
tower of four vertical posts well braced in both directions. Horizontal 
bracing should be provided near the tops of the towers. The sheaves 
should be placed on all four columns of each tower and the counter¬ 
weights at the rear of the towers. 
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Towers should be cambered so that they will be vertical under dead 
load only (there should be no live load on the lift span when it is raised 
and lowered). No camber is necessary for towers having two or four 
vertical columns resting on masonry and having a sheave on the top of 
each column. When the tower is composed of two vertical and two 
inclined columns, with the vertical front columns resting on a pier and the 
inclined rear columns resting on a supporting truss, the tower should be 
cambered so that the vertical columns are really vertical when the lift 
span is being raised and lowered. In this type of tower the sheaves are 
usually placed directly over the vertical columns, hence these columns 
carry practically all of the load. 

Guides and Centering Blocks .—Guides should be attached at the eight 
corners of the lift span so as to keep it in line while being raised and 
lowered. Roller guides that fit with sufficient clearances in vertical 
tracks on the tower arc the preferable type. The guides should be 
designed for wind loads on the span and also for train thrust (in case of a 
railway bridge) and any other loads that may be applied to them. 

Centering blocks should be attached to the four lower corners of the 
lift span to hold this span in place when it is in its lowered position. 
These blocks should engage blocks attached to the base of the towers. 
Some longitudinal movement must be provided for at one end of 
the span. 

Counterweights .—Counterweights for vertical lift bridges should be 
made of concrete cast on a steel framework. This framework should 
be strong enough to carry the concrete when attached to the lifting 
cables. Cast iron blocks may be used when sufficient space for the con¬ 
crete is not available. 

Counterweights should weigh about 5 per cent less than the weights 
to be balanced. Movable weights equaling in all to about 10 per cent of 
the balanced weights should be provided so that the proper balance may 
be obtained between the lifted weights and the counterweights. These 
movable weights should not weigh more than 200 lb. each and they should 
be provided with eye- or U-bolls for handling. Safe places should 
bo provided for these movable weights in the top of the counterweight 
framework. The space provided must be such that none of the movable 
weights will project above the top of the counterweight framework. 

The inside face of the counterweight should be provided with guides 
which engage tracks on the tower. Ample clearances should be provided 
so that the counterweight will not bind or stick. Clearances of 2 in. or 
more should be provided between the tower steelwork and counter¬ 
weights. If a counterweight is composed of two or more parts, about 
2-in. clearance should be allowed for between the parts. When the 
counterweight is in its lowest position, it should be not less than 3 ft. 
above the bridge floor. 
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Counterweight Cables and Balancing Chains. —The counterweight 
cables for vertical lift spans should preferably be of plow steel and 
consist of six strands of 19 wires each, constructed around a hemp center. 
The sockets may be open or closed, but should be of standard design. 

When the span is being raised, the lifting and counterweight cables 
will cause an unbalanced condition between the span and the counter¬ 
weights. This condition may be met by adding extra motive power or 
by adding balancing chains. If balancing chains are used, suitable 
buckets must be provided for catching the chains as the span lifts. 

Equalizers .—Equalizers of suitable design should be provided between 
the counterweights and counterweight cables. The other ends of the 
counterweight cables should be attached directly to the lift span. 

Sheaves. —The pitch diameter of the sheaves should be equal to at 
least 60 times the diameter of the cable. Clearances of at least H 
in. should be allowed between cables on sheaves, and sheaves 
should be grooved to fit the cables. Sheaves up to about 14-ft. pitch 
diameter may be made of cast steel, but larger ones should be built up 
of structural steel with cast steel rims and hubs. Each sheave should 
be fastened to its shaft by at least three keys. Sheaves at the top of the 
towers should be protected from the weather by hoods or housings, 
especially in climates where there is snow and sleet. The sheave shafts 
should be designed for bending, bearing, and shear stresses. The bear¬ 
ings should be large, properly aligned, well oiled, and not placed too far 
apart. 

Buffers. —Buffers, cither of the hydraulic or air types, should be 
provided for assisting in the stopping of vertical lift spans. Suitable 
buffers permit of the stopping of the span without any jar. 

Locking Apparatus. —A suitable locking device should be used for the 
lift span to securely lock it in position before traffic is admitted to the 
span. The locking device must be arranged so that it can be applied or 
released by the operator when he is at his station. Bail locks should 
be used for railway and street ear tracks. 

Gates. —Strong and substantial gates must be provided to protect the 
highway traffic while the lift span is raised. These gates should be in 
position before the lift span is raised and remain in position until the lift 
span is lowered and locked in place. For satisfactory operation, four 
gates are usually needed. The gates should be closed and opened either 
by the bridge operator or by special gate tenders. When gate tenders 
are used, small neat houses should be provided for them near each end 
the lift span. Just before the gates are closed, a warning signal should 
be given for the benefit of the traffic. 

Cantilever Walks and Roadways. —When wide sidewalks are cantilev¬ 
ered outside of the trusses of the lift span, the possible effects of live 
loads on one walk only must be carefully considered, especially in regard 
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to unbalanced loading and overturning moment. Proper end bearings 
must be provided when necessary. When a roadway or a street car 
track is cantilevered outside of the main trusses, provision must be made 
for the overturning moment caused. 

Machinery House .—The machinery for a vertical lift span is usually 
placed in a machinery house on top of the center of the lift span. This 
house should be well built with ample space for the machinery, work 
bench, and stove. In very large and heavy bridges, the placing of a 
5-ton crane in the machinery house is advisable. Suitable stairs and 
walks should be provided to gain access to the machinery house and the 
machinery. 

In deck girder spans, the machinery may be placed below the bridge 
floor and between the girders, while in a half through plate girder span 
the machinery may be placed below the bridge floor or outside of the 
girders. 

Operator's House. —When the operator does not stay in the machinery 
house, he should have a small house provided for him in a place where he 
can have an unobstructed view in all directions of the water and bridge 
traffic. The operator’s house must be large enough for the operator, 
operating machinery, arid heater, and it should have a large amount of i 
window space. A good stairway should be provided. 

Bridge Gage. —At one of the towers and on both the upstream and 
downstream sides, gages or indicators with large figures should be pro¬ 
vided for the convenience of the boats showing the height of the water 
and also the height that the lift span is raised. 

Operating Machinery in General. —In general the operating machinery 
should be compactly arranged and have no more reductions than neces¬ 
sary. When four drums are used, one reduction should be placed at the 
drums. The machinery should be arranged so as to permit of easy access 
for oiling, inspection, repairs, and replacement. 

Power Required for Vertical Lift Spans. —In general the power required 
for raising and lowering vertical lift spans is approximately 1 h.p. for 
every 15 or 20 tons of moving load. This load includes the weight of 
lift span, counterweights, and all moving parts. While improvements 
in the design and arrangement of the machinery may lessen the power 
required for an operat ion under average or good conditions, j'ct there 
must be a reserve of power available for times when operating conditions 
are not so good. Wind, snow, and sleet all tend to increase the power 
required. 

The power required for a vertical lift span may be computed from 
the known data of the span. In general, the power must be sufficient 
to accelerate the span and overcome the following resistances: Friction 
between guides and tracks; friction in gears, drums, and sheaves; the 
bending of cables off and on sheaves and drums; inertia of moving parts 
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of machinery; extra loads caused by winds; extra loads caused by snow 
and sleet; and the other unbalanced loads on the lift span. 

The force required for accelerating the lift span may be computed 

Wcl 

from the equation F\ — ^ 2 w ^ ere = force required in pounds, TF = 


total weight of all moving loads in pounds, a — acceleration in feet per 
second per second, and 32.2 is the acceleration of gravity. The time 
required for raising or lowering a lift span usually varies from 30 to 90 
sec., and the time that the span is accelerated usually varies from 10 to 20 
sec. The time for retardation usually requires from 10 to 15 sec. Then, 
the raising or lowering of the span would be divided into three periods: 
A period of acceleration; a period of uniform or constant speed of travel; 
and a period of retardation. Assuming that the average speed during 
the periods of acceleration and retardation is half that during the period 
of uniform speed of travel, the uniform speed of travel can be easily 
computed. Then the average acceleration in feet per second can be 
computed and the force Fi determined. 

Friction between girders and tracks should be taken as about 15 
per cent of the normal wind load. For ordinary operations, a normal 
wind load of 2 lb. per sq. ft. on the vertical projection may be assumed, 
though the span should be able to operate (but more slowly) under a 
wind load of 25 lb. per sq. ft. 

• The efficiencies of different kinds of gears vary considerably, and the 
following values arc only approximate. Adverse conditions will reduce 
these efficiencies greatly. 


Efficiency of Gears (one pair) 


Spur gears (well designed).90 to 95 per cent 

Revel gears (well designed ) . 75 to 90 per cent 

Worm gearing. 50 to 65 per cent 


The force required to bend the cables on and off of the sheaves and 
drums will vary considerably, say from 5 to 15 per cent according 1o 
conditions. 

Journal friction at the surface of the shaft may vary from 4 to J 5 per 
cent of the applied load. This force must be reduced to an equivalent 
force at rim of sheave or surface of drum. Usually journal friction, as 
such, is included in the gear efficiencies and the sheave and drum 
resistances so that separate computations for this are not required. 

The force required to overcome all unbalanced loads should also be 
included. The counterweight cables are always unbalanced (except 
when the span is raised half way) unless balancing chains are provided. 
Snow causes an unbalanced load if extra weights are not added to the 
counterweights to counteract it. The unbalanced load should be much 
less than 5 per cent of the weight of the lift span. 
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Power Equipment .—The power equipment required depends on the 
size and weight of the lift span. Unless the span is very light and the 
lift comparatively low, mechanical power equipment is advisable. But 
whatever the kind of mechanical power selected, some method of hand 
power must also be installed so that the lift span can be operated (though 
slowly) in event of emergencies. 

In the selection of mechanical power, the electric motor is given the 
first place, the internal combustion motor second, and steam power 
third. The electric motor is especially suitable for lift bridge operation 
as it provides a large starting torque and is capable of carrying a 100 
per cent overload on occasion. When two or more electric motors are 
used, it is customary to select them of such a capacity that half of them 
have power to operate the bridge in case the other half arc out of com¬ 
mission. Storage batteries are sometimes rather unsatisfactory and 
expensive, hence their use should be avoided. 

Internal combustion motors are satisfactory if they are of a capacity 
to carry at least 125 per cent of the load. This type of motor usually 
will jaot carry much, if an}'', overload. For large bridges, where hand 
operation for emergencies is not practical, the internal combustion motor 
is a good alternate for the electric motor. 

Steam power is satisfactory as far as handling the load is concerned, 
but is very expensive to maintain in ready operating condition as the 
steam pressure must be kept up at all times. This type of power requires 
a boiler and steam engine and needs more‘attendants to operate it than 
in the case of electric or internal combustion motors. For a lift bridge 
that is operated only a comparatively few times, the steam power 
is very expensive. There is a further objection to the coal smoke from 
the tires. 

For hand power equipment it may be assumed that a man will exert 
a force of 35 to 40 lb. on a lever with a speed of 150 to 160 ft. per min., 
thus giving from 1 -<■ to }'i h.p. For starting the machinery a man can 
exert a force of about 100 lb. A suitable platform, windlass and levers 
must be provided for hand operation on large bridges, while a small 
windlass and cranks are satisfactory for small, light lift spans. 

Efficient, easily operated hand brakes of simple design should be 
provided so that the bridge can be readily stopped and held in any posi¬ 
tion within 10 or 15 sec. after the power is shut off. Brakes of the band 
type arc generally satisfactory. Electric brakes of the solenoid type are 
suitable for the electric motors, and these should be installed in addition 
to the hand brakes. It is preferable to have two sets of brakes in most 
instances. 

Machinery Equipment .—In general, ail of the machinery equipment 
should be simple in design; solid in construction; easy to inspect, oil, 
clean, and adjust; and easy to remove for repairs and renewals. Shafts, 
12 
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bearings, etc., should keep in their proper position and alignment after 
being installed. Bearings should be designed and constructed so that 
they may be tightened occasionally to take up wear. 

Operating Cables .—The cables used to raise and lower the lift span 
should be of plow steel and be composed of six strands of 19 wires each 
constructed on a hemp center. These cables should never be less than 
% in. in diameter. Preferably two cables for raising and two cables 
for lowering should be used at each corner of the lift span, unless the 
force required to move the span is so small that only one cable is required. 
These cables should be securely attached to drums in the machinery 
house at the center of the span and should pass from the drums over 
deflecting sheaves at the ends of the span and thence to the top and 
bottom of the towers. Some method must be provided for taking up the 
slack in the cables. 

Whenever it is necessary to support the cables between the drums 
and deflecting sheaves, good rollers of not less than G in. in diameter 
should be used so that they will easily revolve and keep the cables from 
wearing. 

Operating Drums .—For small lift spans two drums are required at 
the center of the span, one for the cables on each side. For larger 
spans, four drums are advisable. All drums should be grooved so that 
they may receive the cables from both ends of the span. The diameter 
of the drums should be about 40 times that of the operating cables, and 
they should be grooved so that there will be at least } {q in. clearance 
between the cables wound on the drum. The number of grooves on each 
drum should be such that there will never be less than one and one-half 
or two complete turns of any cable left on the drum. 

Deflection Sheaves .—The deflection sheaves for the operating cables 
should be of the same diameter as the drums and properly grooved for 
the cables. If there are two cables, the clearance between cables should 
be at least }4 in* A small idler sheave should be placed below each deflec¬ 
tion sheave and toward the center of the span to prevent the uphaul cable 
from leaving the deflection sheave when it is a little slack. 

Gears .—All gears should have involute machine cut teeth and the 
face width of the gear should be about two and one-half times the 
circular pitch. The use of bevel g i ars should be avoided. Worm gears 
may be used, provided that the gear shall have 30 or more teeth and that 
both worm and gear arc made to run in oil. Worm gears are less efficient 
than spur gears. 

Pinions .—Pinions should not have less than 17 teeth and the ratio 
of reduction of the gear to the pinion should not be less than four. 

Bearings and Bushings .—Single bearing frames should be used for 
all shafts in a unit wherever possible. Bearings should be placed close 
to the points of loading to eliminate bending in the shafts, and they 



Sec. 2-5] 


VERTICAL LIFT BRIDGES 


should permit any gear to be removed without moving other gears. All 
bearings should be of the split type and provided with necessary shims. 
Four bolts should be used to bolt caps to bases except in the case of 
small bearings where two bolts are sufficient. 

Bronze bushings one-twelfth of the thickness of the shaft should be 
properly grooved so that the shafts may be lubricated by screw feed 
grease cups. 
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SWING BRIDGES 

By Ciias. A. Ellis 

CENTER-BEARING SWING BRIDGES 

1. General Considerations.—When a bridge of this type is open, 
each truss is supported at the end of a cross-girder which rests on a center 
bearing C (Fig. 1). This bearing is usually a phosphor bronze disk, 
from 1 to 3 ft. in diameter, between two hardened steel disks. To prevent 
the bridge from tipping, balance wheels W about 18 in. in diameter and 
six to eight in number, are fastened to the trusses and floor system in such 
a way that they roll on a circular track t. These wheels arc so adjusted 
that they carry no load, except when the bridge is out of balance on 
account of wind pressure or similar causes. 

When the bridge is closed, the ends a, b. d and e are raised a proper 



Fig. 1. 


amount by wedges. Wedges are also inserted at / and g a sufficient 
amount to give the trusses a bearing oil the pier independent of the cross- 
girder, but no attempt is made to lift the trusses at these points in order 
to relieve the cross-girder of any of the dead load. Thus at the center 
support, the dead load is carried by the cross-girder, while the live load is 
supported directly by the pier. 

2. Conditions of Loading.—When the bridge is open, the dead load 
is balanced about the center support. When the bridge is closed, the 
total dead load reaction at the center is relieved, as the wedges an? 
driven and the ends raised. (If the ends were raised to a sufficient 
height, the bridge would be lifted free of the center support, and the 
reaction which formerly supported the bridge would be transferred from 
the center to the ends.) The mechanical parts of the bridge are usually 
designed in such a way that the end wedges, when fully driven, will 
provide a positive‘dead load reaction somewhat greater than the negative 
live load and impact reaction. This insures the bridge against hammer- 
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ing of one end when the train comes on at the other end. By this arrange¬ 
ment, the dead load end reactions are less than those obtained 
theoretically when the truss is considered as a continuous beam over 
three level supports. The cost of installation and operation is thereby 
reduced. 

If hammering is eliminated and the ends remain fixed in elevation, 
the live load reactions may be computed on the basis of complete con- 

_ c __a 

ftft 

Fig. 2. 

tinuity of each truss. If, however, on account of error in design or 
adjustment of the wedges, or because of settlement of the piers, it happens 
that no dead load end reaction is present, we have the condition as 
illustrated in Fig. 2. Let us assume, for example, that a very small 
clearance exists between the beam and its - end supports. The total 
weight of the beam is supported at C, as is the case when the bridge is 
open. When the live load comes on the arm BC (Fig. 3), the beam tilts 
until it finds a bearing at B ; and the live load is supported by BC acting 
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as a simple span. However, the dead load or weight of the beam is still 
enti*- dy supported at C. If the live load is present in both arms (Fig. 
A), tne beam will deflect until it has a bearing at A and B, and thus a 
condition of continuity, or partial continuity, must be considered in 
finding the live load reactions. The extent of the continuity will depend 
upon the amount of clearance which previously existed at A and B in 
Fig. 2. The dead load is still totally supported at C. In order to provide 



Fig. 4. 


for these contingencies, the following conditions or classes of loading 
should be considered. 

Case I .—Dead load—bridge open or wholly supported at the center. 

Case II .—Dead load—bridge closed, both ends raised until a definite 
end reaction is attained (amount to be specified after negative live load 
and impact end reaction have been determined). 

Case III .—Live load on one arm only—simple span action. 

Case IV .—Live load on one arm only—continuous girder action. 

Case V .—Live load on both arms—continuous girder action. 
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If the ends arc raised, we have Case.II, combined with Case IV or 
Case V. If the ends are not raised, we have Case I, combined with 
Case III or Case V. 

The bottom chords arc usually better protected from the rays of the 
sun than the top chords. Because of this, and also on account of cold 
weather and ice, it is apparent that the temperature of the top chord 
may be considerably higher than that of the bottom chord. Thus the 
top chord may be lengthened and the bottom chord shortened, causing 
the span to “hump” at the center, thereby relieving the center reactions 
somewhat and increasing those at the ends. 



Except in special eases the temperature factor is neglected. 

3. Stresses in a Swing Span. —The stresses for the five cases of 
loading will be computed for the 300-ft. span (Fig. bo). The assumed 
dead load is 3,000 lb. per ft. of span, or 37,500 lb. per panel per truss. 
The end panel load is assumed at 20,000 lb. A Cooper’s E-40 will bo 
taken for the live load. The impact allowance will be computed from 
the formula 

, T 300 
£ + 300 

in which I = impact stress, L = live load stress, and l = loaded length 
bf span causing the live load stress. 
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Since the bridge is symmetrical about the center, the stresses will be 
computed for the left arm only. In Case III, this arm is considered 
as a span simply supported at L 0 and L«. The stresses are computed in 
the ordinary way. The results expressed in 1,000-lb. units are tabulated 
in Table 1; the impact stresses appearing directly below the corresponding 
live load stresses. Thus for the member Ui-Ua the live load stress is 
—208,000 lb. and the impact stress is —139,0001b. For the member Z^-t/s, 
the live load and impact stress is +72,000 lb. when the left segment of the 
arm is loaded; and —145,0001b. when the right segment of the arm is loaded. 

In Cases IV and V the reactions, being statically indeterminate, 
cannot be accurately computed until the truss has been designed. In 
order that a preliminary design may be made, the reactions will be 
tentatively determined by assuming that the truss functions as a beam of 
uniform cross-section, continuous over three level supports. Only the 
end reactions Ro are necessary. These are given in Table 2. By this 
process it is possible to compute the stresses and make a preliminary 
design, after which the true reactions may be determined. 


Table 2 


1 lb. at 

Ro 

1,000 11). at. 

72o 

Li 

+0.793 

L 1 

-0.064 

Li 

+0.593 . 

Li 


Li 

+0.406 

L t 

-0.094 

Li 

+0.241 

L io 


U 

+0.103 

L u 

-0.040 


4. Positive Shear in Panel 0-1. Case III. —The influence line a be 
for shear in the panel is shown in Fig. 56. 

If Pi = the load in panel 0-1, and P = the total load on the arm 0-0, 
the criterion for maximum positive shear in panel 0-J is 



P 

0 


When the train is moving to the left, wheel 4 passing L, satisfies this 

P 

criterion since Pi is less than ^ when wheel 4 is just to the right of /., 


and is greater than 


P 

6 


when wheel 4 is just to the left of L u 


The maxi¬ 


mum shear in the panel is found to be +162,000 lb. 
62.6 aid the equivalent uniform load per linear foot is 


Q 


162,000 

62.5 


2,590 lb. 


The area abc is 











Sec. 8-4] 


SWING BRIDGES 


185 


Case IV. —The influence line for positive shear is defghij (Fig. 5c). 
If Pi = the load in panel 0-1, Pa = the load in panel 1-2, and Pa = 
the load in panel 2-3, etc., the criterion for maximum positive shear in 
panel 0-1 is 

793P, £ 200Pa + 187P 3 + 165P 4 + 138P 6 + 103P 6 

Try wheel 4 atla, train moving to the left. 

Wheel 4 approaching L\ 

793 Pi = (793) (50) = 39,650 200P 2 = (200) (66) = 13,200 

187P 3 = (187) (56) = 10,472 
165P 4 = (165) (73) = 12,045 
138P 6 = (138) (57) = 7,866 
103P 0 = (103) (50) = 5,150 

48,733 

39,650 < 48,733 therefore the shear is increasing. 

Wheel 4 having passed L\ 

793 Pi = (793) (70) = 55,510 200P 2 = (200) (59) = 11,800 

187P 3 = (187) (43) = 8,041 
165P 4 = (165) (86) = 14,190 
138P 6 = (138) (44) = 6,072 
103P 6 = (103) (50) = 5,150 

45,253 

00 , 0 10 > 45,253, therefore the shear is decreasing. 

When the train is moving to the left, wheel 4 at L x therefore satisfies 
the criterion for maximum positive shear in panel 0-1. 

The shear may be computed by scaling the length of the ordinate 
in the influence line for each load, and taking the sum of the products 
of each load and its ordinate. Heretofore this has been the usual method 
of procedure. It requires that tnc influence line be drawn quite accurately 
to scale, and that considerable care be taken in scaling the ordinates. 
The shear may also be determined by taking the sum of each floor beam 
load and its corresponding ordinate as follows: 

(75.64) (0.793) = 60.0 
(52.56) (0.593) = 31.2 
(72.80) (0.406) = 29.6 
(58.20) (0.241) = 14.0 
(48.60) (0.103) = 5.0 


139.8 — maximum positive 
shear in panel 0-1. 
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A new and much shorter method, as outlined by the writer in Engi¬ 
neering News-Record, June 9, 1921, will now be explained. If the influ¬ 
ence line defgkij were straight from e to j, the criterion for maximum 
shear in panel 0-1 would be the same as for Case III. The difference 
between the broken line cfghij and a straight line from e to j is so slight in 
this or any similar truss that the criterion for maximum shear in the panel 
will, in general, place the train in the same position or approximately the 
same position, as will the criterion for Case III. A very close approxima¬ 
tion to the shear of 139.8 lb. can be made very quickly, by assuming the 
same equivalent uniform load in both cases; or, in other words, by assum¬ 
ing that the shears in the panel for the two cases are directly proportional 
to the areas of the respective influence line diagrams. Those areas are 
proportional to the sums of their respective ordinates, thus 

area abc: area defghij :: 2."> : 2.14 

The shear in the panel for Case III was found to be 162 lb., hence the 
shear for Case IV is 

(162)( 2 2 1 _ t ) = 138.3 


This is a reasonably close approximation to tlx* actual shear of 139.8 lb. 
previously determined. 

It is now obvious that the stresses in LaU x anil L 0 Li resulting from 
positive shear, may be quickly found by multiplying the stresses for Case 
2.14 

III by the ratio 2 g ’ This ratio for panel 0-1 remains the same for 


any bridge having six equal panels in each arm, irrespective of the length 
of the panel. The stresses for Case I [I are given in Table 1; and the live 
load stresses in L 0 Ui and L 0 L 2 for Case IV are as follows: 


= C-211)( 2 2 ^) = — ISO 
UU = (+lM'.i( 2 , 1 . t ) = +115 


The impact stresses for Case IV are determined in a similar manner. 

The influence line for negative shear in panel 0-1 for Case IV is jkhnnop, 
and since there is at present no corresponding area for Case III we shall 
leave this question to be considered later. 

6. Positive Moment about U 3 . Case III .—The influence line abc 
for momenfcabout U 3 is shown in Fig. 5 d. 

Let Pi = the load on the segment 0-3, and P = the total load on the 
area 0-6, then the criterion for maximum moment about JJ 3 is 


Pi$ 


P 

2 
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Wheel 12 at Ls satisfies this criterion, and the maximum moment about 
Us is 7,057 ft.-lb. Hence, the maximum live load stress in LJja is 


7,057 

30 


= +235 


Case IV. —The influence line is defghij, Fig. 5e. If Pi = the load in 
panel 0-1, Pa = the load in panel 1-2, and P 3 = the load in panel 2-3, 
etc., the criterion for the maximum moment about U 3) when reduced, is 

379Pi + 400P 2 + 439P 3 £ 495P 4 + 414P 6 + 309P„ 

Upon trial it will be found that wheel 12 at L 3 satisfies this criterion also. 
Multiplying each floor beam load by its corresponding ordinate 

(75.20) ( 9.475) = 713 

(51.92) (19.475) = 1,011 
(74.52) (30.450) = 2.2(59 
(56.56) (18.075) = 1,022 
(48.80)( 7.725) = 377 


5,392 = maximum moment about U 3 . 


The maximum tensile stress in L+> 4 is 


5,392 

30 


+ 179.': 


* 


This value may be closely approximated from Case III as follows: The 
ratio of the sum of the ordinates in Case IV to the sum of the ordinates 
in Case III is 


85.2 

112.5 


0.756 


and 

(235)(0.756) = +178 = stress in L 2 L 4 . 


6. Negative Shear in Panel 0-1. Case IV .—We arc now prepared 
to consider the negative shear in panel 0-1 when the right arm 6-12 is 
loaded. The influence line is jklmnop (Fig. 5c), and the criterion devel¬ 
oped therefrom is 

64P 7 + 28P a + 2P 9 5 20P 10 + 34P U + 40P J2 


There are two positions of the train, when moving to the left, which satisfy 
this criterion, namely, wheel 11 at L 2 and wheel 8 at L$. The maximum 
negative shear, occurring when the train is in the latter position, is —22.8 
lb., as found by taking the sum of the products of each floor beam load 
and its corresponding ordinate. This value may be closely approximated 
by the proportionate method, as follows: Since the influence lin e jklmnop 
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(Fig, 5c) has its longest ordinate at the center of the arm, it will be com¬ 
pared with the influence line abc (Fig. 5 d), which also has its longest ordin¬ 
ate at the center of the arm. The latter influence line is for the moment 
at U 3 for Case III, and the moment is 7,057. The ratio of the sum of the 
ordinates jklmnop (Fig. 5c) to the sum of the ordinate abc (Fig. 5 d) is 


and 


— 0.304 
112.5 


-0.00324 


(7,057)(-0.00324) = -22.9 = shear in panel 0-1. 


This quantity represents also the maximum negative reaction at Lo 
when the right arm is loaded, from which all the stresses may be deter¬ 
mined as given in the designated column of Table 1. 



7. Shear in Panel 1-2. —The influence lines arc shown in Figs. 66 and 
6c. The stresses in U\L% for Case III, as given in Table 1, are —11 and 
-j-140; from which the stresses for Case IV may be found as follows: 



-14 


/_■_ l 0.593 + 0.406j- 0.241 + 0.103 \ 

^ "A0.667 + 0.500 + 0 333 + 0.167/ Ud 
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The stresses for Case IV, determined by the exact method, are t- 15 
and +113 respectively. 

8. Shear in Panel 2-3. —The influence lines are shown in Figs. 6 d and 
6e. The stresses in LzU 3 for Case IV, determined by the proportionate 
method are 



(+39)( 


0.207 + 0.407 
<0.167 + 6.333 
0.406 + 0.241 + 0.103 
0.500 + 0.333 + 6.167 


) = +48 
) = — 6 ! 



The stresses for Case IV, found by the exact, method, are +48 and—60 
respectively. 

9. Shear in Panel 3-4. —The influence lines are shown in Figs. 76 and 
7c. The stresses in UJm for Case IV, determined by the proportionate 
method, are 

/0.207 + 0.407 + 0.594\ q 
1 AO. 167 + 6.333 + 0.500/ 

0.241 +0. 103\ = - 

0.333 + 0.167/ 
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The stresses for Case IV, determined by the exact jnethod are —101 and 
+26 respectively. * 

10. Shear in Panel 4-6. —The influence lines are shown in Figs. 7 d and 
7e. The stresses in Li Ui for Case IV, determined by the proportionate 
method, are 


(4- lW— 207 + °- 407 + 0594 +_?.759 
"** ; Vo. 167 + 6.333 + 0.500 + 0.667 


) - +165 



-7 



Fki. s. 


The stresses for Case IV, determined by the exact method, are +167 and 
—5 respectively. 

11. Shear in Panel 6-6. The influence lines are shown in Figs. 
86 and 8c. The stress in U b L 0 for Case IV, determined by the propor¬ 
tionate method is 

/ 2i n ( 0 20 1 + 0-407 + 0.594 + 0.759 + 0.897\ 

V ' Vo. 167 + 0.333 + 0.500 + 0.667 + 0 . 833 ; = ~ 2 L 

stress for Case IV, determined by the exact method is —241 
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12. Moment aboyjt La. —The influence lines are shown in Figs. 8 d 
and 8 c. The stress in Ui U 3 for Case IV, determined by the proportionate 
method is 



-170 




The stress for Case IV, determined by the exact method, is —172. 

13. Moment about L 4 . —The influence lines are shown in Figs. 96 and 9c. 
The stress in C /3 C /5 for Clasc IV, determined by the proportionate method is 

( — 208) (® 3 ^) = -132 

The stress for Case IV, determined by the exact method, is —134. 
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14. Moment about U 8 .— The influence lines are shown in Figs. 9 d and 
9e. Whenever each arm has six or more equal panels, the influence line 
for Case IV shows a reversal of stress in one or more chord members of 
the loaded arm adjacent to the center support. 

This phenomenon is explained in connection with Fig. 10a, where a 
is the distance from R\ to the point of zero bending moment, or 

aRi = P(a — kl ) 

From the theorem of three moments. 

Ri = ~ (4 - 5k + k 3 ) 

Hence 

41 

a 5 - k 2 

For any position of P, the limits of k are 0 and 1; hence, the limits of a 
are $£l and l. It is clear, therefore, that if any panel point experiences 
a negative moment from the influence load, the distance of that panel 
point from the center support must be less than one-fifth of the arm 
length. If the panels are of equal length, this condition can occur only 
when there are six or more panels in each arm. 

The stresses for Case IV cannot be determined by the proportionate 
method as heretofore, on account of the dissimilarity of the influence 
line diagrams. In such instances the equivalent uniform load may be 
approximated by the use of an equivalent uniform load table. For the 
right segment, l\ — 25, h = 61.5 and the equivalent uniform load is 
2.7; the area is 464 and the stress in LJjt is 

(4^4) (2.7) 

30 ^ 

For the left segment, it will be sufficient to call Z x = h = 30, and the 
equivalent uniform load is 2.88. Hence, the stress is 

(-38) (2.88) 

30 

16. Moment about L$. —The influence line for Case IV is shown in 
Fig. 106. There is no corresponding influence line for Case III. Since 
the influence is symmetrical about the center, the stress in when the 
left arm is loaded, is the same as previously determined when the right 
arm was loaded. 

16. Case V, Both Arms Loaded. Broken Loads. — By referring to 
the influence lines in Figs. 5c, 5c, 8e, and 9c, it is apparent that the stresses 
in the members there considered will be loss for Case V than for Case IV, 
sinee any load, brought on to the right arm while the left arrnis loaded, 
will decrease the stress because the influence areas on opposite sides of 



Sec, 8-17] 


SWING BRIDGES 


193 


the center have opposite signs. In Figs. 6c, 6c, 7c, 7c, 8c, 9c and 106 the 
conditions are different, since loads on the right arm and the left segments 
of the left arm conspire, and the live load stress in any instance is the sum 
of the live stresses as given for Case IV. Consider the member UJLn, for 
example, illustrated in Fig. 7. The live load stress is —99 when the left 
segment of the left arm is loaded, and —30 when the right arm is loaded; 
hence, if a train approaches on each arm, the maximum live load stress 
is —129, as given in the column for broken loads. No impact is added 
when broken loads are considered. Specifications are not usually clear 
on the question of broken loads. If the location of the bridge is near a 
large freight terminal, it is conceivable that trains might occasionally 
approach simultaneously from both ends of the bridge. 

Continuous Loads .—If Figs. 6 and 7 are taken consecutively, it is 
apparent that the positive influence line area for Case IV is decreasing. 
On Fig. 7c it becomes less than the negative area for the right arm, the 
difference in areas being 2.65. Therefore the stress in U 3 L* for Case V 
will be greater than for Case IV. 

The stress may be approximated as follows: Consider that the train 
moving to the left covers the whole span. Assume that the engine covers 
the segment ab and that the stress in UJLn, on account of the engine, is 1 
the same as in Case IV or —99 lb. The shear in panel 3-4, on account 
of uniform train load of 2,000 lb. per lin. ft., from 6 to c is (—2.65)(2) = 
— 5.3 lb., and the stress in UsL\ is (— 5.3)(1 .3) = — 6.9. Hence the stress, 
for Case V is —99 — 6.9 = —105.9. Similarly the stress in L 4 t/ 6 is 
+ 165 + (7.6) (2) (1.3) = +184.8. 

17. Negative Shear in Panel 6-6. —There is no positive area in the 
influence line for the continuous condition of Fig. 8c. The train must be 
moving to the left if the engines are to be on the segment ab, followed by 
a uniform train load on the segment be. Since the segment ab is con¬ 
siderably longer than the length of the two engines, the shear in panel 
5-6 for Cases III and IV would be considerably less if the engines were 
moving toward the left instead of in the opposite direction. We shall 
take this difference into consideration, by computing the negative shear 
in panel 5-6 when the train is moving to the left. This occurs when wheel 
16 is at Li and the shear (Case III) is --151.7 lb., which is considerably 
less than —162 lb. when the train is moving to the right. Taking the 
same ratio of ordinates as before, the shear for Case V is 



-173.8 


(-9.1) (2) 


-18.2 

-192.0 


The stresS in U 6 L t is (-192.0) (1.3) = -249.6. 
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18. Moment about L e . —The stress in U^U 6 for Case IV was found to 
be +115, one area being loaded. When the other arm is covered with a 
uniform train load of 2,000 lb. per ft., the additional stress is +91. 
Hence, the stress for UsU 6 for Case V is +206. 

19. Dead Load, Bridge Open. Case I .—The panel loads at each 
end are 20,000 lb. and all others 37,500 lb. Each truss is balanced on 



the center support and the stresses are statically determinate. They are 
given in Table 1. 

20. Dead Load, Ends Raised. Case II .—The maximum negative 
reaction on account of live load was found to be —22.9, to Which must 
be added —15.3 per impact, or a total of —38.2. Ilcnce, if the positive 
uplift at each end is 38.2 or greater, there will be no ham¬ 
mering of one end when the train covers the opposite 
arm of the bridge. It will be assumed that the machinery 
parts arc to be designed and adjusted so that the end 
wedges, when driven, will exert an upward pressure of 
50. Since thdre is a dead load of 20 at the end panel 
point, the resultant or net positive end reaction is 30, 
and the resulting stresses are given in Table 2. If the 
truss were treated as fully continuous, the end reaction 
would be 86.4 instead of 50, and a heavier and more 
expensive lifting device would be required. 

21. Combinations. —As previously explained, Case I 
is combined with cither Case III or Case V; and Case II 
is combined with either Case IV or Case V. Only two- 
thirds of the dead load stress is taken wH<?n dead load 
and live load stresses have opposite signs. ^Many speci¬ 
fications are not clear upon the question of stress rever¬ 
sals. In treating reversals, each combination should be 
considered separately—that is, the largest positive stress 
of one combination should not be considered with the largest negative 
stress of another combination. The members have been proportioned, 
and the gross cross-sectional areas are given in Table 3. 

PI 

22. Reactions from Williot Diagram. -The quantities ^ in Table 3, 

when divided by the modulus of elasticity E, are the strains in the various 
^embers when the center reaction is removed and the truss, supported 
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Table 3 


Member 

Length 

(inches) 

Area 

(square 

inches) 

A 

Stress 

(pounds) 

P 

PI 
‘ A 

1/6 

Pud 

A 

LrUi 

169 

32.5 

-0.652 

- 9.40 

-0.652 

+ 6.13 

U r U, 

600 

30.5 

-0.833 

- 8.20 

-0.833 

+ 6.84 

U r U 3 

300 

30.5 

-0.833 

- 8.20 

-0.833 

+ 6.84 

UrU 4 

300 

30.5 

-1.666 

-16.40 

-1.666 

+27.35 

u r lh 

300 

30*5 

-1.666 

-16.40 

-1.666 

+27.35 

UrU « 

300 

68.2 

-2.500 

-10.99 

+2.500 

+27.46 

LrLn 

300 

19.8 

+0.416 

+ 6 32 

+0.426 

+ 2.63 

Li-La 

300 

19 8 

+0.416 

+ 6.32 

+0.426 

+ 2.63 

LrL$ 

300 

20.5 

+ 1.250 

+ 14.14 

+ 1.250 

+17.68 

Lrln 

300 

26.5 

+ 1.250 

+ 14.14 

+ 1.250 

+ 17.68 

Iji-ht 

300 

44 5 

+2 083 

+ 14.05 

+2.083 

+ 29.25 

LrU 

300 

44.5 

+2.083 

+ 14.05 

+2.083 

+29.25 

Ui-La 

469 

19.8 

+0 652 

+ 15.44 

+0.652 

+10.08 

LrU 3 

469 

19 S 

-0 652 

-15.44 

-0 052 

+ 10.08 

U r Li 

409 

32.5 

f-0 652 

+ 9.40 

+0.652 

+ 6.13 

LrU « 

409 

44 5 

-0 652 

- 0.88 

-0.652 

+ 4 49 

UrU 

UrU 

Urln 

U r L 3 

UrL* 

UrL„ 

U t rLi 

469 

• - • 

08 2 

• - • ■ 

+0 652 

0 

0 

0 

0 

0 

0 

+ 4.48 

! 

+0.652 

+ 2.92 


234.79 

, Pud 2 

dt = 2 - A = 469.58 


Table 4 


l lb. at 

An 

- —*r«"— 

— ■ 

Li 

+0.788 

L, 

+0 581 

La 

+0 386 

Li 

+0.226 

Li 

+0.099 


1 lb. at 

Jio 

Li 

-0.068 

La 

-0.108 

L t 

-0.114 

L ID 

-0.088 

Ln 

-0.046 


at 0 and 12, carries a load of 1 lb. at joint 0 (Fig. 11). The Williot dia- 

Pl 

gram is drawn in Fig. 12 by using the quantities ^ to represent strains. 

The quantities d which are proportional to the deflections are indicated 
in Fig. 11. The deflection at the center has been checked in Table 3, 
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where P and necessarily have the same numerical values; but it should 
be remembered that P is measured in pounds, while u 8 is a ratio. 

It is clear from Maxwell’s Theorem that if 1 lb. at joint 6 causes the 
deflection d\ = 121 at joint 1, then 1 lb. at joint 1 will cause the deflection 
di = 121 at joint 6. Hence, with 1 lb. at joint 1, the reaction at joint 
6 , when the truss is continuous over the three supports, is 


and from statics 


R a 


Re 


121 

470 


0.258 


(1.0) (275) - (0.258) (150) 
300 


0.788 


The reactions at the left end, determined in the same manner, arc given 
in Table 4. 

If the accurate reactions in Table 4 are compared with the assumed 
reactions of Table 2, it will be apparent that the differences arc compara¬ 
tively small. The greatest percentage of error occurs when the load of 
1 lb. is at the center of either arm. This comparison gives a fair idea 
of what error may be expected when the truss is assumed to be a beam of 
constant moment of inertia and no recognition is made of deflection due 
to shear. 

The reactions for the preliminary design might be obtained by assum¬ 
ing that all members have the same cross-sectional area, which may be 
taken as 1 sq. in., and constructing a Williot diagram. 

The combinations of stresses for C'ases I and III determine the sizes 
of nearly all members, except the end post and chord members adjacent 
to the center support. Since the stresses for these cases are statically 
determinate, they might be used in making an estimate of the sizes of 
the members, and their areas used in constructing a Williot diagram. 

The continuous girder formulas give such satisfactory results that 
a re-design is seldom necessary, except in a long span and then only 
for a few members adjacent to the center support. 


RIM-BEARING SWING BRIDGES 

23. General Considerations.—The trusses in a run-bearing swing 
bridge are supported by a large circular girder, which rotates with the 
span. The girder rests on conical rollers, usually about 18 in. in 
diameter; and as many rollers are used as the circumferential length of 
the girder will permit, in order to giv as many bearings for the; girder 
as possible, and thereby minimize the deflection. The trusses may rest 
directly upon the circular girder or drum, as in Fig. 136. This arrange¬ 
ment is undesirable, because it does not give an equal distribution of 
the load to the rollers. A better arrangement is shown in Fig. 13c, where 
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the truss loads are distributed to the drum at 8 points instead of at 4, as 
in the previous case. This arrangement gives a more even bearing. 
In the diagrams here shown, the center pivot receives neither dead nor 
live load. It is better to frame the structure so that from 15 to 20 per cent 
of the load is transmitted to the center pivot through radial girders. 
In any case each truss is supported at two points over the circular pier, 
as illustrated in Fig. 13a. 

The reactions for the center-bearing bridge of the previous chapter 
were determined by assuming that the span functions as a beam of 
constant cross-section, continuous over three supports, no allowance being 
made for deflection due to shear. It was shown that the reactions thus 
computed by continuous girder 
formulas, compared very favor¬ 
ably with the true reactions deter¬ 
mined after the design had been 
made. Such is not the case when 
the continuous girder formulas 
are applied to a swing span on 
four supports. These formulas 
give a negative reaction at L 7 and 
a positive at L 13 when the left 
arm is loaded. This live load 
negative reaction, when the im¬ 
pact factor is added, is in many 
instances, numerically greater 
than the dead load positive reac¬ 
tion, indicating that a live load 
over the left arm. would lift the 
truss from its support at Li. 

This assumption is not justified 
cither by exact analysis, made after a truss is designed, or by observed 
data taken after erection. 

24. Partial Continuity. Equal Moments at Center Supports .—It will 
be assumed that the diagonal bracing in panel 0-7 is so light that no 
appreciable shear can be transmitted through this panel. The shear 
in the panel is assumed zero under any condition of loading; hence 
Hi = -Ha for loads on the arm 0-0, and R a = — 1 U for any loads on the 
arm 0-13. For an influence load of 1 lb. 

h — k s 

A> « J- 



I'm. ia. 



and 


Rii — 


k - k* 
‘• 1.8 “ 
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The five cases of loading to be considered are the same as for a center¬ 
bearing bridge. The influence lines for shear in panel 0-1 for Cases III 
and IV are shown in Figs. 19 d and 19c, respectively. If the live load 
is an E-40, the stresses for Case III will be the same as for the center¬ 
bearing bridge given in Table 1. The stresses for Cases IV and V may 
be found by the proportionate method. For example, the stress in 
LqUi for Case III is —211, hence, the stress for Case IV is- 


\/0.800 + 0.605 + 0.422 + 0.256 0.+114\ 
A 0.833 + 6.667 + 0.5 + 0.333 + 0.167 / 


The influence lines are drawn and the stresses computed for all the 
members, in precisely the same manner as for the center-bearing bridge. 
It may be noted that in this particular problem the positive shears arc 
greater, and the negative shears less, in the rim-bearing type than in 
the center-bearing type. The stresses in some members will bo greater, 
and in others less than in the center-bearing bridge. If, however, an 
independent design is made for the rim-bearing type, a comparison will 
show no appreciable difference in the two designs. For this reason it is 
a common practice to disregard the center panel when the stresses are 
computed. The diagonals in the center panel are light adjustable 
members, which serve only to provide stability to the structure when 
open, and resist a longitudinal wind pressure. 

After the trusses have been designed, a sufficiently exact analysis 
of the reactions may be made Ity omitting the bracing in the center panel, 
removing the center supports, and drawing a Williot diagram for 1 lb. 
loads placed at /> 6 and L 7 . 



SECTION 4 


CONTINUOUS BRIDGES 

Copyright, 1923, by D. B. Stkinman 


DESIGN AND ERECTION OF CONTINUOUS BRIDGES 

The continuous truss is an excellent bridge type, offering decided 
advantages (under suitable conditions) over all other forms of con¬ 
struction. It is, of course, well known in its application to swing spans. 
Its general adoption for fixed spans has long been retarded by prejudices 
based on erroneous notions; but the successful execution of several 
notable examples in the last few years has served to dispel these preju¬ 
dices, and the continuous truss has become established as an important 
type in American bridge practice. * 

1. Advantages of Continuous Bridges. —In comparison with simple 
spans, the continuous bridge offers the same advantages as the cantilever, 
namely: 

(1) Economy of material. 

(2) Suitability for erection of one or more spans without falsework. 

In addition, the continuous bridge is superior to the cantilever in 

(3) Rigidity under traffic. 

(4) Less abrupt stress-changes under traffic. 

(5) Elimination of expensive and troublesome hinge-details. 

(6) Less extra material or hazard in erection. 

(7) Safety of the completed structure. 

2. Economic Comparisons with Simple Spans. —The results of 
economic comparisons between continuous and simple spans will be 
materially affected by (1) the length of spans, (2) the system of web¬ 
bracing employed, and (3) the specification provision for reversal of 
stresses. 

The relative economy of the continuous type increases with the length 
of span or, in general, with the ratio of dead load to live load. It is 
wrong to draw a general conclusion against the economy of continuous 
bridges based on a comparison for small spans (as Bender did in his book 
“Continuous Bridges” in 1876). 

Furthermore, for a correct economic comparison, the most suitable 
system of web-bracing should be assumed for each respective type; a Pratt 
or Petit system may be most economical for the simple spans, but a 
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Warren system will generally yield the best results for the continuous 
truss. 

Finally, the results of the economic comparison may be upset by the 
unscientific practice of imposing a stringent reversal clause; these reversal 
clauses as applied to the proportioning of main sections are relics of 
exploded fatigue theories, and should find no place in modem specifica¬ 
tions for long-span bridges. 

3. Economy of the Continuous Type. —A proper comparison with 
corresponding simple spans will generally show a substantial saving of 
material in favor of the continuous structure. 

For the Sciotoville Bridge, consisting of two spans at 775 ft., the 
saving was found to be about 15 to 20 per cent. 

According to comparative studies reported by Waddell, the economy 
of two 775-ft. continuous spans is 12 per cent for a railway structure and 
22 per cent for a highway bridge; for railway spans of half the length 
(387.5 ft.), the saving is reduced to 7 per cent. 

According to comparative studies reported by Winkler, the saving for 
continuous bridges of two, three, and four spans is 1(5, 19, and 21 per cent, 
respectively, when the span-length is about 325 ft; and 20, 24 and 28 per 
cent respectively, when the span-length is about 500 ft. (character of 
loading not stated, and no provision made for secondary stresses). 

Generally, however, the economy of material is a minor consideration 
in the adoption of the continuous type, the deciding advantages being the 
convenience of cantilever erection and the increased stiffness of the 
structure. 

4. Prejudices against the Continuous Type. — A common objection 
to the continuous bridge is its static indcterniinateness. With modern 
methods of design and construction, however, it is possible to know the 
exact stresses in a continuous structure for any given conditions; the 
uncertainties can be made as small as in simple spans; and the extra 
labor of the computations is trifling, in itself, as well as in comparison- 
with the advantages to be derived. 

Another argument that has been frequently advanced against continu¬ 
ous construction is the possibility of change in the stresses as a result of 
settlement or compression of the piers or abutments. This .argument 
would have some validity if the structure were supported on soft, yielding 
foundations. No bridge engineer, however, would consider building 
a continuous bridge on soft foundations, without provision for adjustment 
of the supports. Where rock foundations are available, the possibility 
of settlement may be omitted from consideration. Even if an appreci¬ 
able unequal settlement does occur, the effect upon the stresses will 
generally be negligible, especially in longer spans. In the case of the 
Sciotoville Bridge, according to the writer’s computations, an excess 
settlement of 1 in. at the middle support would change the reaction less 
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than four-tenths of 1 per cent. The effect of possible pier settlement on 
the stresses of continuous bridges has been grossly overestimated by 
former writers on the subject. 

As a third objection, it is contended that the continuous truss is 
affected by temperature changes. The effect of expansion and contrac¬ 
tion of intermediate piers is of the same nature as that of settlement of 
the supports; the stresses producible can be easily calculated, but in the 
case of long spans resting on shallow piers they will be found insignificant 
and negligible. The effect of unequal temperature changes in different 
parts of the trusses themselves can also be safely neglected. (In the case 
of the Sciotoville Bridge, a difference of 10° F. between top and bottom 
chords would change the end-reactions by only 1.5 per cent, and the 
middle reaction by only 0.7 per cent.) Uniform temperature changes 
in all the members of a continuous truss will cause no stresses. 

6. Conditions Favorable for the Continuous Type. —The following 
conditions are particularly favorable to the economy and efficiency of 
the continuous bridge in comparison with other types: (1) Long spans; 
(2) good foundations; (3) piers of moderate height; (4) moderate truss 
depth; (5) spans approximately equal; and (6) cantilever erection. When 
the spans are long, the other requirements assume minor importance. , 

6. Economic Proportions and Number of Spans.—Both the economy 
and rigidity of the continuous type increase with the number of spans, 
but the gain beyond three or four spans is insignificant. Moreover, a 
larger number of spans would create difficulty in providing for expansion 
on account of the great length between expansion joints. Another 
objection is the greater number of supports at which jacking operations 
would be required during erection for adjustment of the reactions. (In 
a two-span bridge, only one support out of three requires jacking adjust¬ 
ment; in a five-span bridge, four supports out of six would require jack¬ 
ing.) For these considerations, the number of spans in a continuous 
group is preferably limited to three or four. 

In a two-span bridge, the requirements of economy as well as of 
appearance are best satisfied by making the two spans equal in length. 

In bridges of three or more spans, a symmetrical layout is also desir¬ 
able for appearance and for shop economy. 

In a three-span bridge, the economic ratio of spans is approximately 
7:8:7; but considerable variations from these proportions will not mate¬ 
rially affect the economy. 

In a four-span bridge, the economic ratio of spans is approximately 
3:4:4:3; but these proportions may also be varied considerably without 
materially affecting the economy. 

In many cases, the span arrangement is determined by natural condi¬ 
tions of the crossing, or by the desire to utilize existing piers, rather than 
by economic or esthetic considerations. 
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7. History of Continuous Bridges.—The first representative of the 
continuous bridge type was the Britannia Bridge in England, built by 
Stephenson in 1848. It is a tubular plate-girder bridge of four spans: 
230, 460, 460 and 230 ft. This was followed by several similar bridges, 
including the Torksey Bridge over the Trent (1849) with two spans of 
130 ft., and the Bryne Bridge (1855) \v T ith three spans of 141, 267 and 
141 ft. 

In the latter part of the nineteenth century, continuous truss bridges 
were extensively built on the Continent. They were usually of the lat¬ 
tice-girder type with parallel chords, continuous over three to five spans. 
The Fades Viaduct in France (1908), with three spans of 378, 472 and 
378 ft., had the longest continuous span prior to the building of the 
Sciotoville Bridge. 

The Lachinc Bridge, over the St. Lawrence River near Montreal, 
built in 1888 by C. Shaler Smith, with four spans of 269, 408, 408 and 
269 ft., was the only continuous bridge in America before 1917. It was 
erected as a cantilever bridge, and then converted into a continuous truss 
for the live load. It was replaced in 1910 by a simple-span bridge. 

The Sciotoville Bridge over the Ohio River, completed in 1917 with 
two spans of 775 ft., made a new record for span-length and established 
the continuous type in American bridge practice. Other large continu¬ 
ous bridges followed in rapid succession. The Allegheny River Bridge, 
near Pittsburgh, built in 1918, has three continuous spans of 272,520, 
and 347 ft., followed by three continuous spans of 347, 350, and 272 ft. 
The Hudson Bay Railway Bridge over Nelson River at Kettle Rapids, 
also built in 1918, consists of three continuous spans of 300, 400, and 
300 ft. The C. N. O. Railway Bridge over the Ohio River at Cincinnati, 
built in 1922, has three continuous spans of 300, 300 and 516 ft. 

8. The Sciotoville Bridge.—The Ohio River Bridge of the Chesapeake 
and Ohio Northern Railway at Sciotoville, Ohio (Fig. 1), erected 19J5 
to 1917, is a double track bridge with the longest continuous spans in the 
world. In consequence of a bend in the river at the crossing, traffic 
follows the river channel along the Kentucky shore at low water, and 
shifts toward the outer or Ohio shore at high water; two spans of 775 ft. 
were necessary to satisfy the navigation requirements. The bare rock 
bottom only a few feet below low water afforded ideal foundation condi¬ 
tions for a continuous structure; this solution also offered maximum 
rigidity under railroad traffic, maximum economy in metal, and the 
important advantage of erection with a minimum of falsework. The lay¬ 
out adopted (Fig. 1) yielded a symmetrical and sightly structure, convey¬ 
ing an impression of strength and rigidity. 

The three piers rest on solid shale rock, with a maximum foundation 
pressure of 9.5 tons per sq. ft. from vertical loads only, and 12.5 tons per 
sq. ft. with longitudinal force acting. The center pier, 18 by 63 ft. under 
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the coping, resists the longitudinal 
force from the entire bridge and 
carries a vertical load of 16,400 
tons. The shore piers, 12 by 57 
ft. under the coping, carry only 
vertical loads of 5,100 tons. The 
piers are made of 1:2:4 concrete, 
reinforced with 1-in. square rods 
to prevent shrinkage and tempera¬ 
ture cracks. The copings arc rein¬ 
forced longitudinally with I-beams 
to distribute the load from the 
bearings. The three piers contain 
about 15,000 cu. yd. of concrete 
and 250 tons of steel reinforcement, 
and cost $165,000, or $ 11 per cu. yd. 

The stresses in the superstruc¬ 
ture were calculated by the exact 
methods outlined in the next chap¬ 
ter, based on a live load of E-60, 
impact according to Lindenthal’s 
formula, and dead load from actual 
weights calculated for each panel 
point. The average dead load is 
18,200 lb. per lin. ft. of bridge, 
which included 700 lb. for the 
weight of each track. The distribu¬ 
tion of the dead load over the spans 
is indicated in Fig. 2a. In addition, 
provision was made for a braking 
force of 60,000 lb. for each locomo¬ 
tive, or 1,000 lb. per lin. ft. for the 
whole train, a lateral force of 600 
lb. per lin. ft., a stationary wind 
load of 1,500 Jb. per lin. ft.., and a 
moving wind load of 500 lb. per 
lin. ft. For stresses from wind + 
braking, the excess over 20 per cent 
of the total of all other stresses was 
considered. The members were pro¬ 
portioned for a basic unit stress of 
20,000 lb. per sq. in. for the total 
of D + L + / + Lai. + Excess. 
The variation in sections of the 



Fiq. 1.—The Seiotoville Bridge over the Ohio River. Two continuous spans of 775 ft. 
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main members and the resulting variation in moment of inertia of the 
truss arc platted in Figs. 2 b and 2c. The individual stresses and sections 
are given in a paper by Lindenthal in the Proceedings , Am. Soc. C. E., 
March, 1922, Plate V. 



(a) Distribution of Dead Load 



fbl Variation of Moment of Inertia rper truss ) 



(CJ Variation of Sections of Truss Members 


Fro. 2.— Distribution graphs for the Sciotoville Bridge. 

Ample lateral rigidity was secured by making the width between 
centers of trusses :>S ft. 9 in., or one-twentieth of the span-length, although 
a smaller width might have sufficed in view of the continuity of the lateral 
truss. The height at the middle of each span was made 103 ft. 4 in., or 
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approximately one-sixth of the length from the end pier to the point of 
contraflexure, since this length, about 80 per cent of the span, may be 
considered as a simple span. The height over the center pic# was made 
129 ft. 2 in., or one-sixth of the span-length, since the maximum moment 
at that point is about the same as at the center of a simple span. The 
height at the end was made 77 ft. 6 in., or equal to a double panel, in 
order to give the end-posts an inclination of not less than 45 deg. These 
three heights, in the ratio 3:4:5, also secured a pleasing outline for the 
continuous truss. 

The Warren system adopted for the web bracing, with subdivided 
panels of 38 ft. 9 in., was found to be the most economical. 

An alternative preliminary design, with pin-connected eyebars for 
the tension members, proved slightly cheaper, but the riveted truss design 
was adopted for its superior rigidity and durability. 

All members have double webs and flange angles. The chords and 
inclined end-posts have solid cover plates. All the open sides of the 
members have rigid latticing of angles or channels. Transverse dia¬ 
phragms, about 15 ft. apart, stiffen the members against distortion. 

The web plates of the members stop at the gusset plates and are 
spliced to them with rivets in double shear; flange angles extend over 
the gussets. The gussets and webs are 1 % in. thick at the main 'panel 
points (334 In. at C/18 and L20), and 1 Ma in. thick at the secondary 
panel points. The largest gusset plates used are 135 in. by 1% in. by 14 
ft. 9 in., and 140 in. by 1 %e in. by 18 ft. 2 in. In the main members, 
all rivets arc 1 in. diameter (except 13 ^-in. rivets up to 7% in. grip at 
C/18 and L20 ). 

The longitudinal struts, which half-length the verticals, extend over 
two panels for better appearance. After erection, the connection at one 
end was loosened so as to allow the necessary sliding. 

The lower lateral system forms with the bottom chords a two-span 
continuous truss. The upper lateral system in each span acts as a simple 
truss between the rigid portals over the piers. 

To provide for unequal deflections of the trusses under one-sided 
loading, the usual sway frames of rigid cross-bracing were replaced by 
deep lattice frames combining strength with clastic stiffness. 

The floorbeams are of exceptional design, in the form of U-shaped 
frames extending up to the struts. The available floor-depth was too 
shallow for an economical and stiff floorbeam of the usual type, figured 
as a simple span. As sufficient width was available, deep brackets were 
added and made continuous with the floorbeam so as to form an inverted 
two-hinged arch. This greatly reduced the bending moments in the 
horizontal portion and effected a material saving in weight, besides 
adding 1o the stiffness of the structure. The overhead strut takes up 
the horizontal thrust of the inverted arch. 
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To relieve the floorbeam flanges of the high stresses producible by 
braking and other longitudinal forces, a horizontal braking truss was 
provided in every panel in the plane of the lower laterals. 

The bearings are of cast steel. The longitudinal expansion of the 
1,550-ft. truss is divided between the two end bearings (Fig. 3). The 
center bearing is fixed, and has to take up the longitudinal force from 
braking and traction (2,520,000 lb. per truss). The bearing (Fig. 4) 
consists of a pedestal built-up of three separate castings in two tiers, 
and a shoe-casting bolted to the truss. To concentrate the reactions 



Fig. 3.—End bearing, Sriotovillo Bridge. 


and permit the truss to deflect freely, the lower surface of the shoe-casting 
was planed convex to a radius of 1,150 in., while the top surface of the 
pedestal was finished to a perfect plane. To prevent horizontal creeping, 
the shoe-casting is secured to the pedestal by four steel dowels, 6-in. in 
diameter. 

The greatest deflections of the trusses are 3 in. from full live load 
covering both spans and 4% in. (about 1:2,000 of the span-length) from 
full load covering only one span. The trusses were cambered so as to 
deflect to a straight line under dead load plus one-half live load. 

Calculations made by the writer showed severe secondary stresses 
producible by dead load and live load, particularly over the middle 
support where the deflection diagram has a sharp upward kink. At this 
point, a bending stress of 21,400 lb. per sq. in. would be produced in the 
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bottom chord, were it not for the special method adopted to counteract 
the secondary stresses. This was accomplished by assembling and 
erecting the members to their geometric angles instead of to their cam¬ 
bered angles; so that, under the load D + the trusses assume their 

true geometric form and their members become straight and free from 
secondary stress. In other words, as a result of forcible initial bending 



of the members in erection, the secondary stresses in this bridge decrease 
as live load comes on, and are fully neutralized under half live load. 

The entire continuous bridge, 1,550 ft. long, contains 13,240 tons 
of steel. If riveted simple spans had been used, the weight would have 
been between 15,000 and 16,000 tons, or 13 to 20 per cent heavier than 
the continuous design. 

A more complete account of the bridge is given in Lindcnthal's paper 
presented before the American Society of Civil Engineers, April, 1922.' 
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9. Erection of the Sciotoville Bridge—Shop assembling of the truss 
connections was required by the specifications. The trusses were assem¬ 
bled in sections, connecting the web members to each chord separately. 



p IG< 5 .—Sciotoville Bridge—Erection of Ohio span on falsework. 


The members were carefully leveled and laid out with a transit to the 
exact “geometric” angles, and the distances were carefully checked with 
a steel tape; all rivet holes were reamed or drilled with the members 
so assembled. 



Fig. r.— Sciotoville Bridge—Cantilever erection of Kentucky span. 


The Ohio span was erected on falsework, as the river was shallow and 
no opening for navigation was required under that span. On account of 
the rock bottom, no piles could be driven; and, to minimize the danger of 
Jhe falsework being carried away by sudden flood, narrow falsework 
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towers under <^ie' main panel points were used instead of closely spaced 
bents, leaving 60-ffc. openings for the passage of diift and ice (Fig. 5). 



1 iQ 7 Sioto\jUc Bridge- Ticking apparitus for bending members at connectlonb 



Fiu. 8.—Sciotovdle Budge Kentucky span re (thing temporary bent at L&. 


On the Kentucky side*, a minimum clear channel of 420 ft. was required 
for navigation, consequently cantilever election was adopted (Fig. 6). 

n \ 
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Since the erection of the entire 20 panels as a cantilever would have 
necessitated heavy additions to the truss members near the middle pier, 
it was decided to reduce the free cantilever erection to 12 panels (465 ft.) 
by placing steel bents as intermediate supports at the eighth and fourth 
panel points from the Kentucky end ,Figs. 8 and 9). 

The outstanding feature uf the erection of this bridge was the initial 
bending of the members for (he neutralization of the final secondary 
stresses. For these bending operations and for the adjustments in 
height of the trusses at the end piers and at the temporary intermediate 
supports, elaborate preparation- and special jacking devices (Fig. 7) 
were required. 

The general erection procedure was as follows: By means of a gantry 
traveler (Fig. 5), the falsework and, on it, the steel floor system and 



Fig. 9.—Sciotoville Bridge—Kentucky span resting on temporary §©nts at LS and I A. 


delivery tracks were laid from the Ohio pier to the center pier. On the 
return trip toward the Ohio pier, tlie traveler laid the bottom chords. 
These were at once riveted while lying in a straight line, and then jacked 
to the desired camber with the Ohio end 8*^ in. lower than its final 


position. 

The traveler was then raised to its full height and brought bffck to t he 
center pier, whence it proceeded with the erection of the trusses toward 
the Ohio end (Fig. 5). ' 

In the meantime, a creeper-traveler had been assembled oh top of the 
trusses over the center pier for the erection of the Kentucky , As 
the creeper-traveler proceeded with the cantilever erection, thetj^bbor 
falsework under the completed Ohio span was gradually removed, $|jtving 
only the steel columns under panel points 4, 8, 12 and 16 to support the 
trusses (Fig. 6). These columns were finally released, When tfa^jlCen- 
tucky cantilever had reached about mid-span, by- jacking the Oft&^md 
of the span to its final position, (using one 500-ton and four 200-td& jhoks 
under each truss). 
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When the Kentucky cantilever reached 
the steel bent prepared at L8 (Fig. 8), it was 
jacked up 7% in. at that point, and when the 
truss reached the next bent, at IA, it was 
jacked up 1 in. at that point. hen the 
Kentucky pier was reached (Fig. 9), the truss 
was jacked up 16^4 in. to its final position 
on the rocker bearings, thereby releasing the 
intermediate supports. The final jacking 
force (about 1,200 tons) checked the (jpilcu- 
latcd reactions, insuring the correclness 
of the predetermined stresses without fur¬ 
ther adjustment. 

The erection of the steelwork (13,240 
tons) was completed in 14 months. 

The writer was special assistant to Gustav 
Lindcnthal, Consulting Engineer, during the 
planning and execul ion of this work. 

10. The Allegheny River Continuous 
Bridge.—The new Allegheny River Bridge 
for the Bessemer and Lake Erie Railroad, 
built in 1918, is a double track deck structure 
with three continuous spans of 272, 520, and 
317 ft., followed by three continuous spans 
of 317, 350 and '272 ft. (see Fig. 10). 

The necessity’ for cantilever election and 
the importance bf minimum weight were the 
go\erning conditions which fixed the choice 
on the continuous type; this solution also 
pioved the cheapest. Simple spans would 
have required consideiable extia mateiial 
for erection stresses and a cantilever design, 
besides being undesirable for the short spans 
and heavy live load, was not adapted to 
the requhement of erecting from one end 
of each sjvin. The number of spans to be 
connected in a single, continuous structure 
was ffchited to three, in order to avoid the 
complication of having too many pier reac¬ 
tions to adjust; grouping three spans in each 
contiguous structure, only the two end-reae- 
tiousr of a group had to be weighed off by jacks 
and’.gages to the predetermined amounts. 
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Fig. 11 . —Typical details of the Allegheny River Bridge. 
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A special feature of the structure is a counterweight at the end of 
the south span to counteract uplift from live load on the adjoining 
span, 520 ft. long. The counterweight consists of a 350-ton block of 
concrete, molded around the end sway-frame and occupying the full width 
and height below the deck floorbeam. The necessity for this counter¬ 
weight would have been avoided if the end-span could have been made 
longer. 

Silicon steel was used for the stiff truss members (subject to reversal 
of stress), and a specially treated steel was used for the eyebars. These 
materials furnished the cheapest bridge at the prevailing prices. The 
comparative estimates were based on unit stresses of 10,000 for ordinary 
steel, 40 per cent higher stresses for silicon steel, and 27,000 lb. per sq. in. 
for the eyebars. (The eyebars showed results in full-size tests of 53,000 
to 63,000 elastic limit, and 81,000 to 90,000 ultimate strength.) 

The design of the bridge was based on Cooper’s E-75 loading to pro¬ 
vide for the existing heavy ore trains with an anticipated increase for 15 
or 20 years. A first approximation to the required distribution of metal 
was obtained by emplojdng ordinary continuous-girder formulas based 
on constant moment of inertia. The resulting design was then analyzed, 
corrected and re-analvzed by deflection calculations. The dead load, 
reactions, however, were fixed arbitrarily at an early stage of the calcula- 
tions, and then secured by jacking in the final erection adjustment. 

For th'e members which get their maximum stresses under broken load, 

1 he permissible working stress was increased 25 per cent as allowance for 
the improbability of occurrence of short, separated lengths of train occu¬ 
pying just the panels required. Members and connections subject to 
reversal of stress were designed for the maximum stress in each direction 
augmented by 50 per cent of t he smaller. 

Severe wind loads were assumed, and the unit stresses for combined 
wind and vertical load were increased 25 per cent above those normally 
allowed. 

In order to relieve the pier masonry of braking forces, the bearings on 
all the river piers are provided with expansion rollers, the two ends of the 
bridge being fixed. At the intermediate bearings, 24-in. rockers are 
carried on a grillage resting on the pier girders, and the truss panel point 
serves as upper shoo. To this panel-point assemblage (Fig. 11), the 
four abutting truss members are pin-connected, producing the equivalent 
of a pin-bearing support and eliminating the high secondary stresses 
that would arise' in a continuous chord. 

The steel weight of the bridge is about 10,150 tons, or 8,700 lb. per 
lin. ft. 

The truss diagram (Fig. 10) and the typical details (Fig. 11) are repro¬ 
duced from a description of the structure in Engineering News-Record , 
May 2,1918. 
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11. Erection of the Allegheny River Bridge.—The two-track continu¬ 
ous bridge (Fig. 10) of the Bessemer and Lake Erie Railroad over the 
Allegheny River, built in 1918, replaced a light, single track structure of 
simple spans. 

A method of building on the existing alignment with use of the old 
piers and without interrupting traffic, was developed. The replacement 
was made as follows: The single track piers were widened on the old 
footings, which had been built of double track width originally. The 
new bridge was then erected alongside the old one, since the widened 
piers, with the help of pier girders, were long enough to accommodate 
both structures side by side. Traffic was then transferred to the new 
bridge, and the old one was dismantled. Finally, the new bridge was 
rolled over into central position on the piers. 

The erection of the new bridge was begun at the two ends, by building 
the shore spans on falsework. All the other spans were erected by 
continuous cantilever operation to closure at the middle of the 520-ft. 
span. 

In the cantilever erection, as soon as each span was landed, it was 
jacked up to correct level. From the fixed bearing at the north end to 
pier 1 (Fig. 10), the first span was erected on falsework and served as an 
anchor span; when the second span reached pier 2, it had to be jacked up 
40 in.; when the third span reached pier 3 it had to be jacked up 42 in.; 
when the fourth span, with temporary top-chord links connecting it to 
the preceding span, reached pier 4, it had to be jacked up 43 in. to permit 
removal of the links, and was then lowered to position on the pier. In 
the meantime, the south shore span had been erected on false work 
from the south abutment to pier 5, leaving the ,720-ft. span to be erected 
by cantilcvcring from pier 4 and pier 5 to junction at mid-span. For 
this cantilever operation, the rocker bearings on piers 4 and 5 were rendered 
fixed by bolting on temporary side-plates (after the two halves of the 
structure had been pushed forward several inches, and the rear ends had 
been lowered to tip the forward ends up). To dose the span, the bottom- 
chord eyebars, which are joined at the middle, were inserted and allowed 
to hang slack; the top-chord closing section was then dropped into place 
and the anchor-ends of the arms wore jacked up until the top-chord joints 
came to bearing; the rocker bearings on the main piers were then released 
by taking off the fixing plates, so that the trusses might move backward at 
these points as the jacking continued until the eyebars were put into the 
desired tension. 

Finally, the old bridge was dismantled and the new bridge was rolled 
Into central position on the piers, the two groups of three continuous spans 
being moved successively. 

12. The Nelson River Continuous Bridge.—A three-span continuous 
bridge, 1,000 ft. long, was erected in 1918 for the single track crossing 
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of the Hudson Bay Railway over the Nelson River at Kettle Rapids (Figs. 
12 and 12 A ). Rapid current, a deep channel, and severe ice conditions pre¬ 
cluded the use of falsework for the channel span; the rock foundations for the 
piers and abutments assured the permanence of the structural adjust¬ 
ment. These physical conditions gave the continuous structure a distinct 
superiority over other types; careful comparison with simple span and 
cantilever designs showed maximum economy for the continuous type as 
well as maximum simplicity in shopwork and in erection. Two islands 
at the point of crossing provided foundations for the intermediate piers, 
reducing the spans to 300, 400, and 300 ft. 

Parallel chord trusses were adopted to simplify the design and fabri¬ 
cation, and to facilitate speedy erection. The trusses, only 15 ft. above 
high water and ice (for economy in pier masonry), are 50 ft. deep and 
are spaced 24 ft. apart. Warren webbing was adopted because it is 
most economical for the alternating stresses and because of its simplicity 
and good appearance. A 45-deg. slope for the diagonals made the main 
panel length 100 ft., and intermediate verticals and sub-panelling reduced 
the panels to 25 ft. (see Fig. 12). 

The approach track grades brought the bridge floor near mid-height 
of the trusses; and this yielded incidental advantages in simplifying' 
floorbeam connection, in improving stress distribution, and in reducing 
stringer stresses due to chord elongation. 

The bridge was designed for a live load slightly less than Cooper’s 
E-50, and for a total wind load of 800 lb. per lin. ft. The basic work¬ 
ing stress was 16,000 lb. per sq. in. for tension, and 12,000 for com¬ 
pression. Provision for impact and reversal effects was made by the 
impact formula 

, (/, + 0.17/) 2 

L + D 

where L = the greater and 7/t he lesser live load stress. 

All four bearings are of the pin type, the upper and lower shoes being 
s( eel castings. One of t he two pier bearings is fixed; all the other bearings 
have expansion rollers. 

Figures 12 and 12.1, giving the general elevation of the bridge and 
the stress-sheet of the main span, is reproduced from a description of the 
structure in Engineering News-Record, Aug. 29,1918. 

13. Erection of the Nelson River Bridge.—The trusses of the Nelson 
River Bridge (Fig. 12) were given an arbitrary camber by lengthening 
each top-chord panel % in. The bridge had to be erected with its ends 
low to permit junction at midstream, and provision for jacking up the 
bearings was necessary for adjustment of the structure to the desired 
stress conditions. The floorbeamj over the four supports were made 
strong enough to serve as jacking girders for this purpose. 

Commencing at the south end, a 75-ton derrick car with 50-ft. boom 
erected the members of the southern anchor span on false work. After 
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this anchor span had been fully riveted, the derrick car proceeded with 
the cantilever erection of the south half of the channel span; the riveting 
followed close behind the erection. 

For the work on the north bank, the material 
was transported across the river by a double 
cableway supported directly over the bridge. 
In place of a derrick car, a top-chord traveler 
with two 62-ft. booms was used for the erection 
of the north half of the bridge. Commencing 
at floor level at the river pier, the traveler moved 
backward toward the abutment, placing the floor 
system and lower half of the trusses of the north 
anchor span. Upon arrival at the abutment, the 
traveler was blocked up to top-chord level, where 
it moved forward to erect the upper half of the 
trusses. Then it worked out along the top 
chord, erecting the channel span as a cantilever. 

When the two halves met at mid-span, they 
were found to be in perfect alignment. The 
south half of the structure was jacked forward* 
on its rollers (it had originally been sot back 
5 in.), to make the bottom chord connection. 
The end supports were then jacked up to proper 
level (they had been set 10 in. low), in order to 
close the top-chord gap (1 in.) and to put the 
full calculated dead load stress into the top 
chord. The jacking was stopped when the dead 
load reaction reached the calculated value, 
although this left the ends of the bridge 1% in. 
lower than their intended position. 

14. The C. N. O. Bridge at Cincinnati.—The 
new bridge of the C. N. O. and T. P. Ry. 
(Southern Ry.) over the Ohio River at Cin¬ 
cinnati, erected 1922, is a double track struc¬ 
ture of five spans, three of which are continuous. 
The continuous spans are respectively 300, 
300 and 516 ft. 3 in. The structure replaces 
^ an old single track bridge of simple spans, and 

rests on the old piers slightly widened to take 
the two-track superstructure. The new steel- 
was built around the old. 

The trusses have parallel chord?- and a subdivided Warren system of 
web bracing. 

A novel feature was introduced in the construction of this continuous 
bridge. Instead of figuring exact theoretical values for the dead load 
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reactions, an approximate value was assumed for one of the end-reactions 
and the corresponding end of the bridge was jacked until the desired value 
was attained. 

The steel erection was completed in February, 1922, one year after 
the foundation work began. 

STRESSES IN CONTINUOUS BRIDGES 

15. The Elastic Curve.—The first step in the analysis of a continuous 
bridge is the construction of the influence line for one of the unknown 
reactions. This influence line can then be used as a foundation for 
quickly drawing the influence diagrams for all the stresses in the structure. 

This reaction influence line may be constructed as the deflection 
diagram produced by a unit displacement at the point of application and 
in the direction of the desired reaction. Since this deflection polygon or 
curve is independent of the actual loading to which the structure may be 
subjected, but depends only upon the elastic relations within the struc¬ 
ture, it is appropriately named the “elastic curve.” 

The elastic curve epitomizes the clastic behavior of the structure, and 
is the key to all stress determinations. 


r- 

i 



Fig. 13.—Elastic curve for middle reaction. (Continuous girder of two equal spans - 

uniform /). 

16. Elastic Curves for Constant /.—For preliminary designs it is 
customary to assume a constant moment of inertia / throughout the 
length of the structure. 

If a beam of constant 7, continuous over two equal spans, is subjected 
to a unit displacement (by a concentrated force) at the middle support, 
the resulting deflection curve will be as in Fig. 13. 

This will be the “elastic curve” for the middle reaction, and can be 
fised as the influence line for that reaction. Thus a load P at the middle 
support will produce a reaction, II = IP; and a load P at the middle of 
either span ( x — 0.5 1) will produce a reaction, II = 1 ^{q P - 0.6875P. 
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The ordinates at the one-tenth points of the two spans are indicated 
in the diagram. At any point x = kl, the ordinate will be 

y = !& - Hb* ( 1 ) 

The influence area between the elastic curve (Fig. 13) and its chord 
AC amounts to 1.25Z. Hence, a uniform load (w per lineal unit) covering 
the entire bridge will produce a middle reaction equal to 1.25 wl or five- 
eighths of the entire load; and each end-reaction will be 0.375 wl, or three- 
sixteenths of the total load. 

Each half of the elastic curve in Fig. 13 is identical with the elastic 
curve of a beam fixed at one end and simply supported at the other. 

The whole curve (Fig. 13) is identical with the curve assumed by a 
uniform beam supported at the ends A, C when deflected by a concen¬ 
trated load applied at mid-length B. Accordingly, the elastic curve 
can be obtained mechanically, without computation, by using a uniform, 
straight spline with pins for end supports; when the middle point is moved 
through a unit distance, the spline assumes the desired elastic curve and 
the ordinates can be measured. 

If the reaction points B and C are supported and the free end A is 
displaced through a unit distance, the resulting “elastic curve” (Fig.' 
14) will be the influence line for the end-reaction, A. 

This influence line is more directly applicable in the analysis of the 
structurc’than the preceding curve, Fig. 13. 

A load P over the end A will produce a reaction, A — (1 )(P). As the 
load moves across the first span, the reaction diminishes; when P is 
at mid-span, the reaction is A = 1 ^i'>P = 0.40G25P. As the load 
{)asses the middle support B, the reaction A reverses in sign; when P 
comes to the middle of the second span, B-C, the reaction becomes A — 
— %2P — — 0.09375P; and when the concentration reaches the end 
support C, the^reaction A becomes zero again. 

The ordihates at the one-tenth points of the two spans are indicated 
in the diagram (Fig. 14). At any point, x = kl, in the first span, the 
ordinate will be 

!/ = 1 ~ %k + 1 ik* (2) 

and at any point, .r — kl, in the second span {x being measured from the 
fret' end i, the ordinate will be 

V = ~H(k - k*) (3> 

The elastic curve in Fig. 14 is really the same as the elastic curve in 
Fig. 13, referred to the chord B-C instead of A-C; and the ordinates for 
Fig. 14 may be obtained by measuring or figuring the intercepts between 
the curve in Fig. 13 and its chord B-C (and then dividing by 2). 

The influence area between the elastic curve (Fig. 14) and its chord 
B-C amounts to +0.4375/ - 0.0625 1 = 0.375/, or +Ke* - Me* = HI- 
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Hence, when a uniform load w (per unit length) covers the first span, the 
reaction A — ’KqwI] when it covers the second span, the reaction A — 
— and when it covers both spans, the reaction A - %wl. Areas 



Fio. 14.—Elastic curve for end reaction. (Continuous girder of two equal spans—uni¬ 
form I). 

below the elastic curve represent positive contributions to the reaction 
A, and areas above the curve represent negative contributions to the 
reaction. All areas are given exactly by Simpson’s Rule. 

The elastic curve, Fig. 14, may also be obtained mechanically by 
using a spline; when the points B and C are hold against pins, and the end 
A is bent through a unit distance, the splint' assumes the desired elastic 
curve and the ordinates can be measured. 



Fio. 16.—Influence diagram for bending moments at M. (Bridge continuous over three 

supports). 

17. Influence Diagram for Bending Moments.—The elastic curve 
(Fig. 14) is an influence line for the end-reaction, A. 

To obtain the influence diagram for bending moments at any point M, 
distant a from the end of the span, simply draw a straight line joining 
A and M (Fig. 15). 

The ordinates or areas of the resulting diagram, Fig. 15, must be multi¬ 
plied by a to give bending moments at M. The factor a is the influence 
constant of this diagram. Areas below the clastic curve represent posi- 
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tive bending moments, and areas above the curve represent negative 
bending moments. 

If the line A-M does not cross the curve A-B, the first span must be 
fully loaded for maximum positive bending moment, and the second span 
must be fully loaded for maximum negative bending moment. The 
resulting values (for a uniform load w) will be 


Max. M — woCAqI — a/2) 

(4) 

Min. M — —wAAqI) 

(5) 

Total M = wa{%l — A a) 

(6) 


For a uniform load (w) covering both spans, there is a point of 
contraflexure (Total M = 0) at a = % l; and a maximum bending 
moment (Total M = maximum = %2swP = 0.0703 wl 2 ) at a — %l. 

For a uniform load w covering the first span only, there is a point 
of contraflexure (M — 0) at a = %l; and a maximum bending moment 
(Max. If = maximum = 4 ? 5 i 2 wP = 0.0957ieZ 2 ) at a = 

When a exceeds 0.8Z the line A-M crosses the curve A-B, giving a 
load-division point. The critical point, a = 0.8 l, is called the “fixed 
point” of the span. i 

For bending moments over the middle support B, (a = l ), the line 
A-M (Fig. 15) takes the position A-B. The influence diagram then con¬ 
sists of two negative areas each equal to AqI, and the bending moment 
for full loading will bo, Total M = — }£ii'P. 

We thus find (he following values for maximum, minimum, and total 
bending moments at t lie one-tenth points of the span (Table 1). 


T.\hlk 1 .—Bkndim; AIomkxts in Continuous Gikdkk op Two Equal Spans 




( Assumin’0 

Uniform I) 


Point 

Max M 

j Min. M 

Total M 


4-0.03ps wl 2 
¥00675 wl 2 I —o.o/zs wl 2 1 + o.osso wl 2 
+ 00862 wl *T —0.0/88 w/ ? T 4-00675 wl 2 
■¥0.0950 wl 2 I —aoeso wl 1 + 0.0700 wl 2 
-4 00938 wl 2 — 0.03/2 wl 2 •+ 0.062S wl 2 
+ 0.0825 win -0.037S Wl 2 +0.0450 wl 2 
4-O.OG/2 wl 2 I — 00438 Wl 2 + O0/7S wl 2 

-0.0500 wl 2 - 0.0200 wl 2 

+ 0.006/ wl 2 I — 0.0736 wl 2 [ — 0.0675 wl 2 
-0./250 wl 2 —a/250 wl 2 



For Live Load 


For Dead Load 
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The bending moments due to uniform dead load are given by the 
formula or tabular values for Total M. For variable dead load, it will 
be most expeditious to first determine the end-reaction A (by taking the 
algebraic sum of the products of the panel concentrations by the 
respective ordinates of the elastic curve, Fig. 14), and then to calculate 
the shears and bending moments in the ordinary manner. 

18. Influence Diagram for Shears. —The influence diagram for shears 
at any section S of a continuous girder, is obtained by simply drawing 
a vertical line of unit height through the corresponding point of the 
elastic curve, Fig. 16. 


a 



Areas below the elastic curve represent positive shears, and areas 
above the curve represent negative shears. The constant of-this influ¬ 
ence diagram is unity. 

For maximum positive shears (Max. F), load the segment S-B; for 
maximum negative shears (Min. 1'), load the segments A -S and B-C. 
Table 2 .—Shears in' Contxn rocs Gium.ii of Two Kqval Spans (Assvviinu I’ni- 

FUltU I) 


Point 

Max. M 

Mm V 

Total V 

a - o 

+ 04375 Wt 

—0.0625 Wl 

+ 0.375QWI 

a= o.il 

+ 03437 wl 

-0.0687 Wl 

+0.2750 Wl 

a= o.21 

4-0.2624 wl 

— 0.0874 Wl 

4 0.1750 wt 

a --=■ o.31 

+0./932 V/l 

—0.1 182 Wl 

+ 0 0750 wl 

a= o.41 

4-0.1359 Wl 

- 0.1609 Wl 

— 0.0250 Wl 

a = o.st 

+ 0.0898 Wl 

-0.2/48 Wl 

— 0-1250 Wl 

a = o.c l 

+ 0.0544 Wt 

- 0.2794 wl 

-0.2250 wl 

a = o?l 

+0.0287 Wl 

-0.3537 Wl 

-0.3250 wl 

o.81 

+ 0.0119 Wl 

- 0.4369 Wl 

- 0.4250 wl 

a - 0.91 

+0.0027 Wl 

- 0.5277 Wl 

- 0.5250 wl 

a - l 

0 

~ 9.6250 Wl 

- 0.6250 Wl 


- - --A 

"V 


For Live Load For Dead Load 
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From the influence diagram (Fig. 16), and the equation of the elastic 
curve (Eq. 2), we obtain the following values for the shears at any 
section distant a = kl from the left end of a uniform continuous girder of 
two equal spans: 


Max. V 

= wl(y 16 -k + %V 1 - Hefc 4 ) 

(7) 

Min. V 

= -wl (He + %k 2 - He* 4 ) 

(8) 

Total V 

= wl(% - k) 

(9) 


These formulas yield the following values for the governing shears at the 
one-tenth points of the span (Table 2): 

The shears due to uniform dead load are given by the formula or 
tabular values for Total V. 

19. Two Equal Spans with Symmetrical Loading.—For symmetrical 
loading, a continuous girder of two equal spans is undeflected over the 
middle support, and each span is in a condition identical with that of 
a beam fixed at one end and simply supported at the other. The resulting 
reactions, stresses anti deflections may be figured accordingly. 

20. Two Unequal Spans.—For a continuous girder of two unequal spans 
(l, and h = nl), flic elastic curve is obtained in the same manner as Fig. 
13 or Fig. 14, namely, by considering the girder held at two of the supports 
and deflected by a concentrated force applied at the remaining support. 
The resulting curve will be identical with the elastic curve of a beam 
of span l + h deflected by a concentration at a distance l from one end. 

The ordinates of the elastic curve for the intermediate reaction B 
(corresponding to Fig. 13) will be (for any point, x = kl, in the span l ) 

' j = L a + 2b - (io) 


and (for any point x = kh in the span h), 


y = '■> + l - **) (li) 

M ft 

Hot h formulas yield y = 1 over the intermediate support (k = 1). 

The elastic curve for the intermediate reaction B may also be scaled 
from simple-beam deflection graphs, such as lliose published by Chas. A. 
Ellis in Engineer in <j Record, Jan. 15. 1910 (see also volume in this series 
entitled “Structural Members and Connections”). 

The ordinates of the elastic curve for the end-reaction A (correspond¬ 
ing to Fig. 14) will be (for any point x — kl in the span /), 


V =1 


k - A- 3 
2 n + 2 


( 12 ) 


and (for any point x = kh in the span lx), 


11 - ~ 2 . - 2 <‘ - 


(13) 


At the end A, (k = 0), the first of these equations yields a reaction influ¬ 
ence ordinate, y — 1; at the intermediate support B, (k = 1), both equa- 
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tions yield a reaction influence ordinate, y = 0; and, at the end C, 
(k =0), the second equation yields a reaction influence ordinate, y — 0. 
The elastic curve is of the same form as Fig. 14, with positive ordinates 
in the first span and negative ordinates in the second. It may also be 
obtained from the intermediate reaction curve by scaling the ordinates 
from the secant B-C as indicated in Fig. 13. 



Plats 1 . —Two-npari rontinuouR Loam (fom-t.-iiil /). El astir < ur\«- for end-rcaction 

(« = ratio of second span to first span). 


The equations (10 to 13, inclusive) for two unequal spans reduce to 
the simpler equations (1 to 3, inclusive) for two equal spans, by simply 
substituting n ~ 1. 

The ordinates of the elastic curve, for different values of «, arc given 
in Plate I and Table 7. 
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t 

21. Reactions for Two Continuous Spans. —For convenience of refer¬ 
ence, the following table (Table 3) is inserted, giving the values' of the 
three reactions of a two-span continuous girder for various cases of load¬ 
ing The values expressed in Table 3 are obtained from the equations of 
the elastic curves derived above (Eqs. 1 to 3, 10 to 13). 


Tahle 3. —Reactions fou Two Continuous Spans (Assuming I — Constant) 


\Condih'on of Loadir^ 

Ra Rb Rc 

i-q— \P P\~a~ 




I a ~r~ a | 
i-ei-i aw*W 

'-F' 

-‘-‘Xlt. 

El ~ 

-a —i aw* W 
rnimni w*/ft 

V'--v 

h—o aw-Vi 
Irnnn nnj w* /fi 

4 a 




1*$L 


mmm 


7=V 


w*/ft _ 

nmnnnmmn™ 
r-l-\ 


l ,« nl 

Ra 

±(4-sk+k 3 )P 
l-(Z-3k*k 3 ) P 

g(3-k)P 

f, k k(?-k*) \ w 
V Z 8 (l+n) )" 

y G (l6-IOk+k 3 )W 

k (4 +4k -k*)w 
IQ 1 

{l~~S(i*rr) w 


1 w 
!6 


J xLfStn-rr*) 


\wl 


Reactions 

■kl 

Rb 

Rc 

±-(,+2n-k*)P 

ts •It ^ 

2n(hn) 

k(3-k?)P 

-h (,-k’)r 

k(3-k z )P 

Same as Ra 

(2-3 kW)P 

Same as Ra 


-W 

8n(n-n) 


k(4-4k+k z ) im 
(Q n(hn) 

U^ Z ) W 

-k (?-k*)W 

±(8-4k z +k 3 )Y/ 

-k (4-4k+k*)W 

d + fa) W 

— 

8n (l+n) 

\W 

-i w 

ri(,+„ + J±d) 

w i(>- i +3n) 

S»i 



22. Moments and Shears for Two Unequal Spans.—For a continuous 
beam of two unequal spans, the moment and shear influence diagrams arc 
constructed upon the elastic curve as a foundation in the same manner 
jus for two equal spans (Figs. 15 and 16). 

Except for the sections near the intermediate support (between 
the “fixed point” and the support), the first span must be fully loaded 
for maximum positive bending moment, and the second span must be 
fully loaded for maximum negative bending moment. The resulting 
16 
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values at a section distant a from the left end (for a uniform load ; w) 
will be, 

Max. M - - 8( lU)] (14) 

Min. M. = - «w • 8(1 ’* 4 „J (IS) 

Total M = wv ' (3 + n - n «)*- "1 (10) 


Those formulas reduce to the simpler ones, Fqg/(4) to (0) when n = 1. 

For maximum and minimum shears at any section, distant a = hi 
from the left end, the load must be placed as indicated ii t lu* shear influ¬ 
ence diagram, Fig. 16. The resulting values (for a uniform load w) 
will be: 


Max. V 



(1 -1- h)- 

ll fid 


wl 


X 


(17) 


Min. V = - (6 k* + 4 nh* + n 



(18) 


Total V = (3 + // - n 2 - S/T 


( 10 ) 


These formulas reduce to tbo simpler ones, Kqs. i fo (0), when n -- 1. 

23. Elastic Curve for Variable I .—For preliminary or approximate 
designs, it is sufficiently accurate to apply the formulas and values given 
in the preceding pages, based on the assumption of a constant moment of 
inertia. For final, exact designs, it is desirable to take into-fgseount the 
variation in moment of inertia. 5*^ 

The elastic curve will differ somewhat fiom the clastiV qurve for 
constant /. It may be constructed as follows: : 

First, tabulate or plat the bending moments M produced in the beam 
ABC 


it 


iC (supported at B and (') by a unit force applied at A;^ig t J.7a). 
Second, tabulate or plat the resulting values of M 4-through oi 
the beam ABC (T’ig. 176). " ■ f V 

Third, consider the beam ABC as fixed at A and hinged at B and C, 
and loaded throughout its length with the “elastic weights,” M /; 
the resulting bending moment curve (Fig. 17c) is the desired elastic curve. 
The moment curve, Fig. 17c, may be obtainedUgraphically, as the 

M . 4 ? 

funicular polygon lor the j loading; or analytically, by tabular suuflana- 


tion of shears. (The equation of the curve may also be found by calculus 
if the value of / can be expressed as a function of a:.) 

After the elastic curve, Fig. 17c, is obtained by any of the foregoing 
methods, its ordinates must be scaled down so that the end-ordinate at 
A equals unity. The ordinates at B and C are zero. 
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; If the beam under elastic loading, Fig. 176, is regarded as a simple 
sp&n supported at A and C, the resulting bending moment diagram 
will be the elastic curve for the intermediate reaction B, similar to Fig. 
13. The ordinates of this curve, measured from the chord B-C , will also 
give the elastic curve for the end-reaction A, similar to Fig. 17c. 

It should be noted that in all constructions and application* of 
elastic curves, ratios and not absolute values are required. The ordinate 
over the reaction under consideration is always called unity, and the 
other ordinates are scaled down accordingly. 





fcj Elastic Cuf>c fur Ccf ttriuru c *»•»!. r ** Vsi.able X 
Fife. 17 - ( 'onMim-tion of flattie nirw' for variable /. 


24. special Case- Triangular Variation of 7.—A special case of 
variable 7, recommended as a basis for preliminary or approximate design, 
is that’of ttj&ngular variation, assuming the moment of inertia to-vary 
as the ordin&tcs-of a triangle from zero at the ends to a maximum over 
the intermediate support. This assumption generally represents the 
actual variation of 7 in a two-span continuous truss about as well as 
the assumption* of constant. 7; moreover it yields results of striking 
simplicity. The plastic curves arc parabolas, and other convenient 
relations obtain. 

Referring to Fig. 17«, it will be noted that, for this special case, .1/ 
and 7 follow the same Jaw of variation, so that M -5- / will be constant 
throughout. The curve of elastic loading, Fig. 176, consequently 
reduces to a horizontal line; snathe elastic curve, Fig. 17c, will he simply 
the moment curve under uniform’loading, and consequently a parabolic 
curve. 
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The ordinates of the clastic curve for triangular variation of I will be, 
in the first and second spans, respectively, 


y 


1-f- n — 
1 +'n 


(1 - k) 


and 


y i = 


71“ 


1 4- n 


(1 - k)k 


( 20 ) 

( 21 ) 


where n is the span-ratio (h -t- /), and k is the position-ratio (x a- l, or 
ri -f. /j). The curve represented by Eqs. (20) and (21) is a parabola. 

If the two spans are ecpial (// = 1), the foregoing equations reduce 


to 

and 


y — 1 — 3, 2 lc 4- \ ‘>k~ 
Vi » ~}2 (*-**) 


The elastic curve platt(*d with these ordinates is shown in 
curve is the influence line for reactions at .1. 


Fig. 


IS. 


( 22 ) 

(23) 

This 



The elastic curve for reactions at B will lie simply a parabola with 
unit ordinate at B (Fig. 10). 

The intercepts measured from the chord B-C in Fig. 10 (divided by 
2.00) will give the elastic curve for reaction .1 (Fig. IS). 

For a uniform load n'l covering the first span, the reactions will be: 

A = y vl wl, B = (' = - 1 !>’/ 

For a uniform load 2 wl covering both spans, the reactions wdl be. 


A = 'Awl, B = hwl, C-'frvl 

Upon the elastic curve, Fig. 18, the influence diagrams for moments 
and shears may be drawn exactly as in higs. !•> and 10. 

For all sections up to the “fixed point” (k = 2 : $ ), the first span must 
be fully loaded for maximum positive bending moment, and the second 
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'' span must be fully loaded for maximum negative bending moment. The 
resulting values will be: 

Max. M = — g) (24) 

Min. M = — wa(^) (25) 

Total M = waQ^l - ") (2b) 

((Joinpare with Eqs. (4), (5) and (0)). 



I'li. lit.- El.iMic curve Ini im<Mlv miction Two «'• 1u.1I -p:ni.~. with triangular \;i iiu ( ion 

of 1 . 


'I’lte bending moment over the middle support B will always be 
negative, with a maximum value of Total M n — — lfowl*. 

For maximum positive shear at any section S (distant a = kl from 
the end /l), load the span-segment SB; fur maximum negative shear, load 
tin; segment *4>S and the span BC. The resulting values will be: 

Max. T --- ,rl[ r ' ; 2 - k + :i .[k' - 1 (i 7C) (27) 

Min. F = - irlQ + * :i lr - J G k*) (28) 

Total T = - k) (29) 

(Compare with Eqs. (7), (8) and (9)). 

For this special cast' of two equal spans with triangular variation of I, 
the general form (for variable I) of the well-known “Theorem of Three 
Moments” reduces <0 the following simple expression for the moment 
over the middle support: 

M a = — 




(30) 
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where M is the simple-beam • bending moment produced by each con¬ 
centrated load (or element of uniform load) at its own point of application. 

PI 

Thus, for a single load P at the middle of either span, M = and, 

PI 

accordingly, M a = — g-; consequently the farther end-reaction will be 

p 

— g, the nearer end-reaction will be %P, and the middle reaction will 

be % P. (Compare Figs. 18 and 19). 

For application to uniform loads, Fq. (30) is more conveniently 
written: 


Mu — — ^ (A i -(- A 2 ) 


(31) 


where A x is the area of the simple-beam moment diagram in one span, 
and A 2 is the area in the other span. Thus, load covering one span 
produces a parabolic moment diagram with maximum ordinate lowl¬ 
and area A x = IfowF; Eq. (31) then yields M n ~ — 1 1 so that the 
farther end-reaction must be Load covering both spans pro¬ 

duces, Total M Jt = — ) 

If the spans arc unequal, Eq. (31) must be written: 

Mb = - , , , ( .1 1 + A A (32) 


/ + /1 

Load covering span l produces M n — -- 


>W- 

0(1 F")’ 

In any case, when M u is known, the end-reactions (/l and C) are 
easily found by taking moments from each end about B; and the inter¬ 
mediate reaction will be the total load minus (A -f C). 

26. Elastic Curve for a Continuous Truss. —In the design of a con¬ 
tinuous truss, approximate values of the chord sections may first be 
determined on the basis of a preliminary analysis, assuming either con¬ 
stant I or triangular variation of I (employing the corresponding clast’c 
curve, Fig. 14 or Fig. 18). With the chord sections thus found, a more 
exact elastic curve may then be constructed as follows: 

To construct the elastic curve for the reaction A (Fig. 20c), consider 
a unit load applied at A and proceed in find the deflections at the various 
panel points of the structure. This may be done graphically using a 
force polygon to get the stresses in the members and then combining 
the resulting strains in a Williot displacement, diagram to obtain the deflec¬ 
tions. The graph of these deflections, scaled down to a un it ordinat e at A , 
is the desired elastic curve (Fig. 20c). 

Instead of employing the Williot diagram to get the deflections, 
an analytical procedure proves more expeditious. For this purpose we 
apply the principle that the deflection curve for any structure is identical 
with the moment diagram obtained by applying the angle-changes w 
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as “elastic weights” at the respective panel points of the structure. 
(For a demonstration of this principle, sec the writer’s article, Elastic 
Curve Applied to the Design of the Sciotoville Bridge: Engineering 
Record, Aug. 28, 1915). 



(b) Elastic Weights 



(c) Elastic Curve 

(Obtained as the Moment Diagram of the Elastic Wei 

Fie. 20.- (,'ottMrurlion of elastic curve foi Sciotoville Hridfco. 



If the contribution of the web-stresses to the deflections is neglected 
t he angle-changes w (measured in radians) are very simply figured by the 
formula: 


w 



(33) 


where Sc is the elongation (or compression) in each chord member, due 
to unit. A, and r is the lever-ann of the member about its center of 
moments (Fig. 20«). 

For greater precision (in the final design), the effect of the web mem¬ 
bers (in a Warren system) is included by using the formula: 

, (A'c - A'rf, - AV*) 

ir — ± , (34) 

h 

where A'c is the elongation of the chord member multiplied by the secant 
of its inclination to the horizontal, A'di and A'd 2 are the elongations of 
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the two web members multiplied by the secants of their respective inclina¬ 
tions to the horizontal, and h is the vertical altitude of the triangle 
formed by c, d\ } and (Fig. 20a). In this formula, the plus sign is used 
for angle-changes at the upper panel points, and the minus sign for angle- 
changes at the lower panel points; elongations are taken as positive and 
compressions as negative. (For a demonstration of Eq. (34), see the 
writer’s article, Truss Deflections Accurately Determined by Angle- 
changes and Elastic Weights: Engineering Record , May 13 and 20, 191G. 
The "elastic weight” w given by this formula represents, for each panel 
point, the angle-change between the two web members plus a correction 
for the line-changes in these two web members.) 

The values thus found for the angle-changes w between the two web 
members meeting at each panel point are then treated as "elastic weights” 
applied at the respective panel points. In order to get zero moments at 
B and C, the beam A-C (with reactions at A and (.') is considered hinged 
at B and at C but anchored at A (Fig. 206). The moment diagram is 
found either by calculation of moments or by construction as a funicular 
polygon for the “weights” w. The ordinates of the resulting polygon are 
then all reduced in a uniform ratio to make the initial ordinate scale 
unity. We then have the elastic curve of the structure, or influence line 
for the end-reaction A (Fig. 20c). The curve shows that the reaction 
A changes sign as the load passes the middle pier. 

26. Example- Application of Method to Sciotoville Bridge.—In 
order to illustrate the actual simplicity of the above-described method of 
design, the complete work for determining the clastic curve for the Scioto¬ 
ville Bridge (Fig. 20) is given in the following two tables (Tables 1 and f>). 
Since ratios, not absolute values, are required, the labor is minimized by 
calling the length of a panel unity, E - 1, etc. 

In Table 4, the bending moments M produced by a unit load at A an* 
simply the distances (in panels) to the respective centers of moments. 
Dividing the value of M by the corresponding lever arm r, we obtain tin* 
resulting stress S in each member. Multiplying this stress S by the 
length l, and dividing by the gross section of the member, we obtain 
the resulting elongation. Multiplying each elongation (A/) by the secant, 
of the inclination of the member to tin* horizontal, we obtain the terms 
A7 for the numerator of Kq. (34); grouping these terms in threes for each 
panel triangle, and dividing by the altitude It of that triangle, we obtain 
the desired elastic weight w for each panel point. 

In Table 5, the bending moments are determined for a two-hinged 
beam loaded with the elastic weights w (Fig. 206). A method of summa¬ 
tions is used as the most expeditious method of figuring the mbments. 
In this method, after figuring the simple-beam reaction ( — 502.4) at the 
free end C, all the shears are obtained therefrom by successive addition 
of the panel loads, and the moments arc; then obtained by successive 
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Table 4.—Calculation of Elastic Wbiuhts (Sciotoville Bridge) 
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Table ('vmtutiov of Elastic Ci'rvk ( Sciotoville Bridge) 
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summation of the shears. Ordinarily, the results would have to be 
multiplied by the panel length to give the true moments, but in the 
present case this factor is unity and the operation otherwise unnecessary 
(since only ratios arc required). Dividing all of the moments by the 
value at A (in order to make the initial ordinate unity), we obtain the 
ordinates of the elastic curve (Fig. 20c). 

The final results, in the last column, afford an excellent check upon all 
the computations in Table 5, in the fact that the ordinates taken in pairs 
for corresponding panel points of the two spans give arithmetical sums of 
exactly 1.0, 0.9, 0.8, and so on to 0.0 This necessary relation arises from 
the fact that the ordinates of the elastic curve (Fig. 20c), measured from 
the chord A-C, are symmetrical about the center line; so that the vertical 
intercepts between the segment A-B of the elastic curve and its chord must 
be identical with the corresponding intercepts of the segment B-C. 

The entire work of figuring the clastic curve by the foregoing method, 
as illustrated in Tables 4 and 5, is a matter of only 2 or 3 hr. at 
the most. After the elastic curve (Fig. 20c) is determined, the remainder 
of the design is essentially the same as for a simple structure. 

27. Comparison of Elastic Curves for Different Assumptions.—The 
exact method outlined above (developed by the writer for the design of 
the Sciotoville Bridge) is the one to be used for the final computation of 
important structures. For less important or preliminary designs, simpler 
approximate methods may be used. 

In the case of the Sciotoville Bridge, three successive designs were 
made: (1) Preliminary design (approximate); the truss was treated as 
a beam with constant moment of inertia. (2) The above-outlined method 
was used, but with the influence of the web members neglected, employ¬ 
ing Eq. (33). (3) Final design (exact); the effect of all the members was 

included, employing Eq. (34) as shown in Tables 4 and 5. 

For the first approximation (assuming / — constant), the ordinates 
of the elastic curve (Fig. 14) are given directly by the general Eq. (2). 
The sections obtained in this approximation arc used as a basis for the 
succeeding designs. The elastic ordinates for the three assumptions, 
also for the assumption of triangular variation of / (Eq. 22, Fig. 18), are 
compared in Table G. 

The ordinates for only one-half of the elastic curve arc listed in 
Table 6, as those for the other span are quickly obtainable by the check 
method explained above, i.e., by subtracting the given ordinates of the 
curve from those of the chord A-B. The above table is useful, inasmuch 
as its values can be adopted for the preliminary designs of other struc¬ 
tures, thereby saving considerable time and labor. For a structure 
similar in general outline to the Sciotoville Bridge, the values in column 
(3) should be used. For girders and trusses with parallel chords, the 
values in column (1) would be a closer approximation. 
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Table 6.—Comparison of Elastic Curves (Sciotoville Bridge) 
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I’m. 21.- Influence diagrams for Sciotoville Bridge. 
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A comparison of the areas of the three elastic curves, as given in 
Table 6, indicates that the results of the first assumption may be in 
error by +2 to —10 per cent, and those of the second approximation 
by — 1 to +4 per cent. In lateral systems, where the web members 
have relatively small sections, the error of neglecting these members 
may be much greater; on the other hand, the great uncertainty of lateral 
forces docs not warrant a refined calculation of lateral stresses. For 
important structures, however, the writer recommends the use of the 
exact method (3), as the greater reliability of the results is easily worth 
the slight additional work required. 

28. Influence Diagrams for Continuous Trusses.—After the elastic 
curve (Fig. 20c) is platted to any convenient scale, the influence, 
lines for all the members of the truss are simply constructed 
by drawing straight linos across the curve, as illustrated in Fig. 21. A 
single platting of the curve is therefore sufficient for the entire design. 
The various influence lines are drawn and list'd in the same manner as for 
a simple truss, with the single difference that the elastic curve replaces 
the straight line A-B which would ordinarily represent the influence line 
for the end-reaction. 

29. Determination of Live Load Stresses.—The above-described 


influence diagrams can be applied to the determination of maximum 
live load stresses by the customary procedure of tr\ ing different positions 
of the specified train-loading, and comparing tin* sums of the products 
obtained by multiplying the scaled ordinates by the respective wheel¬ 
loads. To facilitate and expedite this operation, the writer has invented 
two devices. The first is a double scale of wheel loads and spacings on 
a paper strip which is applied to the influence diagram to determine 
directly the critical load position. The second device (independently 
invented by O. If. Ammann and by the writer) is a tracing of wheel 
load scales which is superimposed on the influence diagram to give directly 
the products of ordinates by wheel loads. Both of these devices are 
described in an article b\ r the writer, ent itled Two Time-savers for Use with 
Influence Lines: Engineering Record, April 21, 1915. 

In the design of the Sciotoville Bridge, a great economy of time and 
effort was effected by the use of equivalent uniform loads. These were 
given directly by a formula invented by the writer and published in an 
article Equivalent Uniform Loads for Long Span Bridge's: Engineering 
News, Feb. 25,1915 For shorter spans, the values may be taken directly 
from a chart, invented by the writer, giving the exact equivalent uniform 
load for any point of any span. (Chart of equivalent uniform loads for 
railway bridges: Engineering News, April 22, 1915; “American Civil 
Engineer’s Handbook,” p. 853, 1920; “Lefax,” No. Iff 318, September 
1920; Proceedings Amer. Soc. C. H., May, 1922.) The uniform load 
yalue given by formula or chart is simply multiplied by the corresponding 
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influence area, to give the maximum stress in any member of the structure. 
For extreme precision, a correction may be made for the curvature of the 
influence lines, as described in the writer’s article, Equivalent Uniform 
Loads for Indeterminate Structures: Engineering News-Record, Aug. 1, 
1918; but this correction will rarely exceed 1 to 2 per cent. 

30. Determination of Dead Load Stresses. —For dead load stresses, 
all the panel dead loads are multiplied by the respective ordinates of 
the elastic curve, and the algebraic sum of the products constitutes 
the end-reaction. This determined, the stresses are figured exactly as 
in a simple truss, using the method of summations for shears and 
moments. 

After the details for all connections are worked out, a final adjustment 
of sections is made for the actual dead load weights determined from the 
detail drawings. On the close agreement of these actual weights and 
sections with the values initially assumed depends, to a great extent, the 
efficient solution of the design. In the case of the Sciotoville Bridge, a 
calculation of 1,1k 1 weight from the final shop drawings showed the 
assumed weight lo be 3 per cent in excess and, therefore, no re-design 
was made. 

31. Bridges Continuous over Three Spans.—The three-span bridgn 
merits detailed consideration, as it will be a common type. Where a 
crossing requires a larger number of spans, it will generally be found 
desirable to interrupt the continuity at every third pier. 

The first step in the analysis of a three-span continuous bridge is 
the construction of the elastic curves, or influence lines, for the reactions. 

32. Elastic Curves for Three-span Continuous Bridge.—In general, 
the influence line for the reaction at any support of a continuous bridge 
is simply the elastic curve produced by removing that support and apply¬ 
ing a concentrated load to give the point a unit vertical displacement 
(see the writer’s article, Influence Lines as Deflection Diagrams: Engineer¬ 
ing Record, Nov. 25, 1910). 

In the case of a throe-span continuous bridge, the elastic curve is 
best obtained by the synthesis of two simpler deflection diagrams. 
Thus, let it be required to construct the influence diagram for inter¬ 
mediate reactions in a three-span girder or truss, AM Nil, Fig. 22. 

First consider both supports M and N removed, and a unit load 
applied at M ; the resulting elastic curve (drawn to an 3 r convenient scale) 
is APXB. Next, to restore A r to its original position, a reaction is 
evoked at N. A force at this point would produce an elastic curve 
A QXB shown in dotted lines; this curve is reduced in scale so as to have 
the same ordinate as the first curve at X. The differences between the 
ordinates of the two curves give the ordinates of the desired influence 
line or elastic curve, ARNB. This is platted to a scale making the ordi¬ 
nate a I R equal to unity. 
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If the above two loads were to be applied simultaneously, equating the 
internal work to the external work would yield the following expression: 

%Fb(Abb + 8eb) + ^ (unity) (Ate + See) = ^2(*S + s c ) 2 


or 

^fftAfcb + hficb + /^Abe + }'^S ec 



If all loads were released and the unit load alone applied to the struc¬ 
ture, equating the internal and external work would yield the following 
expression: 


Yl (Unity) S cc + 


H2(s c )H 

AK 


2) 


Substituting from Eqs. (9) and (12) in Eq. (11) and cancelling like 
terms we have 

Mi* + 03) 

Substituting from Eq. (12) in Eq. (10) and cancelling like terms, we 
have 

2.SV 


or 


FbSd, — 
YFbSel, = 


AK 

'■zZFscl 

AK 


(14) 


Substituting for YFiJcb 
two on each side, we have 


in Eq. (13), cancelling and multiplying by 


Abe — 


2\SV 

AE 


(15) 


This is the expression for the desired deflection A i, c and may be 
expressed by this important rule: 

To find the displacement or deflection of any point in a structural frame 
in any given direction and under any given set of load conditions, proceed 
as follows: 

(1) Place an auxiliary unit load at the panel point at which the 
deflection is desired. This auxiliary load is to be assumed as acting in 
the direction along which the deflection is desired. 

(2) Compute the stresses in the given frame due to the given loadings, 
calling these stresses S. 

(3) Compute stresses in each member of the frame due to the 
auxiliary unit load, calling these stresses .<?. 

(4) Compute for each member of the frame the length l and the 
'cross-sectional area A. 
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(5) The desired deflection A is then given by the expression 


ZSsl 
A= AE 


(16) 


the summation being for each member of the frame. 

The above law is entirely general and can be applied to any frame for 
any load or set of loads and for the calculation of deflections in any direc¬ 
tion . For example, if the unit auxiliary load Shown in Fig. 1 had been 
taken as horizontal the values of s c would have been entirely different 
and the result would have expressed the horizontal displacement of panel 
point c. 

If the result comes out negative, it simply indicates that the true 
movement is opposite in direction to that assumed for the unit load in 
computing the values of s. 

Temperature Displacements. —If, instead of the load Fb of the preced¬ 
ing discussion the vertical deflection at panel point, c, due to a change in 
temperature were desired, we have only to reason as follows: 

The deflection A ltc was caused by the linear distortion in the various 
members due to the load Fb, which linear distortion was represented 

SI 

by the expression A change in temperature of t degrees will, 

obviously, distort each member an amount X t = ctl, where c is the coeffi¬ 
cient of thermal expansion, and / is the length of the member. If this 

SI 

distortion is substituted for the distortion due to the load Ft, we may 

at once write the expression for temperature deflection at panel point c 
as follows: 

A, c = 2S«,(crt) (17) 


Air represents the displacement of panel point c due solely to a uniform 
change in temperature of t degrees in the various members of the frame 
and is measured in the direction assumed for the auxiliary load (in this 
case vertical). 

Effect of Reaction Dns-p/nccwcn/Si^—Throughout the foregoing the 
supports have been considered as inelastic, in which event the work done 
by the reactions is zero. If, however, these supports do yield under load, 
the work done by the reactions is not zero and must be considered. 

Consider, as an illustration, the case shown in Fig. 1. The effect 
of the rigid anchorage at the right-hand end of (he cantilever beam maybe 
represented by tw r o reactions R x and I? 2 , whose numerical value and 
direct ion of action may be easily determined from statics. 

If each of these reactions is supplied by supports which are elastic or 
yielding, it is apparent that the movement of the same will have an effect 
upon the deflection Ai, c , as determined above. 
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If these two elastic supports were to be removed and elastic frame 
members (resting in turn upon rigid supports) inserted in their stead (as 
shown in Fig. 2) it is at once apparent that the deflection at any point 
such as Abe remains unaltered— -provided, the movement of these new frame 
members is the same as that of the yielding supports. 

Let 


A r represent the movement of any elastic support under the 
given loading. 

r c represent the reaction at this same support induced by a unit 
auxiliary load at point c. 

Applying Eq. (15) to this new frame we have 


_ + ssvr 

' AE + A'E 


(18) 


where S f , sf, V, etc. refer to the two new frame members. 

Since from the original hypothesis these two new frame members 

exactly reproduce the movement of 
the original elastic supports, we may 
write, for each support 

LY/I/ 

(19) 


Rigid support 



(Jr; f load 

No fe - T^e two new elastic / 'rubers 
ore so poppo* '■rened os to dr fleet, ’ 
under any toad, exactly f ho same 
amount as the clastic supports 
wh'Ch l hcy replace 

Fig. 2. 


Ar ~ A'K 
Also, from inspection 
r c = s e 

Therefore 

A - 

A ' ,e AE 


( 20 ) 


+ 2r e A r (21) 


The effect of support displacements, in general, is very slight in well- 
designed arch construction and ordinarily is not considered in the analysis. 
For particular cases, however, it becomes necessary to consider the elastic 
movement of the abutments and piers, in which event the above equation 
becomes of value. 

The general equation including the effect of temperature changes and 
reaction displacements may be written 

A + A, — 2rA r = 5)^ + 2* ctl (22) 


If the desired displacement A, is an angular rotation instead of a 
translatory movement as above, the law stated in Eq. (22) holds, the on’y 
difference being that the auxiliary unit load employed must, in this ease, 
be a unit moment couple, and the stresses s must be taken as the stresses 
resulting from the application of this unit moment couple. (This may 
be easily proved from the general principles above developed; the detailed 
demonstration need not be given here.) 

3. Work Expressions for Solid Web Beams and Cantilevers. —The 
'fundamental principles, the demonstration of which forms the subject 
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matter of the foregoing articles, are based upon a consideration of framed 
structures. Let us now consider the case of the homogeneous beam or 
solid webbed structure. 

Consider the structure shown in Fig. 3, a homogeneous, solid curved 
beam, hinged at one end and freely supported at the other, under the 
action of a certain system of external loading 2F. The structure is at 
rest and in elastic equilibrium (see Art. 1) hence we may write 

W, = W s (as in Eq. (4)) 



Fig. 8. 

The external work is obviously represented by the expression } £ 2/M — 
J £ 2/M r (see Eq. (7)). The internal work corresponding to the expression 
,S 2 Z 

of Eq. (7) will now be evaluated. 

Consider any lamina, abed , of the beam included between two con¬ 
secutive cross-sections whose distance apart is represented by the term ds 
(Fig- 3o). 

The stresses induced in this lamina by the gradual application of 
the external load system ZF may, obviously, all be resolved into two 
components, viz.; Iti representing the resultant of all stresses transmitted 
to the lamina from that portion of the beam on the right, and lit repre¬ 
senting the resultant of all those forces transmitted to the lamina from 
the left. Each of these forces being unknown both in direction, amount, 
ami point of application may be represented by a normal force N applied 

2fl 
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at the neutral axis of the section, a tangential or shearing force F, and a 
system of graded forces / (increasing from zero at the neutral axis to a 
maximum value at the extreme fibers) representing the stress couple 

M = Np 

Figure 36 shows the lamina abed as a “free body” under the action of 
the two resultant forces Ri and It* and Fig. 3a shows these two forces 
resolved into the six unknown elements M i, M 2 , N i, N-z, Fj and F 2 . 

From the figure it is apparent that 

Ni = N 2 (23) 

Ft = F 2 (24) 

Mi = M, -f Vzdti (25) 


Each of the three forces N, M and F cause a certain distortion of the 
lamina and hence the total internal work will comprise: 


(1) The work of the normal force N. 

(2) The work of the bending moment M. 

(3) The work of the shearing force F. 


The derivation of the expressions for the above work elements is 
given in complete detail in Art. 3a. Following are t.ic results of such 
derivation: 


TF/y (thework of the normal force N) 


VtN*d* * 
A E 



IF;a/( the work of the bending moment M) 

W /v(the work of the shearing forces V) 
In the above expressions: 


%M*d* 

El 

Hcvy* 

EsA " 


(27) 

(2S) 


N, V and M arc as above defined. 

ds is the length of the lamina of rib included between the two cross-- 
sections a-c and b-d. 

A is the cross-sectional area of the beam. 

I is the moment of inertia of the cross-section about the ncutial 
axis (see Fig. 3). 

E is the modulus of elasticity of the material in flexure. 

E„ is the modulus of elasticity of the material in shearing. 

C is a constant depending upon the shape of the beam cross-section. 

For rectangular cross-sections C = % 

For circular cross-sections C — { % 

Fori -beams and riveted plate girders C is generally taken equal to 
{At -t- A w ) where At is the total cross-section, and A w the 
area of the web. • 
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Work Due to a Uniform Change in Temperature .—For a uniform change 
in temperature, the only movement is a direct shortening of the lamina 
ds, and therefore the only force which does any work is the axial pressure 
N, the forces M and V doing no internal work. The total work due to a 
uniform temperature change is therefore 

Wn — Nctds (see Art. 3o) (29) 


Work Due to a Variable Change in Temperature .—If the upper fibers 
of the beam are raised or lowered to a different temperature than those of 
the lower fibers, each lamina will undergo a slight angular distortion 
and the moment M will undergo a certain displacement. The work of 
both the axial thrust N and the shearing force V are obviously zero in this 
case and the entire work done on the lamina is given by the expression 


MV = 


Mdsct ' 

~~h “ 


(30) 


where V is the difference in temperature between the upper and lower 
fibers of the beam and h is the total depth of the lamina. 

The total work done on the lamina abed by all the forces active is, 
therefore, represented by the expression 


W, = 


N 2 ds MHs 
2AE + 2 til 


. CV 2 ds . ArjJ , Mct'ds 
+ 2I1.A + Nctds + h 


(31) 


The entire internal work for the beam is very clearly the summation 
of that for each lamina. 

Thus for the entire beam: 


ir 


- y*x N l d E+ h% 


M 2 ds 

El 




/2 


t. 


CV‘ds , _ A7 ,, 

2 ETA + 


+ X-f-(32) 


This is the fundamental expression for the internal work in any 
solid homogeneous beam including temperature effects and is entirely 
general, holding for straight as well as for curved beams under any loading 
and for any method of support. 

The complete work equation may therefore be written 


i2/-'A + 2FA t + XFA t - V 2 RA t 



. M 2 ds 
^ El 



CV 2 ds 
2 E S A 


X Nctds + 


X Mct'ds 
h 


(33) 


This corresponds to Eq. (8) of Art. 1, except that for framed struc¬ 
tures the effect of a variable temperature change was not considered 
separately. 

The complete derivation of the above work formulas is given here for 
reference: 
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3a. Derivation of Expressions for Internal Work in Ribs and Beams.— 

Work Due to the Axial Force N .—The effect of this force is clearly to cause the linear 
Nd8 

distortion Xjv = , where A represents the cross-sectional area of the lamina per¬ 


pendicular to the line of action of the force N. 
this axial force, then we may at once write 

Win — \%N\n ~ 


If Win represents the work due to 


HN*ds 

AE 


(A) 


Work Done by Moment Couple M .—The effect of this force is clearly, to shorten the 
fibers on one side of the neutral axis and lengthen them on the other, producing 
the distortion shown in Fig. 3c. The graded fiber stresses on the right hand face of 
the lamina do not exactly equal those on the left-hand face inasmuch as the two 
moments differ by the quantity Yds. However, by taking da sufficiently small the 

average value M — % (Mi + M 2 ) = M 2 -f may be substituted for Mi or M t 


without material error. 

This average value of M represents very closely the moment along the center line 
q-r of the lamina in question and will be designated by the letter M without subscript. 

Consider any element of area dA whose distance from the neutral axis is repre¬ 
sented by the term z (Fig. 3c). 

From ordinary mechanics of flexure the stress on this element is represented by 
the expression 


fdA = • />M 


or 


ftZdA 

e. 


(see Fig. 3c) 


The distortion of this fiber is represented by the expression 






(B) 


and the internal work resisted by this elementary area it A 
expression 


dWnr = (%fdA)(\M) 


MJAz^dAds 
' c*E 


is represented by the 


(O 


The upper surface of a beam or arch rib is hereinafter termed the extrados and t lie 
distance to the extreme upper fiber measured from the neutral axis will be designated 
by the term e,; the extreme unit fiber stress (due to bending stresses only) will be 
represented by the term /* and the corresponding extreme fiber distortion by the term 
\nti. The lower surface of a beam or arch rib is hereinafter termed the intrados and 
the corresponding quantities will be designated by the terms e % , /,-, \jui, etc. 

From the fundamental theory of flexure (plane sections maintained during bend¬ 
ing) and from Ilooke’s law of stress and strain proportionality, it follows that, for 
homogenous beams and ribs 

/« :e. 


The internal work resisted by the entire lamina is obviously given by integrali..g 
the above expression, whence 


Wjm~ 


/ 


+*• 
dWiiu 



fMel 
2 Ee* 


{!)) 


where I represents the moment of inertia of the cross-section about the neutral axis. 
Ffora the theory of flexure = M, substituting which we have 


e. 


M‘ l da 
W,M - m 


(B) 
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for the internal work overcome by the average bending moment M active on the 
lamina abed. 

Work Done by the Shearing Farces. —The effect of the shearing stress V is shown in 
Fig. 3d. The total shear may be considered as made up of elementary forces dV, 
each active On an element of area dA. The displacement of the point of application 
of any one of these elementary forces is, from Fig. 3d, equal to bb" or ds tan «, or, 
since « is very small, equal to dsec. The work resisted by each elementary force dV 
is therefore represented by the expression 

dWiv - HdVdA d,« (F) 

V 

But from the definition of E. (the shearing modulus of elasticity,) « = ^ whence 

dKV » X(-^) ' W 

and the work done by the total shear V active over the entire section is represented by 
the expression 

Yds 


/' 


Wiv = I dWiv = 


2AE. 


u 


dVdA 


(//) 


If the shear were entirely vertical and uniformly distributed over the cross-section 

V 

dV would be constant and equal to c, whence 

„ r _ F 2 ds f . _ F J ds ... 

W ;l ' “ 2 A*E,J dA ~ 2 E,A (/) 

The shear is not uniformly distributed over the cross-section and furthermore is 
not exactly vertical since lateral distortions developed by the axial stresses induce 
small shearing stresses at right angles to the plane of the load system. Consequently 
the above expression must be multiplied by a distribution coefficient C which mdy be 
determined* for anv particular section and we may write 

w _CV*ds ... 

~ 2E»A (/) 

The distribution coefficient is a function of the size and shape of the particular 
cross-sect ion under consideration and is derived from a theoretical consideration of 
the distribution and direction of the elementary shearing forces active on any section. 
The following values of C will suffice for the solution of the problems ordinarily 
encountered. 

For rectangular cross-sections, C — J? 5 . 

For circular cross-sections, C = 1 %. 

For I-beams and riveted plate girders no material error will result if C is taken as 
A1 

. = total area of cross-section -r area of the web alone. 

A iv 

Work Due to Uniform Change in Temperature. —If the lamina abed, he subjected to a 
uniform change in temperature of t°, the force N will be displaced through a distance 
eqi id to X* = ctds, and the resulting work will be represented by the expression 

TFi = Nctds (see Fig. 3c) ( K) 

The forces M and V do not in this case contribute to the internal work. 

Work Due to a Variable Change in Temperature. —Assume that the temperature at 
the extreme lower fiber of the lamina abed exceeds thatof the upper fiber by t'° and that 
the variation from lower to upper fiber is uniform. 

In addition to the direct axial distortion (taken care of by the work expression 
Wt - Ncble (sec TCq. (A*)) the lamina will distort as shown in Fig. 3/. The. work 
at any elementary area dA whose distance from the neutral axis is z is represented by 
the expression 

/ J,zdA \/ct'dsz\ = fMcfeWA 

\ e. A A / ejt 


dWu' 


(L). 
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and the entire work of the lamina abed is represented by the expression 

ftdsct' f _ Udset' _ Mdsct' 
e,h I e,h h 


Wit 


(M) 


Total Work on Any Lamina. —The total work done on the lamina abed by all the 
various forces active is represented by the expression 


Wi = Win + Wiu + Wiv + Wit + Wit' — 


N*ds M*ds 
2AE + 2 El + 

CV'da . „ ,, , Met'as 

2 e;a + NMt + ~r 


m 


Entire internal work for the beam is very clearly the summation of the expression 
given in Eq. (N) for every lamina in the beam which is obtained by integration between 
the limits s = 0 and s - l. Thus for the entire beam 


Wi 


nt = l /*J = l r»s = l /W * i /»* *= l 

I N*ds , l M*ds . / CVH, , I , | Mct'ds 

’ I 2AE + I 2 El + I 2 E.A + I Ndd " + I “A" 

8 ax 0 8 “ U S « O t/ s = O ** 8 ~ O 


(O) 


A. Displacements and Deflections in Beams and Ribs. —Proceeding 
exactly as in the case of the framed structure (Art. 2) wc may now derive 
an expression for the displacement or deflection of any point in a solid 
beam or rib under any condition of loading. 

The method of derivation is practically identical with that employed 
in deriving Eq. (15) of Art. 2, and need not be repeated here. The 
resulting equation corresponding to Eq. (15) of Art. 2 is as follows: 

. -x+Nnds , v 'Mmtds , ^CVvcds • 

Al * = *-AB ' + + Uli.A (34 > 

Where n e , m e and v e represent, respectively, the axial thrust, bending 
moment and shear due solely to the action of a unit auxiliary load 
applied at c, acting in the direction along which the deflection Abe is 
desired. 


The expressions 


Nn e ds Mm c ds CVv c ds 
and 


AF ' El EA for any lamina will be posi- 

tive when N and n e , M and m e , etc. have the same sign, and vice versa. 

,A positive result for the term A be indicates that the deflection is in the 
same direction as that chosen for the unit load, a negative value indicates 
motion in the reverse direction. 

In general the displacements due to shearing strains are very small 
t and may be neglected, whence Eq. (34) may be written 

T-\Nn c ds y-\Mm.eds 

A »* = 4~ae~ + zrrr ( ■* 

Throughout the remainder of this and subsequent discussions the 
effect of shearing distortions in ribs will be entirely ignored. 

Uniform Temperature Effect .—The expression for the displacement 
due td a uniform change in temperature (corresponding to Eq. (17) of 
Art. 2) may be written 

(W 


Ate = S UeCtds + 2 meCtds 
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It is apparent from Fig. 3, that the distortion dds is an axial distor¬ 
tion only, the angular movement being zero. The product (jn e )(dds) is 
therefore zero and we may write 


A< c = 2 n^tds (37) 

Variable Changes in Temperature. —It is sometimes necessary to 
consider a condition wherein the upper and lower fibers of a beam or rib 
are changed to different temperatures. This condition undoubtedly 
obtains in masonry arches and to an even greater extent in steel ribs. 
For a variable temperature change whose average value at the neutral 

axis is t° and whose maximum and minimum values are t + r and t — 


t'ei 


Eq. (37) may be written 


A<„ + Arc = X n ' dds + (38) 


Where n e acts in a direction such as to produce a strain in the same 
direction as dds, the term Ucdds will be positive and vice versa. Where 
the moment acts in a direction such as to produce a fiber strain of the 
same direction as is produced by the variable temperature change t', the 
tyi cVds 

term c ^ will be positive and vice versa. 

The complete equation for the displacement of any point including 
the effect of both variable and uniform temperature changes may now 
be written as follows: 


A + A* + At- — rA r = 5) 


Nnds 

AE 



Mmds 

III 


+ £nc Ids (39) 


DEVELOPMENT OF THE GENERAL ELASTIC EQUATIONS FOR ARCH 

FRAMES OR TRUSSES 

Space will not permit of a complete treatment of every problem that 
may arise under the general designation of fixed framed arch spans, for 
which reason it is doubtless well to develop first the general basic elastic 
equations; thereafter restricting and modifying such equations for appli¬ 
cation to the most frequently encountered problems. 

The subject matter of this chapter will be devoted to a derivation 
of the fundamental elastic equations as follows: 

General Case. —The basic clastic equation for any fixed framed arch 
under any load condition and for any condition of supports. 

Case I. —Special case—rigid supports—temperature effects neglected. 

Case II. —Special case—rigid supports—temperature effects alone 
considered. 

Case III. —Special case—one or both arch supports elastic or yielding. 

With these elastic equations developed the problem then becomes 
otic of simplifying the same and adapting them for use under any par- 
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ticular set of conditions. This feature of the work forms the subject 
matter of succeeding chapters. 

5. Redundant Forces in a Fixed Framed Arch. —Before proceeding 
with the derivation of the general elastic equations let us consider briefly 
the nature of the unknown forces present in a fixed framed arch span 
under any given loading. 

Figure 4 is a sketch of a frame of this type, the span being taken as 
unsyinmetrieal in order to make the case perfectly general. 



The effect of the supports may 
obviously be represented by four 
reactions R lt R 2) R s and R t as shown, 
these reactions being as yet unknown 
both in direction and amount. 



Fig. 4. 


By introducing at point 6 (Fig. 4a) two opposing forces each equal and 
parallel to (which may obviously be done without disturbing the equili¬ 
brium), we may resolve Ri and R 2 into a moment couple M = R x a and a 
single inclined force (the resultant of R\ and R 2 (Fig. 46) both applied 
at point 6). 

Resolving this last inclined force into horizontal and vertical com¬ 
ponents and treating the right-hand abutment in a similar manner, we 
observe that the arch is in equilibrium under the action of the external 
load system and six unknown reaction components as follows: 

At each abutment (see Fig. 5): 

(1) A horizontal force II. 

(2) A vertical force V. 

(3) A moment couple M. 

There are three basic equations of static equilibrium which may be 
used for the determination of reaction components as follows: 

* i 

2 (Horizontal forces or components) = 0 
2 (Vertical forces or components) = 0 
3(Moments about any point) = 0 
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These equations suffice for the determination of three of the above six 
reaction components, leaving three unknown forces which cannot be 
evaluated by statics. 

These forces are known as “statically indeterminate'’ forces or 
reaction components and must be determined by means of the elastic 
equations hereinafter developed. 

These forces are also sometimes termed “redundant” forces the name 
being derived from the fact that such forces are not necessary to the 
stability of the structure. 

To illustrate this last point the three forces //, V and M, at the left 
support could be entirely removed and the structure would still be 
stable as a cantilever and if properly 
designed would still carry a load (see 
Fig. 6). If, in addition, however, either 
of the forces R 3 or R t (or what amounts 
to the same thing either of the forces // 2 , 
y 2 or M 2 ) were to be removed, the struc¬ 
ture would immediately collapse regard¬ 
less of the size of the members. 



Residual FVamc-a Three Hinged Arch 




Statically indeterminate forces or reaction components arc always 
redundant in the above sense. Such reactions are supplied for economy 
and rigidity but not necessarily for stability. 

6. Residual Frames. —From the foregoing it is apparent that the 
statically indeterminate forces or reaction components can always be 
removed, leaving a st atically determinate frame which is stable under load 
but of greatly decreased strength. 

The frame resulting from the removal of such redundant forces will 
be designated the “residual frame.” 

Residual frames for framed arch construction may be developed in 
scrveral different ways. For example: 

(1) The three reactions at either support may be removed, develop¬ 
ing a cantilever residual frame (Fig. 6). 
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(2) The three members as shown in Fig. 7a may be removed and the 
residual frame becomes a three-hinged arch. 

(3) One horizontal reaction component and both reaction moment 
couples may be removed and the residual frame becomes a simple truss 
span (Fig. 76). 

(4) Three members near the crown may be removed leaving the 
residual frame as two cantilever spans (Fig. 7c). 

The first method apparently results in a residual frame which is 
simple and easy to analyze and will be the method used hereinafter. 

In general the redundants should be chosen so as to develop the sim¬ 
plest residual frame. For arch analysis the removal of the three reaction 
components at either end is the procedure generally followed although 
some methods of analysis are based upon the removal of three members 
at the crown, leaving the residual frame as two simple cantilevers. This 
last method has some advantages in the case of symmetrical arches. 

7. Properties of the Residual Frame.—Consider the fixed arch span of 
Fig. 8. If the support at point 6 were to be removed, the structure would 


Load System IF 



Fig. 8. 


be at once transformed into a cantilever 
span fixed at the right support. It is 
apparent that the removal of this sup¬ 
port greatly modifies the values of the 
internal stresses, the remaining support 
reactions and the deflection of the span, 
for any given loading 2 F. If, however, 
at this left support there be inserted 
three unknown forces as follows: 

X = the unknown horizontal component 
Y — the unknown vertical component 
Z = an unknown moment couple 


and if these three forces be given such value (as yet unknown) that the 
same will exactly reproduce the effect of the removed support, then the 
original stresses, support reactions, etc., remain unchanged. In other 
words, the stresses in any member of the original arch, under the given 
loading 2F, is equal to the stress in this same member of the residual 
..cantilever under the action of the given loading, plus three forces X, Y and 
Z, having some certain value as yet unknown and applied as shown (see 
Fig. 8). (This is in accordance with the law stated in elementary 
mechanics that any member of a frame may be removed without disturb¬ 
ing the equilibrium, provided a force or forces representing the complete 
action of this member or the rest of the structure be inserted in its place.) 

It is also observed that the unknown redundant forces must be such 
as to hold the residual cantilever in exactly the same position under any 
given load system as that which the original arch would take, since the 
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stresses and consequently the distortions remain unchanged. In other 
words, the removal of the left support would cause the point b (for 
example) of the residual cantilever, to deflect to some point b", but the 
three forces X, Y, and Z are, by hypothesis, just sufficient to bring the 
frame back to its original position. 

Let: 

S = total stress in any member of the original arch, due to whatever 
cause. 

S 0 = stress in any member of the residual cantilever resulting from the 
given external loadings only (ail redundant conditions removed). 

S x = stress in any member of the residual cantilever due solely to the 
redundant condition X (all other loads being removed). 

S v — stress in any member of the residual cantilever due solely to the 
redundant condition Y (all other loads being removed). 

S t — stress in any member of the residual cantilever due solely to the 
redundant condition Z (all other loads being removed). 

s x — stress in any member of the residual cantilever due solely to a 
unit load applied at b and acting along the line of action of the 
redundant X (all other loads being removed). 

s v = similar stress due solely to a unit load applied at b but acting 
along the line of action of the redundant Y (all other loads being 
jemoved). 

Sg = similar stress due solely to the action of a unit moment couple 
applied at b and in the direction assumed for Z (all other loads 
being removed). 

All tensile stresses are considered positive in sign; all compressive 
stresses negative. 

From the foregoing discussion, it is apparent that vve may at once write: 

S = S. + S x + S u + Sx (40) 

Also, since the stress in any member of the residual frame is a linear 
function of its inducing load, 

Sx = Xs x 

Sy = YSy (41) 

S, = Zsx 

Whence 

S = So + Xs x + Ys u -f Zsx (42) 

As before stated, the stresses in the residual frame are not altered 
by the removal of the supports at b, and the insertion of the equivalent 
unknown forces X and F and Z, from which it is apparent that the deflec¬ 
tion of any point in the original structure may be determined by applying 
Eq. (22) to the residual frame, using the values 

* $ = So *F Xs x + Ys y + Zs t 
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8. Development of the General Elastic Equations. —Substituting for S 
from Eq. (42), we may write Eq. (22) for the arch span shown in Fig. 8 
as follows: 

A* + A (x - 2r*A r = 2(*S. + Xs x + Ys v + Zs t ) ^ + Xs,ctl 

which represents the total displacement of the redundant X. 

Writing a similar expression for the displacement of the redundants 
Y and Z , we derive the following three basic equations: 

A. + A (I - 2r x A r - + Y X?fi + 

zX7i! ; +X^ tL w 


A. + + Y XaE + 




,s*l 


AE 


AE 


*Xa*e + X v ' l («) 


a.+a„ - ^ ^ + A-rri + y xTe + 

*$?*+?&■ <«> 
In the above equations the following definition of terms and signs 
must be observed: 


Ax, A v , etc. are the displacements of the point of application 
of the given redundant force measured in the direction 
in which such force is assumed to act with respect to 
the rest of the frame. 

A t *, A ty , etc. represent similar displacements but refer to 
temperature effects. This displacement must also 
be measured in the direction of action assumed for 
the redundant forces X, Y, etc. 

— Sr*A r , — Sr^Ar, etc. repiesent summations extending ovei theiesidual 

frame not the original structure. The terms A, ,ue 
measured in the direction opposite that of the cotie- 
sponding reactions r x or r„. 

- The minus sign before the above summation sign in lieates that the 
work of an elastic support is always negative. 

The individual terms SoH lt s v s x ,s t s x , etc. under the various summation 
signs are positive or negative according as the two terms carry like or 
unlike signs. For a rise in temperature the individual terms s x cil are 
positive for tensile stresses, and negative for compressive stresses and 
vice versa. 

The above equations are applicable to any fixed framed arch span 
under any condition of loading and any condition as regards rigidity of 
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supports. They arc, however, more or less unwieldy and can be some¬ 
what simplified for use in certain particular cases as follows: 

Case I—Rigid Supports Temperature Changes Neglected .—In this case, 
since the supports on the residual frame are rigid 


2r*A r = 0 
2r„A r = 0 
2r*A r = 0 



Since the supports on the arch span at the left end are also assumed 
as rigid, the displacement of the redundant forces must also be zero, 
that is to say: 



(47) 


A* = 0 


Therefore neglecting temperature terms we may write 
■^^S 0 S x l i 


^ AE 

S„Sy] 




x7e + x x7k + y xri. : + z t 


X7e + x X‘ae + y X7e + x X7e - 0 




S V H 
1 E 

•s vSzl 


SySgl 

AE 

s.H 


0 

0 


(48) 

(49) 

(50) 


All the terms in the above three equations, except X, Y and Z, are 
easily found, being stresses, lengths, etc for the residual cantilever which 
is statically determinate. 

After these terms are computed, the three equations can easily be 
solved for X, Y and Z. 

Having X, Y and Z, the stresses “S” in the aich frame are obtained 
fiom Mq. (42). 

The value of any support reaction at the right-hand support, such for 
example ax 11, is obviously given by the equation 

11 = II 0 + Xh x + Yh y + Zh 2 (31) 

whei e II„ is the value of the horizontal thrust at point d for the residual 
cantilever under the given load system, and h x , h v , and h z , are values of 
this horizontal thrust duo solely to unit loads applied at b along the line of 
action of X, Y, and Z respectively (these thrusts being obviously computed 
for the residual cantilever). 

In a similar manner the bending moment in the arch frame 

about any line g-g, is given by the expression 

M — M 0 -f* Xm x -}- I ni v -f* Zm, (52) 

Particular attention must be paid to the signs of II 0f M 0 , /«,, m v , X, Y, 
etc. 

Case II-~T( mperature Stresses ( Rigid Supports ).—The effect of tem¬ 
perature stresses alone may be readily obtained by writing lOqs. (43), (44) 
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and (45) with the stress S 0 placed equal to zero. Also as in Case I since 
the supports are rigid and unyielding the entire left-hand member of each 
of the above equations may also be made to vanish, whence we have: 


x XTe + y X°ae + z Xje + *** = 


X X S AE + Y Xte + Z X S a! + * S ’ M = 




SySgL 


x Xm+ y x s ae+ z xTe +** - 


^SySgl 


s.H 


0 

0 

0 


(53) 

(54) 

(55) 


The individual terms s x ctl, s y ctl and s 2 cil under the summation sign 
will be positive or negative according as s and ell are of equal or opposite 
direction. For a rise in temperature ctt will carry the same sign as a 
tensile stress and vice versa. 

Case III—One or Both Supports Elastic or Yielding. —This is a condi¬ 
tion which rarely occurs in practice, particularly in the case of framed 

arches which are chosen in general only 
for long spans and for locations where 
natural foundations are of the best. 
The equations for this case are of course 
adapted from the general elastic equa¬ 
tions [Eqs. (43), (44) and (45)] but the 
process is rather long and the discussion 
more or less involved. 

For the foregoing reasons the entire 
question of elastic and yielding supports 
will be reserved for discussion elsewhere. 

ELASTIC INFLUENCE LINES FOR FIXED 
FRAMED ARCHES 

Having developed, in the preceding 
chapter, the fundamental clastic equa¬ 
tions for the analysis of stresses in this 
type of structure, the present chapter 
will be devoted to a consideration of 
methods whereby these formulas may be 
simplified for more ready application to 
the analysis proper. 

9. Simplification of Elastic Equations.—Consider the arch span of 
Fig. 9, under the action of any external load system IF. It has been 
shown in the preceding chapter that the removal of the left support and 
the insertion of three redundant reaction components (two linear forces 
and one moment couple) at point b, so proportioned as to reproduce the 
action of the removed support does not disturb the equilibrium nor 
modify the stresses in the arch frame. Let us carry this one step further 


Load sytfom LF 



Fig. 9. 
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and replace the left support by a rigid bracket as shown in Fig. 96, termi¬ 
nating at some point O'. 

If this rigid bracket is acted upon by. two linear, forces X and Y 
and a moment couple Z, it is apparent that these new redundant forces 
may be so proportioned as to exactly reproduce the effect of the first 
three redundants (applied at point 6). We may therefore solve, for the 
forces X, Y and Z applied at the terminal point of the rigid bracket, by 
means of Eqs. (48) to (50) and (53 to 55) exactly as before. The results will 
not be identical with values obtained by placing the redundants at point 
6, but their combined effect will be identical as regards the stress in any 
member of the frame. 


tf 



Fu... 10. 

It will now be shown that by properly locating the terminal point 0 
of the above bracket and by properly selecting the angle 6 between the 
lines of action of the two redundants X and F, the resulting elastic 
equations may be very much simplified. 

Referring again to Fig. 9, let us assume the redundant Y to act 
vertically upward, the redundant X to act upward and to the right 
making some angle 0 with the line of action of Y and an angle of 4> — 
(0 — 90 deg.) with the horizontal. The direction of the redundant 
moment Z will be assumed as shown in the figure. (As has already been 
pointed out the direction of action of the redundant forces may always 
bo arbitrarily assumed. If these directions arc reversed under any given 
loading the values of the redundants under such loading will simply 
come out negative.) 

Through the assumed terminal point O' construct two temporary 
coordinate axes X'X' parallel to the line of action of the redundant X, 
and Y'Y' parallel to the line of action of the redundant Y. 
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Let x' represent the abscissa of any panel point (or moment center, 
such as g Fig. 10) measured horizontally from the axes Y'Y'. 

Let y' represent the ordinate of any panel point (or moment center) 
measured vertically from the axes X'X'. 


For each member of the frame compute the term G — 


where 


s t = the streiss in this member of the residual cantilever due 
solely to the unit auxiliary load (moment couple) Z = unity. 
I, A and E = as previously defined. 

p = the perpendicular dropped on the member in question 
from the "enter of moments for that member (see Fig. 11). 



The values G will be teimed the ilastu mights of the members in 
question and aie heicinafler considered as loads. 

Also let: 

tn x = the moment at any panel point (or moment center) clue to an 
auxiliary unit load applied at O' along the line of action of the 
redundant A r and acting in the same direction. 
m u = the moment at any panel point (or moment centei ) due solely 
to an auxiliary unit load applied at O'along the line of act ion of 
Y and acting in the same direction. 
m t = the moment at any panel point (or moment center) due soli ly 
to an auxiliary unit moment couple applied a O' and acting in 
the direction assumed for Z. The moments m x , m t and m, 
obviously refer to the icsidual cantilever not the fixed arch. 

(Moments which produce compressive stresses in the top chord of the 
residual cantilever will be designated as positive and vice vn.su. The 
coordinate x' wifi be designated as positive to the right and negative 
to the left of the Y'Y' axis, the coordinate if as positive above and nega¬ 
tive below the axis X'X'.) 
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Then from the above and from Fig. 11 (paying due attention to the 
sign designations and to the direction assumed for the redundant forces) 

m M — 1.0 (56) 

m x — — y' cos0 = — (y” — x tan0)cos<£ (57) 

where y" is the vertical ordinate measured from a horizontal axis 
through the origin O' 

(58) 

1 (59) 

(60) 

( 01 ) 


m v — x' 


s t = 
s x = 


y r cos <£> 
p 


£' 

P 


(62) 

(83) 


Therefore ('since G = 

= ~ •B'V w,s * = _cos * s °y' 

x s it = ^ 

Now if the center of gravity of the “elastic load" system SO be deter-^ 
mined and the terminal point of the rigid bracket be shifted to sucji point, 
we may, jit once, write 

S Gy' = 0 (64) 

S Gx' = 0 (65) 

whence and ^ ^y both vanish from the elastic equations. 

The above required center of gravity (which will hereinafter be 
termed the “ elastic center " of the arch system) is obviously located either 
by means of graphics or algebraically, as shown in Fig. 12, in exactly the 
same manner as for any ordinary load system. 

For example, in Fig. 12 the “elastic weights" have been applied 

2 Gx' 


(1) Vertically, whence x = 


st; 


(2) Horizontally, whence y" — 

2j(r 

j ,, / . _ . T , | -- _ r _ ^(?W COS (f) 

(.i) (as a check) Parallel to X-X, whence y cos <f> — ' 

ill 

If the work is done correctly, the three “elastic resultants” will 
intersect in a point which is the required “elastic center." 

The terminal point for the rigid bracket is now shifted to the true 
elastic center, whence (see Fig. 12) 

x — x' — x (66) 

y = y' y (67) 

27 
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Thus far the angle <t> has not been determined and our next step is 
the evaluation of this angle, such that 

^AE 



Fig. 13. 


To do this proceed as follows: Through the true elastic center as above 
located construct an auxiliary horizontal coordinate axis 
and determine the vertical ordinates y’ n for each panel point or moment 
copter (see Fig. 13). Obviously 

y — y ,n — x tan <f> 

— ( y " —y") — ( x ' — x) tan <f> 


(« 8 ) 
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Also 


a* = — -(ycostf) = — - cos ~ #") — (s' — tan^] (69) 

s " = p( x ) = p( x/ ~ £ ) ( 7 °) 


Placing — 0 gives the following: 

- Xli^ COS0 [( ?/,/ ” y")( x ' ~ x ) ~ ( x ' ~ ^) 2tan< ^] = 0(71) 


2Gxy" cos $ — XGx'y" cos <fr — 2Gxy" cos <f> -f 2Gxy" cos <p — 

2G(x' - x )‘ 2 sin <f> = 0 (72) 


tan <f) 


ZGx'y” - ZGx'y" - ZGxy" + Wxy" 
' m[x' - xy 


From the above equation the angle is readily found. 

With the redundant X making the above determined angle <j> wi^th 
the horizontal and with the rigid bracket terminating at the elastic center, 
it has been shown that 

«*? 

**AE 

X $y$zl j 
AE 


Whence Eqs. (48) to (50) may be written: 


X = - 


Y = - 


X SoSj 

AE 

^h(s*) 2 / 

AE 

yr*S a S v l 

4 ae 
^(« w ) 2 / 

^ AE 

S h„Kzl 
AE 

z* AE 


(76) 
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Also, for temperature stresses, Eqs. (53) to (55) become 

^s x ctl 

b~AE . 

j^SyCtl 

Yt = ~ v (;■„)-/ 

*4 AE . 

^ s t cll 

z, = ~ v w ,( 

A AE 


(77) 


(78) 


(79) 


10. Application of Above Simplified Formulas. —Equations (74) to 
(76) may be solved algebraically for any given condition of external loading 
but this process is rather laborious inasmuch as it requires a substitution 
in the formulas for every different possible combination of live and dead 
loads. 

A much more expeditious method of analysis may be developed by 
the construction of influence lines for the three redundants X, Y and Z. 

The method and underlying theory is as follows: The effect of the 
web distortions in framed arch structures is very slight. Moreover the 
inclusion of web strains, in general, results in a large number of elastic 
weights anti rather complex graphical diagrams. For this reason it is 
general practice to ignore the web system when developing the influence 
lines for the redundant reaction components. This will be done in this 
case, the method wherein web strains arc iucluded being considered in 
the appendix which follows this chapter. 

Gravity Loadings .—For a unit load at any point, say point g (Fig. 14), 
*S„ becomes s oa and Eqs. (74) to (76) may be written: 


X„ = 

Y t = 

Z. = 


r' Soo-Si/] 

-tAE 
** A E . 

\^SogSyl 

*4 A E 
*4 A E . 

X XogSgl 

AE 

(•'>'#) H 

*4 AE 


( 80 ) 

(81) 


(82) 
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With these unit load formulas we may proceed as follows: 

(1) Reverse the supports on the residual cantilever thus considering 
it as fixed at the left support and free at the right (see Fig. 14). 

(2) Construct a load line with the elastic weights G applied at their 
corresponding panel points. 

(3) With a pole distance equal to hG construct a ray diagram and 
equilibrium polygon for the cantilever fixed at the left support. 



"Reversed" Cant i leve r 
i’iu. 14.—Influence line for rcriundiint Z. 


Result: 

This equilibrium polygon is the influence line for the redundant Z. 
Proof: 

Any intercept through any panel point, as for example panel point g 
(see T'ig. 14), measures the term 


Point t 



Point g 




^ AE 


(83) 
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From Fig. 15 wc at once observe that 


Whence 



(84) 



Note - For cantilever as shown f fixed at n ght end) 
Sa g (the stress >n any member due to a unit 
toad at g) is equal to 

mog//°[The moment at the center S moments 
for this member due to the same loading 
divided byp the perpendicular dropped onto 
the member from said moment center} 

Therefore fora unit load otyj 7 

Point t Point/* 

analog = 'ZaV/P 0 =-jL n k // 

Pant a Point a 3 

Fio. I/). 
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Therefore this ordinate measures the term 


X 

X 


Sogby i 

~AE 

(sv)*l 

AE 


= Y 0 


(89) 


This equilibrium polygon is therefore t he influence line for the redun¬ 
dant Y (see Fig. Mi). 



Note ■ The toads Gy wherey 
has a negative vohja art up - 
ward, tt/e other toads Gy act 
downward 

Fio. 17. 

The influence line for the redundant X is constructed in a similar 
manner. In this case: 

IiOad system = XGy 

Pole distance = XGy 2 cos <f> = cos <f> XGy 2 

Obviously the vertical intercept through panel point g measures the 
term 
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Also 




(91) 

(92) 

(93) 


Having the above influence lines determined, the redundant reaction 
components are readily obtained for any given system of external loading 
(dead or live) and, having these redundants, the stresses, reactions, dis¬ 
placements, etc., for any point or member of the arch frame arc readily 
determined from statics (see next chapter). 

Temperature Stresses (Uniform Change). —The value of the redundant 
reaction components induced by a uniform change in temperature may 
be determined directly from Kqs. (77) to (79) as follows: t 

For a uniform change of t° in each member of the span 



%<: X 11 


The individual terms under the summation sign will be positive for a 
temperature rise and negative for a temperature drop, when s x , s y and s 3 
represent tensile stresses and vice versa. 

Stresses Due to a Variable Change in Temperature. —If the change in 
internal temperature is different for different members of the span, the 
above formulas may still be used, the only difference being that the value 
of t will be different for the different members occurring in the summations 
SsjCtl, SsyCtl, etc. 
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11. Horizontal and Inclined Loads. —Equations (74) to (76) hold for 
stresses produced by any system of external loading—horizontal, vertical 
or inclined. The influence lines developed in Art. 10, however, are based 
upon the consideration of a moving unit vertical load If the effect of a 
system of inclined loads is desired, it is quite possible to develop a system 
of influence lines for the same, but whether this method of procedure has 
anything to recommend it over the direct solution of Eqs. (74) to (76) 
depends wholly upon the conditions of the problem. The utility of a 
series of influence lines constructed for a unit horizontal moving load is 
not such as to warrant discussion at this point. 

12. Direction of the Redundant Forces. —The result of the demonstra¬ 
tion which forms the subject matter of Arts. 9 and 10 indicates that the 
redundant forces A', Y and Z each act in the direction first assumed (see 
Fig. 9o) for any position of the moving vertical load. If the assumed direc¬ 
tion of one or more of these forces were to be reversed, the signs of the 
corresponding terms m X) m v or m z , as the case may be, would be immedi¬ 
ately reversed and the expression for the redundants in question would 
come out negative indicating a direction of action as first assumed. 


Effect of Web Distortions .—As stated hereinabove the effect of web distortions in 
this type of structure is relatively slight and is usually neglected in the determination 
of influence lines for the redundant reaction components. 

The effect of these distortions corresponds in a general way to that of the shearing 
strains in a solid homogeneous beam, although the former are rather more pronounced 
because of the smaller relative area of the web system. 

It is generally possible (except for parallel chord arch frames) to include the effect 
of web strains by employing, for each web member, a single elastic load applied at the 
center of moments (intersection of chords) for such web member (see Fig. 11). These 
loads are, however, inconvenient to handle, oftentimes falling entirely outside the 
limits of the drawing. The following method, using for each web member a pair of 
loads, opposite in direction, is much more convenient. The demonstration is as 
follows: 

Elastic Loads for Web Strains .—Consider the elastic load Gt — ^ applied 

at the center of moments for web member No. 3 (Fig. 18). It is possible to exactly 
reproduce the effect of this elastic load (applied at Of) by two elastic loads 


and 


Gt" - 6b^ a ^ ^ applied at point/ 



applied at point < 


as shown in Fig. 18. These two elastic loads applied at points / and c may therefore 
be substituted for the original load Gt applied at. O ,. 

Plotting a ray diagram with pole distance // = 26' and a corresponding equili¬ 
brium polygon for these sid)stitute clastic loads, applied to the reversed cantilever (fixed 
at left support), the vertical intercept under point./obviously measures the term 

Gt'd -G,a 
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The intercept under point d is measured by the term 



Now from Kq. (76) the effect of this web member on the Z influence line is repre¬ 
sented by the term 

8o*8,*l 

_ AE_ —8 0 /r*p 

-2 

2* AE 



Fig. 18. 


'--H’ZG-* 


For a unit load at point / 


8o I — 


and by substitution 


Similarly for a load at point d 


dZ , 


—Ojd 

ZG 


and 


®o3 — 


-GJ> 

Zd 
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The equilibrium polygon for the two elastic loads GY and GY' applied to the 
“reversed cantilever” using a pole distance // = 2G is therefore identical with the 
influence line representing the effect of the web member No. 3 on the redundant Z. 
We have only, therefore, to add the two elastic loads GY and GY' (acting as shown) 
to the elastic load line of Fig. 14 in order to include the effect of this web member. 

In a manner similar to the above the two loads GY and G%’ may be shown to exactly 

replace the single load Gs when using the load 
system G x or G„. The above identity may also 
be proved for any web member. 

When the chords are parallel, the lever 
arms a and b of Fig. 18 become infinite and 
the expressions representing the value dZ 
involve the indeterminates (0 • *). 

Some other method of evaluating the same 
must therefore be devised. This may be ac¬ 
complished as follows: Suppose the two chords 
whose intersection determines the moment 
center O 3 for web member No. 3 (Fig. 18) to be 
parallel. The position of Os therefore recedes 
to infinity and rays No. 1 and No. 3 become 
parallel (sec Fig. 19). 

The two elastic loads Os' and Gs" must 
therefore be equal and opposite and may be 
evaluated as follows: Place a single unit load 
at point / and determine the resulting stress s/s 
in web member No. 3 (either algebraically or 
by graphics). • 

In order that the load system GY and GY' may reproduce tin 1 effect of this web 
strain on the influence line for the Z redundant, 

s/»s,sl 



must equal 


Whence 


f s/sS,sl "I 

£-J 
«'--[&)(?)] 


In the above manner the elastic loads G' and G" and also (i'x, (!'//, G"x and G"u for 
each web member in the frame may be evaluated and the same added to the elastic 
load lines of Figs. 14, 10 and 17. 

One of the two elastic loads G' or G" for each web member acts downward, the 
other acting in the opposite direction. To determine which is which, recourse may 
be had to the following line of reasoning: 

D V / 

For every chord member in the frame the term ^ in >bviously negative 


(with the Z redundant acting as assumed). 

For any web member therefore if the term 


SooSmI 

AE 


for a unit load at this same 


point g, be negative, the elastic loads representing the effect of such web member will 
have a direction such as to increase the influence ordinate at point g when added to the 

o o / 

elastic load line. If, on the other hand, the term be positive these loads 

will have a direction such as to decrease this influence ordinate. In this manner the 
particular load G' or (!" which acts downward can be readily determined for each web 
member in the frame. 
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THE ANALYSIS OF FIXED FRAMED ARCHES 

(Symmetrical and Unsymmetrical Spans) 

13. Unsymmetrical Spans. —The following method of analysis is 
simply the application of the formulas derived and demonstrated in the 
preceding chapter and is applicable to any fixed framed arch, either sym¬ 
metrical, or unsymmetrical, under any system of loading, provided the 
supports are rigid and unyielding. The special case of elastic supports will 
be considered elsewhere. 

Let it be required to design the fixed framed arch span shown in Fig. 
20, the same being supported on solid rock abutments and having a span 
length of 275 ft. as shown. The span is taken as unsymmetrical in order 
to make the problem entirely general. The special case of symmetrical 
spans will be discussed later. 

The procedure is as follows: 

Operation No. 1.—Assume tentative dimensions for ’the depth of 
frame at skewback and at crown and also tentative values for the cross- 
sectional areas of the chord members. These dimension and area assump¬ 
tions arc generally based upon previous experience or published data 
regarding spans of like length and designed for similar load conditions. 
After the analysis is complete these assumptions will be corrected in accor¬ 
dance with the results obtained and the analysis re-run using the new 
values of l, A , etc. If these second results are such as to necessitate a 
considerable modification of the last assumed values of l and A, a third 
analysis must be made, etc. Generally two or three trials will prove 
sufficient. 

There have been several approximate methods and formulas devised 
and announced from time to time for determining the approximate size 
of the arch frame members to guide preliminary assumptions. It is 
rather doubtful whether this procedure has anything to recommend it 
over an out and out assumption tempered by judgment and experience. 
Most certainly it takes more time and generally yields results but very 
little closer to the final values than those which may be assumed outright 
by an experienced designer. 

Operation No. 2.- Lay out the frame to an adequate scale, assume a 
temporary origin of coordinates (see Fig. 20) and construct two temporary 
coordinate axes, one vertical and one horizontal through such point. 

Operation No. 3.—For each member of the frame (web members are 
generally neglected their effect being very slight) determine the length l 
(in feet), the cross-sectional area A (in square feet), the perpendicular 
distance p dropped upon each member from its moment center, and also 
the coordinates x! and if for each of these moment centers measured from 
the temporary origin. 
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Operation No. 4.—Collect and tabulate the values of l, A , p, p 2 , G = 
x '> y"> Gx' and Gy" (see Table 1 for the arch under consideration). 

The term E (29,000,000 X 144 for steel when pound and foot units are 
used) occurs in both numerator and denominator of the terms represent¬ 
ing the redundants (see Eqs. (74) to (76) inclusive). To avoid long deci¬ 
mals, therefore, E has been taken as 29 in computing the terms G in Table 
1, this obviously having no effect on the resulting redundant values. 


Table 1.—Calculation' fob Elastic Loads G and Location of the Elastic 

Center O 



i 





I’oint 

1 

1 


t 


Member 

! 1 

1 (feet.) 

.4 

(sq. ft.) 

P 

(feet) 

i p 2 

G = [ .. 

A lip 

of 

appli- 

x’ j* 

y" 

frV 

i 

, Gy" 







cation 





in- 6’2 

20 85 

0.34 

20.3 

858.49 

0 00317 

LI 

-130 0 

16 8 

-0.412 

0.054 

1/2-1/3 

: 20.75 

0.34 

25.0 

625.00 

0.00434 

L2 

1 -105 0 

30 7 

-0.456 

0.133 

U3-U4 

! 26.02 

0.30 

23.0 

529.00 

0.00565 

L3 

; - 82 0 

40 3 

' -0.463 

0 228 

1/4-1/5 

i 25.55 

0.30 

21.8 

475.24 

0.00018 

LX 

| - 00 0 

47 3 

-0.371 

.0.292 

U5-UG 

25.12 

0.30 

20.8 

432.64 

0.00667 

Li) 

1 - 37.5, 

52.0 

1-0. 

W&/347 

UG-U7 

25.02 

0.30 

20.3 

412 09 

0.00098 

LG 

1-12 5, 

54.6 

1 -o.osa 

*#.38 f 

V7-US 

25.02 

0 30 

20 3 

412.09 

0.00698 

L7 

+ 12 5- 

54.6 

! +o.osr 

r 07381 

1/8-f/9 

25.12 

0.30 

20.8 

432 64 

0.00667 

L8 

+ 37.5j 

52 0 

l+o 250 

0.347 

1/9-1/10 

25.55 

0 30 

21.8 

475.24 

0.00618 

L9 

1- 60.0; 

47.3 

j f0.371 

ft.202 

uw-un 

20.02 ; 

0.30 

23.0 

529.00 

0.00565 

L10 

+ 82.0, 

40 6 

1+0.403 

0.229 

C/ll-t/12 

26.07 

0.34 

26 3 

091.69 

0.00382 

TAX 

f-105.0 1 

30 6 

■f 0?403 

0.117 

L0-L1 

20.00 i 

0.36 

31.1 

967.21 

0 00257 

ui 

-150 0 

40 7 

-0 386 

0.105 

LI-L2 

28.71 : 

0.35 

26.2 

686.44 j 0.00412 
580.81 l 0.00426 

12 

-125 0 

40 2 

-0 515 

0 203 

L2-L3 

25 10 ! 

0.35 

24.1 

V 3 

- 100 0 

69 2 

■ 0 126 

0.252 

L3-IA 

22.92 : 

0.32 

22.6 

510.76 

0.00484 

U\ 

- 75 0 

61 . 7 

-0 3i.3 

0 323 

L4-L5 

22 96 

0.30 

21 5 

462.25 

0.00571 

r.-» 

- 50 0 

7 1 f. 

-0 2815 

0 409 

L5-L6 

25.17 , 

0.30 i 

20.8 

432.64 

0.00669 

ns 

- 25 0 

71 6 

-0 167 

0.499 

L0-L7 

25.00 | 

0 30 ! 

20 0 

424.36 

0.00677 

<’7 

ft 0 

7 .i 

0.000 

0.511 

L7-L8 

25.17 . 

0.30 | 

20.8 

432.64 

0.00669 

rs 

1 .'5.0 

71 6 

ML 167 

0.499 

L8-L9 

22.96 i 

0.30 ! 

21.5 

462.25 

0.00571 

(-9 

+ 50 0 

71.6 

+0.286 

0 409 

J. 9-tlO 

Aa-in 

22 92 > 

0.32 j 

22 6 

510 76 

0.00484 

eio 

+ 75 O 

66 7 

1 +0.363 

0.323’ 

25.55 ! 

0.35 i 

24.5 

600.25 1 

0.00419 

ni 

+ 100 0 

59 2 

fO. 419 

0 248 

Z, 11-112 

14.90 

0.35 : 

29.0 

841.00 , 

0.00175 

U12 

1 125 0 

52 1 

1-0.219 

0.091 

* 


! 



1.2043 




-1.154 

0.073 


Operation No. 5.—Locate the position of the center of gravity of the 
clastic load system 26’ by means of the formulas - 


x 


hGx‘ 

26 


V 


26 ?/" 

26 


x 


y 


n 


-1.164 
L2043 
0.673 
1.2043 : 


-9.58 ft. 


55.41 ft. 


From Table 1 
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> 

It is well to check the position of the “elastic center” (as above 
determined) graphically, as shown in Fig. 21. 

Any two directions for the elastic load system 2(7 may be assumed. 
The two resultants in any case will intersect at the elastic center if the 
work is correctly done. The directions should be chosen so as to intersect 
at a well defined angle (as near 90 deg. as possible). 

Operation No. 6.—Determine the angle <t> such that the term 
•* 

= o 
AE 


Note -Apply the elastic toads 
first vertically and then horizontally* 
determining the two "elastic - 
resultants ' 1 The intersection^ 
at these two resultants, 
determines the re - *: 

tjuired “elastic center 

*<. 


f-Elastic res ultant 


te,g£/( L oods applied horizontal^ 



£ r-f 

t—PoiedistH - 

'I'm.. 21 .- (ir:ip}ii:r;il nn-dimi t<n- iIcPm ininiim the “clastic I'cntcr” of an arch system. 


This is done b\ mc;m> ol Fq. (75) of the last, chapter, the work being as 
follows: • • 


From Fig. 20 

.r - y i j y -i- o.5s ft. 

// !l" -- [i" — ■>' tan </> = // 


« * 



— 55i41' — (x r -}- .9.58) tan <t> 


Substituting in Fq. (74) 


2(-Ti 'll" - 55.-11 2 Ox' *f 9.582Gy # - (9.58)(55.41) 2(7 
lil V ~ 2(/(.r')'- + 2(0.58) 2f7.r' +“(0'. r »8)*2f; 

'Flic tmns 2(/V and 2 Gy" have already been computed (see Table 1). 
Table 2 below, contains a tabulation of the terms 2(?a;'//"and 2(7(z')* 
lor the problem at hand. 
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Tahi,k 2 


Member 

! Ux'y" ! , I 

1 1 1. ! 

- ! O(s')' 1 ! Member 

Ox'ii" 

j dU)* 


! (+) (-1 ! I 

(H (-) 

1 

1 


Ul-U 2 

l . 

1 6 92 

53.57 

; L2-L3 

1 

, 25.22 

42 00 

U2-UH 

, 

1 14 00 

47 85 

: L3-L4 


24.21 

27 22 

U3-U4 


! 18.0(5 

37 99 

! L1-L5 


20.48 

It. 28 

U4-U5 


17.55 

22 25 

; I.5-L0 

j 

12.4(5 

4.18 

rr>-uc, 


13 00 

: 9 38 

L0-L7 

0.00 

0.00 

0.00 

mvu 7 

... 1 

4 75 

1 09 

L7-L8 

12.40 


4.18 

1 / 7 - us 

4 75 


1.09 

L8-L9 

I 20.48 ; 


I t 28 

us- m) 

13.00 

. i 

9 38 

i L9-LI0 

! 24-21 ! 


27.22 

uu-u 10 

17 55 

1 

22 25 

L10-L11 

; 24.80 ; 


41.90 

U10-UU 

18 80 


37 99 , 

L11-L12 

11 40 1 


27.34 

rn-r/12 

12 33 


42 00 


1 



LOLA 


15 71 : 

57.83 

'total .. 

159 78 1 

198 30 ' 


L1-L2 


25 34 

(54 38 

- —— 

1 

• - - 

- - 





V 


38 52 1 

010 85 




Substituting from tlic above table and from 'Fable I 
Tan 0 - 

-38.52 — (55.41)(- 1.154) + (9.58)(0.073) - (9.58;( 55. H )(<). 1201) _ 

010.85 — 2(9.58)(1.154) + (9.58)(9 .58 ) (0. 1201) ~ ’ 1,1 

Operation No. 7.— -Construct- two new coord iafe axes tlirough tlie 
‘ true elastic center ” as found above as follows: 

Axis vertical 

Axis X-X making Hie angle </> with the horizontal. 

Compute or scale for each chord member the new coordinates .»■ and y. 

x measured’ horizontal !// from the new axis 
y measured vertical!i/ from the new axis A-A'. 
x will be taken as positive to the right of the axis 
and negative to i he loft. 

y will be taken as positive above and negative below the 
axis X-X\ 

Next compute the terms Gx, Gy, Gx 2 , Gy 2 and the summations ZG, 
2 Gx 2 and 267 /-' for every chord member of the frame. 

This work is tabulated in Table 3 for the arch under discussion. 
Operation No. 8 .—Considering the frame as a cantilever fixed at the 
left support (this is the reverse of the condition under which the residyal 
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frame was developed), construct the following three equilibrium polygons: 

. A f Elastic load system G 
Polygon 4 \ Poledistance// = v G 

„ , n f Elastic load system Gx 
Polygon * | p0ledi3tance „ = , Cl! 

,, , ~ / Elastic load system Gy 

Polygon C ( po , e distance j, _ , tos 

From the considerations and demonstrations of the preceding chapter: 

Polygon A = the influence line for the redundant Z (a moment 
couple) applied at the end of a rigid bracket fastened to the left support 
and terminating at the elastic center 0. 


Tam-r 3 


Member 


Num- i Moment 
ber center 


flu 


Ox* 


(hf- 


LO-L 1 


u 

0 

00257 

— 

140 

42 

- 8 07 0 

301 0 022 

50 

69 

0 19 

m -12 


LI 

,0 

00317 

— 

120 

42 

-33.43 0 

382 0.100, 

46 

00 

3.54 

ia-1/2 


U2 

.0 

(MI412 

— 

115 

42 j 

- 1 25 0 

476 l 0.005 

54 

94 

0 01 

112- [Hi 



0 

00434 

— 

95 

42 

-20 01 !o 

414 0 089; 

39 

50 

1.83 

/,2-/,3 



0 

00420 

— 

90 

42 

+ 7 68 0 

385 0 033 

34' 

81 

0 25 

//3-/ T 4 . 



0 

00505 

— 

72 

42 

-12 00 0 

409!0 008; 

29 

01 

0.82 

LX-1A 



0 

(MUSI 

- 

05 

12 

+ 14 10 0 

317 0 008! 

20 

74 

0.96 

r4-rr. 

s 


0 

000 IS 

— 

50 

42. 

- 5 94 0 

312 0.037' 

15 

73 

0.22 

L 1 -L& 

!) 


0 

00571 

— 

40 

42 

+ 17 93 0 

231 0.102; 

9 

34 

1.83 

r/5-ro 

in 


(I 

00007 

-- 

27 

92| 

- 2.21,0 

180+ 015 

5 

19 

0.03 

/,5-/,0 

11 


(1 

000011 

— 

15 

42! 

+ 19.85 0 

103 0.133! 

1 

59 

2.64 


12 


() 

000! IS 


2 

!)2| 

— 0 OS 0 

020 0 005! 

0 

00 

0.00 

/,(>-/, 7 

12 


(I 

00077 

+ 

9 

5S 

+ 19 08 0 

0050.133j 

0 


2 02 

17-('H 

1 1 


(I 

noons 

+- 

22 

OS, 

- 1 70 0 

152!0 012! 

3 


0.02 

/,7-7,S 

15 

s 

(I 

0000!) 

+■ 

34 

5s' 

+ 17 70 0 

231 0.11 S : 

7 


2 09 

rs-ni 

in 

,s 

b 

00007 

f- 

47 

OS, 

- 5 43 0 

314|0.037 

14 


0 20 

I.S-IA) 

17 

'll 

0 

00571 

t- 

59 

5S 

+ 13 03 0 

310 0 078 

19 


1.00 

m-no 

IS 

.11 

!o 

000 IS 

f 

09 

5S 

-11 100 

430 0 009, 

29 


0 77 

/>!)-/, 10 

HI 

10 

:o 

004S4 

f 

S4 

5S 

+ *7.05 0 

409i0 037! 

34 


0 28 

//in-/i i 

20 

JO 

'o 

00505 

F 

91 

5S 

+ 19.29 0. 

517|0 109! 

47. 


2.10 

/JO-/, II 

21 

11 

0 

0011!) 

1- 

109 

5S, 

- 0 92i0. 

159(0.004 

50 


0 00 

//II //12 

22 

.11 

0 

003S2 

f 

115 

is! 

-29 78 0 

440,0 110 

50. 


3 28 

/, 1 I-/J2 

23 

12 

0 

00175 

t- 

134 

5S 

- 9.10 0. 

230,0 010 

31 


0 09 




0 

12043 
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47 24. S3 

Polygon 

H 

Ihe influe 

nee line 

for 

fill’ 

redundant 1* applied 

(it 

the 



same 

point and 

acting 

vertically upward. 




Polygon 

r 

the influe 

ice line 1 

'or 

the 

redundant X applied 

at 

the 


same point and acting to the right along the axis X-X 
(making an angle <t> with the horizontal). 
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Referring to Fig. 20, wherein the above influehce lines have been con¬ 
structed, it is observed: 

(1) That for polygon A the pole distance, for convenience, has been 
taken as 2.5 2G (in order to plot up at a better scale). The intercepts 
on this influence line therefore measure to the same scale as the frame lay¬ 
out the term Z 4- 2.5. 

(2) That in a similar manner polygon B measures the term 100 Y and 
polygon C the term 20A”. These constants are merely used to afford a 
good scale for plotting. 


I* 






Formvtai 

for 

influence 

line 

Member 

U-LZ 


A For a umt/ooct tothe 'e" ,>/ pj’e 



0 For a umt /oaJ to the right of 

So'O 


Fi«. 'FJ. 


(3) The elastic loads Gx are negative for all points to the left of the 
elastic center (since x is negative for these points). To take care of this 
and to avoid confusing the diagram, the pole for the negative loads for 
polygon B is simply thrown to the opposite side of the load line and all 
loads plotted downward. 

Operation No. 9 —Stress Influence Lines .—With the influence lines 
fori the redundants once determined as per the 1 above, the stress 
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influence line for any member of the frame may be very readily 
determined. 

Thus for a unit vertical load at any panel point (as for example point 
g) the stress in any frame member becomes 

Sg = Sog "1“ XgSx 4" Y gSy “j - ^ U$Z 

due attention being paid to the signs or direction of action of the various 
forces. 

From this equation the chord stress influence lines may readily be 
constructed. 

The influence linos for the web members may be readily plotted from 
the influence lines for the two adjacent lower chord members simply by 
analyzing the lower joint for each position of the unit load, as shown in 
Fig. 24. The method of computing the influence lines for both chord and 
web members is given in complete detail in Tables 4 and 5 and in Figs. 
22, 23, 24 and 25. 



For a urn* load to the left of pane/ point US 
f '=js[-‘>-'tycOSlp~Y}L+Z] 


For a un/t bad to the right of pane/pomt US 
5 'J>[~Xycos 

Fn;. 23. 


Operation No. 10 —Temperature Stresses y Uniform Temperature 
Change. The values of the redundants due to a uniform change in the 
infernal temperature of the frame members are given directly by Eqs. 
(04) to (!)f>) inclusive of the preceding chapter as follows: 

S * x ctl 

cos <t>- 2<7y 2 
ZSydl 

SbY- 


X t = 
Y t = 
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Table 4. — Influence Line Data fob Member L1-L2. 


Load 

poind 

X 

Y 

2 

a 

Xyjcostf 

Yt 

s 

l 

0.000 

1.000 

140.42 

250 

0.000 

1 / S .42 

0.000 

Z 

0 . 0 SS 

0.838 

1 / 6.20 


a 069 

96.72 

0-746 

3 

0.230 

0.738 

94.00 


0.288 

85.18 

0348 

4 

0 A 70 

0.666 

73.00 


0.588 

76.87 

0./25 

5 

0.700 

0.572 

54.50 


0-875 

66.02 

0 . 4/3 

6 

0.850 

0.457 

33.80 


1063 

52.75 

0.492 

7 

0.950 

0.346 

25.50 


1//3 

39.94 

0.509 

8 

0750 

0.233 

15.00 


0.938 

26-89 

0 . 4/8 

9 

0.500 

0 J 34 

7.75 


0-625 

1547 

0 . 271 

to 

0.245 

0.058 

2.50 


0306 

669 

0.043 

// 

0 060 

0.0/2 

125 


0.075 

1.39 

0.002 

rz 

0.000 

a 000 

0.00 


0.000 

0.00 

0.000 


X = -1/5.42 

S' - K2S 

P = LOO 
COS -0.999 
f -- 26.2 


{+)- Tension 
(-)r Compression 


S=£(Z+Xy.cosf-Yx -Pa) 


Table 5. —Influence Line Data for Member L2-L3. 


---1 

Load 

poind 

X 

Y 

Z 

a 

Xycosfl 

Yx 

s 

/ 

0.000 

1.000 

/ 40.42 

50.0 

0.00 

or . 4 2 

0 000 

2 

0.055 

0.838 

116.20 

25.0 

0.42 

75 . 77 

40 623 

3 

0.230 

0.738 

94.00 


176 

-6.73 

4! 059 

4 

0.470 

0.666 

73.00 


3.60 

6022 

r 0 . 38 ! 

S 

0.700 

0.512 

5450 


5.3/ 

/*/ yn 

- 0.107 

6 

0.850 

0.457 

38.80 


652 

4132 

-0.375 

7 

0.890 

0.346 

25.50 j 

6.83 

3129 

-0524 

8 

0.750 

0.233 

15.00 


575 

21.07 

- 0.400 

9 

0.500 

a /34 

7 75 


3.84 

12.12 

- 0 . 34 / 

!0 

0245 

■ -n - 

0.058 

2.50 


1.88 

S.'l 

- 0/92 

n 

0.060 

0 . 0/2 

125 


0.46 

' ) 

- 0 . 0/2 

.3 .1 

0 000 

0.000 

0.00 


0.00 

0-00 

0000 


X * -90A? 
y*4 768 
p * TOO 
COSp -0.999 
f = 24./ 


W = Tension 
(-) Compression 

S=j$(Z-Xy.cos<f-Yx -Pa) 
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Tablb 6.—Values of Redundamtb ; + j ^ {Kxicnaion 

\ Tension 

FOIl 

a Uniform Temperature Rise of 40 ° F. (-) = {s°ortenmK° n 







! 

Ctl 



Member 

ctl 40° 
rise 

*' - _V 

X 

Sy =* 

1 

cos <t> 

*u<-tl HtCtl 



cos <t> p 

P 

P 




-- 

. 

(+) 

_ 



+ 

— 

+ - + 

- 

UI-U2 

0.00645 

-1.141 

+4.11 

-0.0341 


0.00736 0 0265 . 

0.000220 

U2-U3 

0.00642 

-0.824 

+3.82 

-0.0400 . 

0.00529 0.0245 

0.000257 

1/3-174 

0.00625 

-0.522 

+3.15 

-0.0435 

. 

0.00326 0.0197. . 

0 000272 

1/4-1/5 

0.00613 

-0.273 

+2 31 

-0.01501 . 

0.00167 

0.0112 

0.000281 

U5-U6 

0.00604 

-0.106 

+1 34 

-0.0481 


0.00064 0 0081 .. . 

0.000290 

t/O-t/7 

0.00601 

-0.033 

+0.14 

-0 0493j . 

0.00020 0.0009 

0 000296 

U7-US 

0.00601 

-0.087 

-1.09 

-0.0493 


0.00052 

0.0065 

0 000296 

1/8-(79 

0.00604 

-0.268 

-2.32 

-0.0493 


0.00162, 0 0140 . 

0 000298 

t/9-t/10 

0.00613 

-0.509 

-3.19 

—0.0459, ... 

0.00312 

0 0196 

0.000281 

(/10-f/ll'0.00625 

-0 839 

-3.98 

-0 0435 . 

0.00524 

.. .0 0249 

0.000272 

U11-U12 0.00025 

-0.132 

-4.38 

-0.0380 


0.00708 

... . 0 0274' 

0.000238 

L0-L1 

0.00625 

+0 279 

-4.52 

+0 0322,0 00171 


. 0.0282 0.000201 


IA-L2 

0.00689 

+0.048 

-4.41 

+0 0382 

0 00033 


.... 0 0304 0.000263 


L2-L3 

0.00604 

-0.319 

-3.75 

fO 0415 


0.00192 

... . 0.0227 Jo.000251 


L3-IA 

0.00551 

-0.621 

-2.89 

+0 04 12 


0 00344 

. . . 0.0160 0.000244 


IA-L5 

0.00552 

-0.834 

-1.88 

+0 0465 

• 

1) 00160 

. . 0.0104.0.000257 


L5-L6 

0.00604 

-0 951 

-0.74 

+0 0481 

10 00376 

. 0.0045j0.000290 


L6-L7 

0.00600 

-0 955 

+C 17 

+ 0 0185 


0 00573.0 0028 .10.000291 


L7-L\ 

0.00604 

-0 851 

+ 1 66 

+0 0181 

;i) 005110.0100 _ 0.000291 


IA-L0 

0.00352 

-0 634 

”1 ~*J 77 

+0 0465 

0.00350 0 0133 . 0.000257 


L9-Z10 

0 00551 

-0 339 

+3 71 

-1-0 0112 


0 00187 

0 0206. .. 0.000214 


7. KKZ.ll j() 00614 

+0 038 

+4 17 

+0 010S0 00023 


0 0275 0.000250 


Z.11-Z.I2 !o 00357 

• 

+0 31 1 

1-1 61 ! 

-1-0 1)315 

0 00112 


0 0166 . . 0.000123 


X ( K) . . 





0 00312 


0 1867 . . . 0.002902 


x (■■) 





0 06796 

0.2046 _ 

0.003001 

V 

Net total 



0 06151 

0 0179 0 000039 



For n uniform rise in temperature of 40° F. tho values of the 
lernlors for the above equations have been computed and tabulated 
in Table 0 as follows: 

tS‘ T ('t l 

V = -0.06451 
*-»cos0 

S.sv'tf = -0.0t)4."»4 (eos 0) = -0.06448 
2s v rtl = -0.0170 
Zsjtl = - 0.000030 
cos 0 = (approx.) 0.000 

In Table 3 the values 2(7, 2(7:t: 2 , 2(7// 2 , etc. were computed using the 
value E = 20. This assumpt ion made no difference in the values of the 
redundant.fi due to gravity loadings inasmuch as the term E occurred in 
both numerator and denominator of the expressions for the redundant 
forces (see Fqs. (74) to (70) inclusive). For temperature stresses, on the 
other hand, the term E occurs only in the denominator (see Eqs. (77) to 
(70), inclusive). 
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Bince Sot (tho temperature stress in any member of the statically 
determinate residual cantilever) will always be zero. 

In the above 

Z t may bo taken as zero without material error. 

Also 

— y cos d> , x 

s x = - - and s y - 

p p 

Whence 

S t — (— N ry cos 0 + Y ix) -T- p 

For example the temperature stress in chord member L2-L3 is 
-375,000 lb. (7.68 in.)(0.999) + 4,300 lb. (-90.42 in.) 

21.1 ft. ... 


= -135,500 1b. 


Note that this is a compressive stress in the lower chord. For a drop 
in temperature the signs of ctl in Table 6 would bo reversed and the 
redundants would all have reversed directions. The above stress S t 
would then become +135,500 lb. or a tension in the lower chord member 
L2+3. 

In the above manner the temperature stresses in each member of the 
frame may be readily calculated. * 

Operation No. 11 -Stresses Due to a Variable Temperature Change .— 
It is sometimes desirable to know the stresses which would result from a 
non-uniform change' in temperature throughout the various members of 
the frame. For example it. is quite probable that during the hottest 
summer weather the upper chord members assume a temperature con¬ 
siderably higher than those of that portion of the lower chord which is 
more or less shaded by the deck. 

T! *‘se stresses for any given or desired assumption as to temperature 
distribution may be calculated exactly as has been doin' above for the 
uniform temperature change by varying the value of t in column two of 
'Table ti in accordance with the assumed facts. 

In this case it is well to observe t hat the term Z, is no longer negligible. 

14. Symmetrical Spans. For symmetrical spans the elastic center 
will obviously lit' on a vertical through the center of the span and may 
therefore be completely located by applying the elastic load system 
horizontally thus locating 1 he' vertical position of said elastic center. 

For coordinates measured from the true elastic center as above 
■ned, the terms ij and .f of Fq. (73) both vanish and thus equation 
oe written 

, . SfrV//" 

,an * “ sf.vo* 

Since the span is symmetrical, for every value of y" there arc two equal and 
opposite values of x', therefore the. term lY/.r'?/" also vanishes and we have 

tan 0 = 0 
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For symmetrical spans, therefore, the two redundants arc “con- 
jugated” when they are at right angles to each other, one horizontal and 
one vertical. 

The above represents the only difference in procedure, in all other 
respects the analysis of symmetrical arch frames will be as hereinabove 
described for unsymmetrical spans. 

Temperature Effects.- If the span is symmetrical, the term Y t 
becomes zero. That this is true may be seen from the following: 

For every positive value of ,r there is a corresponding panel point 
having an equal negative value, therefore 


and 


=X x „ dl - 0 


Y, = 0 


The temperature stress in any member may then be expressed (neg¬ 
lecting the term Z t as before) 

S t = A tSj- 

The above holds true for uniform tempera! lire effects only. That it 
cannot hold for variable temperature effects is, of course, self-evident. 


DEVELOPMENT OF GENERAL ELASTIC EQUATIONS FOR RIB ARCHES 

16. Development of Formulas.- Let Fig. 20 represent any fixed arch 
rib at rest and in equilibrium under the action of any sv.-tem of external 
loads and the rigid anchorage at each abut ment. If the I wo abut merits 
were to be removed, it is clearly seen Unit the action of each abutment, 
could be exactly reproduced by the introduction at eaeli support of a 
moment couple M, an axial thrust N, and a tangential or shearing force 
V (Fig. 2(3/>). It is also apparent that, if the value of these m'\ I'ornv under 
any given load condition, can be determined, the stress in the rib at any 
point may very easily be found. 

There are three fundamental static equations of equilibrium which 
may be written for any structure, :<s follows: 

^(Horizontal forces, or components) = 0 
^(Vertical forces, or components) = 0 
2 (Moments about any point) = 0 

These three equations, therefore, suffice for the determination of three of 
the six above unknown reaction components, leaving three others which 
must be determined. 

-If, therefore, either support (say the left support) be removed and the 
three forces .V, V, and M, be inserted to reproduce the action of this same 
support as shown in Fig. 27a, the problem at, once resolves itself into thfit 
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of evaluating these three unknown forces. Once these arc determined, 
the other three reaction components and the stress in the rib at any point 
are easily determined from the above static equations. 

Carrying the reasoning a step further, let us replace the three forces 
N, V, and M, by a rigid bracket or arm fastened to the rib at the left 
support and terminating at some point 0. At the end of this bracket let 
us apply three new unknown forces as shown in Fig. 276, as follows: 

X — the unknown lateral component at point 0. 

Y = the unknown vertical component at point 0. 

Z = the unknown moment couple at point 0. 



I'n. 2i>. Fig. 27. 


It is apparenf that these forces may be given a value such that they 
will exactly reproduce the action of the forces N, F, and .1/, at the left 
abutment and will consequently hold tiro structure in'equilibrium. 

It is also apparent that, if these three new unknown forces can be 
determined, the original reaction components N, V, and M, can easily be 
obtained and consequently the other reaction components (and the rib 
stresses as well) may be readily evaluated from statics. 

This last step (the employment of the rigid bracket idea) simply 
replaces three unknown forces applied at the left abutment with three 
other unknowns applied at point 0. This may seem entirely unneces¬ 
sary. However, such is not the case, for by properly choosing the loca¬ 
tion for point 0, the terminal point of the rigid bracket, the equations 
involving the unknowns A", Y and Z (to bo derived hereinafter) become 
very greatly simplified. 
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If the three forces X, Y and Z were to be entirely removed, the result¬ 
ing structure would become a cantilever. In any statically indeterminate 
structure there are always one or more unknown forces or reaction com¬ 
ponents which may be removed to produce a statically determinate struc¬ 
ture (see p. 408). The structure resulting from the removal of these 
forces is generally termed the “residual frame” and the forces themselves 

are termed “redundants.” In 
this case X, Y , and Z are the 
“redundants” and the “residual 
frame” is a cantilever (compare 
with Art. 6, p. 409). 

Consider the residual frame (a 
cantilever rib) shown in Fig. 28 
under the action of any given 
system of external loading, together 
with the resultant redundant forces 
X, Y and Z. Under the action of 
these loads the terminal point 0 of 
the rigid bracket undergoes certain elastic displacements both angular 
and linear as shown. • 

Let 

A„ — the displacement of point () along the line of action of the 
redundant Y, 

A* = the displacement of point O along (lie line of action of the 
redundant X. 

A, = the angular displacement of the bra< ket m the direction 
chosen for the redundant Z. 



Referring back to Art. 4, p. 405, we iind these displacements to be given 
by the following expressions (neglecting the effect of shearing distort ions, 
see Eq. (39)): 

+ A lx + Ac* — ^r x A r = ^ j j, + ^ - +^//*f7f/.v b 


X 


III jl I't ' 


A I A I A « . V^A llytl* Wylls . ^A 

A y + Aty -f-Ac — Xr y A r — ^ Zy y,-/ Z/'» (, ^ s ' 


\M tn v ds 


yw) 


* N Tl e (hi «aW/ Vigils ^a 

rA ~X A/i f X lit +5)"' cW * + 


M rn Mu 


^yni-cl'da 


(99) 


A* + A u + Ac* 
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In the above equations the various terms have the following significance: 

A x = the displacement as previously defined caused 
by the load system 2F applied as shown, in com¬ 
bination with the unknown forces X , Y, and Z 
resulting therefrom. This displacement is mea¬ 
sured along the line of action of the redundant X. 

A v and A z — similar displacements due to the same loading, 
but measured along the lino of action of the 
redundants Y and Z (A. is therefore an angular 
displacement). 

An. A ly and A tz = displacements measured as above caused by 
a uniform change in temperature of t°. 

Arx. At' V and An = similar displacements caused by a variable 

change in temperature of t'° between the upper 
and lower fibers of the rib. 

The terms r r , r„, r z , 2r x A r> 

2r„A r , etc. — as defined in Art. 2, p. 400. 

M„ = the moment on the residual cantilever at any point 
due solely to the load system 2F. 

'* nix = the moment at any point on the residual cantilever 

due solely to a unit load applied at. 0 and acting along 
the line of action of the redundant A'. 
m„ i he moment at any point on the residual cantilever 
due M)lely to a unit load as above but acting along 
<h(‘ line of action of the redundant Y. 
in z - the moment at any point on the residual cantilever 
due solely to a unit moment couple applied at point 0 
and acting in the direction assumed for the redun¬ 
dant. Z. 

X„ nx. nu. ii etc. are defined as above but refer to axial thrusts in 
lace of moments. 

<h. /, ell, .1, t', and Ii as previously defined ^Arts. 3 and 4, pp. 402 

uni lOti). 


\ >w it is observed that t he unknown redundants X, Y and Z applied 
d () completely replace and reproduce the action of the left arch abut¬ 
ment. Tor any point therefore: 
stress 

The r( ‘ iU ^i° n 

displacement 


on the given arch rib due to any given loading 


deflection 
always equal to the corresponding 


st ress 
reaction 
displacement 
deflection 


on the residual 
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cantilever due to this same loading plus the effect of the redundant forces 
X , Y, and Z caused by such loading (compare with Art. 7, p. 410). 

If therefore: 


M = the bending moment at any point in the arch rib due to any 
given loading. 

Mo = the bending moment at the same point in the residual 
cantilever due to this same loading. 

Then: 


M = M„ + M x + M y + M , 

= M 0 + Xm x + Yniy + Zm, (100) 

In a similar maimer 

N — N 0 + Xn x + Ytiy H* Zn t (101) 

We may now write Eqs. (97) to (99) as follows: 


... i . v , . N 0 n x ds ^\M„in x (Is 

A x + Ai, + - Lr,A r = ~ A K ~ + Z, El + 

v T (nii)~ds 1 . [-^HxHytlx . \^m x niydsl 

AE + *~EI \ +} l4 A E +Z-EI J + 


„ T 's?n x n,ds | ,, , V 

ZYZ AE + S El I + Aa^/.s- -fV 
A _L \ i a v r A — V A “ n »^ 4 - ^ Mjllyds 

Ay + A ty + Ary - ~r y A r - AE +4 /<;/ T 


m x ct'ds 
h~ 


( 102 ) 


.. r^\n x n y ds . ir\ni T vi u fh s'] . .. -va( n y )-ils ^\{iny)~<lx 

A 1.4 Ali +4 HI | + 1 4 .IE h 4 HI I * 


\HI fill yd# 


t' ( I' y) V* 


J . Illy ) ' M . S ' 


z[r;,T+sT/i+^« 

A, + A,. + A,., - Sr. A, - 


in v c,Vds 

fi 


(««) 


i r 'srstiziiydx ^\w m v ds 

A [ 4 ,. i K +4 fa J + 1 4 ah + 4 fi 4 


wijniAs 


n z ii v ds 


m jn„ds 

d* 


r/ f Hz) 2 ds , ■^(ni z ) i ds 1 til \*niA‘t > d-'’ (u\i 

^14 AE + 4 fa J+ 2 h '101 


These are the general elastic equations applicable io the analysis of any 
fixed rib arch and correspond in general to Kqs, (43), (44) and (4.3) writlen 
for fixed framed arches. 

The terms ^ n ^, ^ el c. are relati vely very small, represen I - 

ing the distortions due to unit axial stresses. Except for very flat arches, 
these terras may be disregarded without material error. This will be 
done hereinafter except in considering the effect of axial stress or “rib 
shortening’’ as discussed later on. 

Case I—Rigid Supports -Temperature, Effects Neglected .—If the 
supports are rigid and inelastic, the above equations may be very muo,h 
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simplified, inasmuch as the entire left-hand member of each equation 
becomes zero for such a condition. 

• (fi )*ds 

Ignoring temperature effects, and disregarding the terms v 

A.11j 

tt ti ds 

ZjE e ^ C ' as a ^ ove sc ^ forth) these equations may be written as follows: 

v m x )ds v ^ \m x m v ds „^m x mjl& _ y^N 0 n x ds 

X A EI + Y A El ~+ /j A El ~ ^ AE 

S M 0 m x ds 

El ( 105 ) 

v ^m x myd8 , v ^(.m v ) 2 ds , rz _ v \N„n y ds 

A A El + Y A~EI~ + Z ^ El ~ ~A Air 

^l.m,ds ( , 0B) 

„ y-\m x m t ds , v -r\7n v m t ds . „ y-\(m z ) 2 ds _ ^i\„n x ds 

x A El + Y A ei + /j A El ~ A AE ~ 

nr < io? ) 

Case II—Effect of a Uniform Change in Temperature (Rigid Sup¬ 
ports ).—The elastic equations for this condition may be readily written 
from Eqs. (102) to HOI) inclusive by placing the left-hand member oT 
each equation equal to zero, as in Case I. and also placing the terms 
M,„ No and l' each equal to zero, whence we write (ignoring the terms 
(nfffds n x n v ds 

. ,, > . ,, etc. as >el tor h above): 

AE AE ' 


v ^\(>n x ) 2 ds ry A l hf>S J 

-» ^ EI ' ^ y,y A / yy "W x ctds 

X % m *f* V yArd* + f *, _ z „^. 


A A El + ] A EI +/j A EI = ” ^ ,lzd(h 

Case III -Effect of a Variable Change in Temperature .—In a manner 
exactly analogous to the above these equations become: 

.. f ) 2 ds „ • s -\m, x m v ds, „^m x ni ; ds 2m x ct'dx 

ei +Y L ei +Z L KI =- - h ~ 


\m y m t ds 


(m.)~ds 


(108) 

(«») 

(110) 


r ni x myds | „ ^(m v )-ds . y^ihiin.jds 

A A EI ' Y A ~ EI + A EI ~ “ ] 


el'ds 


^m x m t ds ^m u m z (is r/ ^\{in : )-as 

x A El + Y A EI + A EI ~ 

r „. ...... . m x et'ds , m u ct'ds, , 

The individual terms n x ctds , n y ctds, ^ ^ ’ etc. carry posi¬ 

tive signs when the distortions due to the unit thrusts and moments n x , 
n v , m Xt m y , etc., are in the same direction as those produced by the 
temperature change, and rice versa. 


in y m x ds 


\(ni;) 2 ds 


^m.et'ds 

h 


( 111 ) 

( 112 ) 

(113) 
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DEVELOPMENT OF ELASTIC INFLUENCE LINES FOR RIB ARCHES 

, i 

16. Development of Formulas. — Consider the fixed arch rib shown in 
Fig. 29, which, in order to make the problem entirely general, has been 
taken as unsymmetrieal. Through the terminal point 0 of the assumed 
rigid bracket, construct two coordinate axes as follows: 

Y-Y vertical 

X-X acting along the line of action assumed for the redundant X 
and thus making some angle 0 (as yet unknown) with the horizontal. 

Let us measure t he abscissas (.r) horizontally, calling the signs positive 

to the right of the Y-Y axis, and 
let us measure the Y ordinates 
vertically, calling the signs 
positive above the X-X axis. 

Assume the three redundant 
forces to act as shown in Fig. 
29. (These redundants may be 
arbitrarily assumed to act in 
is opposite to that assumed, the 

• 

Moments causing compressive stresses in the upper fiber of the residual 
cantilever will be assumed as positive, and eon widely. 

From inspection of the figure 

m x = —y cos 0 ( 111 ) 

m „ — .r (II .*)) 

m z — 1.0 (lib) 


Divide the arch ring into small 

equal segments. 

as >1 

iown in 1 

'ig- e(), 

and compute for each segment 

, m -dx 

,/s‘ 



tin* term ^ 

/’ 

where d x 

is the 

length of the segment and / is tla 

* moment of iner 

tia o 

f the rib 

at t h<‘ 

i 

center of said segment. The term 

f/.v . 

j is sometimes 

calli 

■d the “ 

elast ic 

weight ” of each voussoir or arch bl< 

jck and will herei 

naftc 

*r be designated 

by the term G. 





We may now write Fqs. (10f>) 

to H07) inclusive (a 

ft- r mull i 

i plying 

them by the term K) as follows: 


4 

r | 


X cos <f> 2 XGy 2 — Y cos 0 XGxy — Z 

’ cos 0 XGy = — 

X 

i Jljr<IS 

A + 



cos 

0 2 

M J ly 

(117) 

-X cos <t>ZUxy -f YXGx 2 + ZXGx 
* 

•^N a n u dx 

" 4 A 

- XMoG.r 

( 118 ) 

-X cos 0 XGy + YXGx + ZXG = 

^Wn.ds v 

~ Z A ~ ~ 

\T a G 


(1 VO 



Fm. 29. 

either direction. If the true direction 
signs will simply come out negative.) 
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Now if the terms G = j arc considered as weights applied at the 

center of each voussoir or arch block, and the terminal point 0 made 
coincident with the center of gravity of such “elastic” system, we observe 
at once that 

XGx = 0 
2Gy = 0 


Proceeding a step further it is also observed that the angle 0 may be so 
taken as to make the term 'SGxy cos <t> vanish also. This last procedure 
is as follows: 

Through the origin 0 construct a temporary horizontal axis //-// and 
let y" represent the vertical ordinate to the center of each ds segment 
scaled from such axis. 


Then 


y — v" ~ x tan <t> 

ZGxy — ZGxy” — 2Gx~ tan <f> 


( 120 ) 

( 121 ) 


Placing this last expression equal to zero and solving for the angle <£ 
we have 


(i> tair 


^Gxy” 

ZGx- 


( 122 ) 


from which equation the value of may be readily determined. 

Two axes X-X and Y-Y, so located that ~Gxy vanishes, are termed 
“conjugate” axes and t he nperat ion above described is termed “conjugat¬ 
ing the redundants.” 

Applying the redundants X and )’ along the conjugate axes above 
determined and locating the terminal point 0 at the center of gravity of 
the “elastic load system,” which point will be hereinafter termed the 
“elastic center," we may write l'lqs. (117),(118) and (110) as follows: 


X - 


X„n x ds 

A 


— cos if) M„Gy 


/ ■■= - 


cos <t>- ZGy* 

y’‘ 

Sfr’j* 

iv; 


(123) 


(124) 


(125) 


The first term in the numerator of each of the above expressions 
represents the effect of the axial thrust and may be disposed of in the same 
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manner is done with uniform temperature effects. Neglecting this term 
for the present, therefore, the above expressions may be written 

XMJGy 


^ cos <t>XGy* 
_ XMoGx 

* " v/J r 2 
X 

_ XMG„ 

Z ~ XG 


(126) 

(127) 

( 128 ) 



By means of the above equations the values of the redundant forces 

.V, Y, and Z may be evaluated 
for any given condition of loading. 
It will be observed, however, that 
this method necessitates the 
solution of each equation for 
every possible position of the 
dead and live loads and is there¬ 
fore somewhat lengthy. A much 
easier and simpler method is to 
assume a unit load at any given 
point, compute the value of the 
term M„ for such load and solve 
for the redurulants X, X, and Z 
induced by such unit load. Then 
by moving this unit load across the span, values of the redundants may 
be obtained for each position of the unit load and an influence line 
constructed for each of the redundant forces. 

Placing a unit load at any point g (sec Fig. 80) we may at once write 
M„ = — Otfor any point between a and y \ 

M 0 = — k{ for any point between //and/) 

XM„G = Y"G( 0) + (129) 

"V* "w/ ”w; 

Whence Eqs. (126) to (128) inclusive above, become 

- X kl! « 

X. = 


Fin. XO. 


cos <t>XGy 2 

, t 


X kGx 


Z. = 


XGx 2 

XkG 

It 


II 


>:g 


(130) 


(131) 


(132) 


(The minus sign is used before the term k because it represents a moment 
which causes tension in the upper fibers of t he residual cantilever.) 
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Placing a unit load at any other point tn and proceeding in an exactly 
similar manner we find 


- ^ kGy 

y ' m 

' m “ 

(133) 

V' Mix 

V * 1 ' m 

m ~ 2 Gx*' 

(134) 

. A 

X W 

v = m 

/jm 2(7 

(135) 


By means of the above equations it is possible to plot an influence line 
for the redundant reaction components X, Y, and Z for any arch ring 
having rigid supports. With these influence lines plotted, the value of 
the redundants can be easily determined for any given set of load condi¬ 
tions and from these the stress in the rib at anv point may be easily 
computed. 

17. Graphical Solution for Redundant Influence Diagrams.—The 

foregoing method of calculating the influence line ordinates for the redun¬ 
dants X, 1”, and Z involves the summation of the terms given in the 
numerator once for every position of the moving unit load and is therefore 
somewhat laborious. An easier and more rapid method maybe developed 
graphically as follows: 

Consider the given arch rib as a cantilever fixed at the left support and 
free at the right support (note that this is the reverse of the condition 
under which the redundants X, Y, and Z were first developed). Load 

each da segment at its center with the corresponding elastic load G — j' 


With pole distance 2(7 construct a ray diagram for these loads and an 
equilibrium polygon (polygon .1, Fig. 31). The intercept on this polygon 
by a vertical through any point (as point g) is obviously measured by the 
term 



(130) 


Polygon A ia therefore the. influence line for the redundant Z. 

Now load the rib with the load system Gy and construct an equilib¬ 
rium polygon (polygon B, Fig. 31) with pole distance ~Gy‘ 2 cos <j>. The 
intercept on this polygon by a vertical through any point (as point g) is 
obviously measured by the term 


2(,y 4 A " 

Polygon B ia therefore the influence diagram for the redundant X. 


(137) 


20 
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In a similar manner polygon C (Fig. 31), using the load line Gx 
and a pole distance II = XGx 2 , becomes the influence line for the redun¬ 
dant Y. 



Roy Di-i'-ir.vn 
G 

Kio. HI.- Ui'vivx'il ffirililt'vfr. 

Having these influence lines plotted the determination of stresses at 
any point in the rib becomes a problem involving ordinary statics. This 
phase of the work is discussed in the next chapter. 

18: Stresses Due to Uniform Temperature Changes. —With the ter¬ 
minal point of the rigid bracked, located at the “elastic center” and with 
.the redundants X and Y properly “conjugated” the following simplifi 











Sec. 9-18] 


ANALYSIS OF FIXED ARCHES 451 


cations for Eqs. (108), (109), and (110) (see Case II, p. 445) may be 
written: 

X ( -”$ ds = 038) 

X n -Z? a =--F* ( * Jx ’ j)=0 039) 

_ -«> s * (SGJ) _ 0 (140) 

~ El E ~ <Tj ” !1 ' 

Xr'fif* = ];(-«*) = 0 (142) 

x {m i7“ - ii (,43) 


Also from Fig. 32: 


n z = cos 6 
n y = sin (0 + 4>) 
r>, - 0 


(144) 

(145) 

(146) 



The axial fiber distortion caused by the loading A' = unity acting as 
assumed is a compression or shortening of the rib. Therefore, the indi¬ 
vidual products cos Odds will be posit ire for a temperature drop and 
negative for a temperature rise. The sign before the individual products 
.-.in {0 + <t>)ci(1s will obviously bo positive for a temperature drop when 
(0-~ f- <t>) is posit ive and negative when ( 0 + 0 ) is negative. 
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Applying these formulas 


Similarly 

From Fig. 33 

Whence 


*.« 


Y, = 

Z, = 0 


■EZ+ COS dc/ds 
cos <i>‘ l ^Gy' 1 

— sin (0 + <f>)rtds 
lYi’.r 2 


2 cos 0tfs = 7/ 
2 sin(0 + 0)ds = L" 

f EctJJ -j 
‘ x Lcos ^ZGl/*] 
rEcil/'i 

r, ~ ± l J 



(147) 

(148) 

(149) 

(150) 

(151) 

(152) 

(153) 


Obviously the plus signs are to bo used for a temperature rise and 
the minus signs for a temperature drop. 

19. Stresses Due to a Variable Temperature Change. - Using the 


simplification identities listed in Art. 18, above Fqs, 
(113) of Case III, p. 445, may be written 

. (Ill), (112), and 

v , ct'EZi/ds/ln 

A< ' 1 1 cos* A 

(154) 

v . [G'KZxds/hl 

Yl '- ± \ " J 

(155) 

* = ±[ rt '™“] 

(150) 


These equations express the values of the redundants din* to a differ¬ 
ence in temperature between the upper and lower fibers of the arch ilb. 
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When the upper fibers are at a higher temperature, the distortion of the 
residual cantilever will obviously be in the same direction as that induced 
by a vertical loading. Hence the redundant forces will act in the same 
direction as for vertical loading. When the upper fibers are at a lower 
temperature than that of the lower fibers, the reverse is true. 

20. Stresses Due to Rib Shortening or Axial Thrust. —In Art. 15, p. 

71 ds 71 71 (Is 

445, the terms \ V, • etc. were dropped from the elastic equations 

(see Eqs. (105) to (107) inclusive). While this is perfectly permissible when 
considering the effect of gravity loadings and of temperature, it involves 
large errors when considering the effect of axial distortions. We must 
therefore develop the expressions for the redundants due to axial thrust 
directly from Eqs. (102) to (104) inclusive. 

With the terminal point of the rigid bracket system located at the 
elastic center and with the redundant axes properly “conjugated” 


X m x m,/h | 

El 

m-nttrts 


X m x m z ns _ _ 

ei~ 

■^w v m z (hi 
2 * FA | 

For rigid supports, and neglecting all temperature terms and terms 
involving the moments .1/,, (since the effect of the thrusts N alone is now 
desired), we may write Eq. (102) as follows: 

X X,n r (iN x .^{nt x )-ds i 

AE = " El +X Z~AE + 5 * AE~ + 

zT'lt ^‘"kT + 2 <- v "> + y "> + x "‘Xae)\ < 1S7 > 


-f XUr + Ytly -f Zh s ) 


But from Eq. (101) 


Whence 


In a similar manner 


^(m z ) 2 ds 

Zf El 

X 0 + A n x + Yti„ + Zu t 

.,yr\Xll x d,S 

~ h *i A E 
cos 


\Xn«ds 


** AE 

" 2(r'.r 2 

T n,ds 

„ AE n m 

Zh =-- „ = 0 (since n M 0) 


(138) 


(150) 


( 100 ) 


(161) 


(162) 
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It will bo nototl that these equations are in exactly the same form as 
those representing the effect of a uniform change in temperature if wo 
N 

substitute ^ for Ed. In other words, the stresses due to the effect of 

the axial thrust arc equal to those produced by a temperature drop of t" 
degrees where 


t" = 


N 


AEc 


(163) 


In this manner the axial effects may be regarded in the light of an 
“equivalent temperature drop” and solved from the temperature stresses 
by direct proportion. These stresses arc generally designated by the 
term “rib shortening” stresses. 

21. Symmetrical Arch Ribs.- If the arch rib is symmetrical about the 
center line of the span, it is obvious that the “elastic center” will fall on 
a vertical through this center line. It is only necesssary therefore to 



locate the vertical position of the elastic center on this cenler line, which 
may be done by applying the elastic weights horizontally as discussed in 
the next chapter. 

Consider the symmetrical arch span shown in Fig. 34, - ilh the elastic 
center 0 determined as above. Through this elastic center const met the 
vertical redundant axis Y-Y and a temporary horizontal axis X”-X". 

The true conjugate axis X-X (from Eq. (122)) makes some angle 4> 
with the axis X"-X" such that 


tan tf> = 


XGxy 

~2b’.r 2 




(104) 


But, since the arch is symmetrical, IGxy" must equal zero, whence tan</> 
* 0, (!> 0, and the axes X''-X" and X-X coincide. For symmetrical 
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arch ribs, therefore, the conjugate axes are at right angles, which simpli¬ 
fies the equations for determination of the redundants. 

We may therefore rewrite the redundant liquations in the foregoing 
articles to apply to symmetrical arches as follows: 

Case I—Unit Load at Any Point g (see Eqs. (130) to (132) inclusive). 


Y 0 


v'Mh 

~ '2 )(}y> 

%Wx 

2Gx* 


(105) 

(166) 


Z 


a 


tiJtG 

sr; 


( 167 ) 


Case II — Uniform Change in Temperature. — (Note that for a sym¬ 
metrical rib 7/ = L and L" = 0.) 

Y = + I EctL ~\ 

Xt 111 L sgvJ 


3G Y 

Yt and Z t = 0 

Case III—Effect of Variable Temperature Change. 

ci'E 2yds/h 
2<7//- 

rt’EZxds h 

2 C,x 2 


AY ± 
Yr — + 


Zv 


+ 


cl'EZtls 'h 




U 


(108) 

( 169 ) 

(170) 

( 171 ) 

(172) 


COMPLETE ANALYSIS OF A 360-FT. FIXED STEEL ARCH RIB 


Tin* calculations given below are taken from Hie preliminary anal¬ 
ysis ot the 350-ft. encased steel arch rib designed to span the Willamette 
River at Oregon City, Ore., this structure being now under construction 
under the writer's supervision. 

Figure 35 indicates the general dimensions and make-up of the struc¬ 
tural ribs as first assumed, the span being a “half through M type con¬ 
sisting of t wo box girder arch ribs of 350-ft. center line span and 100-ft. 
rise. The structure is encased in concrete and supports a reinforced 
concrete deck carrying a 20-ft. roadway and two 5-ft. sidewalks. The 
arch rib is fixed at the skew backs and sprung from solid basalt cliffs. 

The analysis considers only the structural steel rib, the concrete 
encasement being considered merely as a protective covering. The 
procedure is as follows: 

OPERATION I 


'The arch rib was first sketched in with roughly assumed dimensions, 
the dead loads at each panel point were calculated and an equilibrium 
polygon for such loading passed through the center line at croqpi and at 
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both skewbacks. The axial curve for the arch was then corrected to 
closely approximate this “ trial polygon ” and again sketched in. “ Rough 
in” or preliminary stress calculations were then made and the assump¬ 
tions as to the “make-up” of the rib at various points corrected accord- 

IMI 

I Section A-A 




XCXIX XIX 



—t 


Fir. 35. 

ingly. Figure 35 illustrates the dimensions and make-up of the rib at this 
stage of the work. 

OPERATION n 

The half rib was next divided into 10 equal linear increments ds(ds in 
this case = 156.4 in.) and the moment of inertia of the rib section at 
the center of each of these increments or “voussoirs” then computed. 
The calculations for this operation are given in Table 7. • 
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OPERATION III 

The elastic weights 6 = ^ (since m t = unity) were next 

computed and the center of gravity of such elastic load system deter¬ 
mined, thus locating the “elastic center” of the system. (Since the span 
is symmetrical this clastic center must lie on a vertical through the 
center line of the span.) The calculations for this operation are given 
in Table 8. 

OPERATION IV 

Next, for each section, or “voussoir,” the terms y, y 2 , Gy, Gy 2 , x, x 2 
Gx and Gx 2 , also the summations 2 G, 26V, and 2Gty 2 were computed 
(sec Table 9). With these terms the equilibrium polygons for the load 
lines 26, 26* and 2 Gy, were next constructed, thus determining the 
influence diagrams for the redundants X, Y, and Z, acting at the elastic 
center of the system (see Fig. 36.A). The values of these redundants for 
a unit moving load were scaled from these influence diagrams and arc 
tabulated for use in Table 10. It will be noted that for ease in plotting 

the pole distances have been taken as follows: 

• 

For redundant Z, pole distance = 226 

For redundant X, pole distance = 2 Gy 2 -r 500 

For .redundant Y, pole distance = 26V 4- 1,000 

The influence line ordinal es therefore measure to the scale of the draw¬ 
ing the values } •>Z, 500.V and 1,000}'. 

OPERATION V 

With the A’, Y and Z influence lines plotted, it now becomes necessary 
to plot influence linos for the moment M, and axial thrust T at any point. 
The calculations for this work are given in Tables 11 to 19 inclusive and 
the influence diagrams in Fig. 36/1. Moment and thrust influence lines 
being calculated for nine different points on the rib as shown. 


OPERATION VI 


The thrust X t due to a temperature variation of 30 deg. each way 
from normal is next computed. (The structure, being located in the 
Willamette Valley, is not subjected to any large variation in external 
temperature, the winter seasons being very mild). Thirty degrees varia¬ 
tion was, therefore, considered sufficient. 


X t 


M t = 


EdL 

± 26 V 

±X t y 


(30,000,000) (0.000000) (30) (4.200) 
2,191 
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H- Pofe distance £G[x $— 



Influence Lines for Moment and Thrust 
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OPERATION VII 

The dead and live load panel point concentrations arc next computed. 
The detail calculations for dead loadings are not given here the results 
being shown in Fig. 37. For live loads the panel point concentrations 
are readily computed as follows: 

For the truck in the position shown the concentrations arc: 18,800 lb. 
at A, 38,400 lb. at B, 18,800 lb. at C, and 20,000 lb. at D. In addition 






to this live loading the concentrations from live loatl on the sidewalks 
amounts to 10,800 lb. per panel for panels No. 3 to No. 13 inclusive. For 
the other panels the sidewalk is not so wide and tin; live loading amounts 
to but 0,000 lb. per panel. 

OPERATION VIII 

. Having the live and dead load concentrations computed, the same arc 
now applied to the influence diagram and the resulting moments and 
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thrusts calculated therefrom. With these moments and thrusts the 
stresses in the material are calculated by the ordinary formulas. The 
detail work for this last operation is given in Tables 20 to 28 inclusive. 
This completes the principal features of the preliminary analysis. It will 
be noted that the stresses at every point except the skewback are within 
the usual allowable limits indicating that the skewback section should 
be increased for the final analysis. 
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OPERATION IX 

The only other stresses remaining to be determined are the “rib 
shortening” stresses and those resulting from a variable change in internal 
temperature. The former stresses are obtained from the temperature 
stresses simply by direct proportion as was discussed in the preceding 
chapter. The effect of a variable temperature change may be determined 
from the application of the formulas discussed in Art. 21, p. 454 (see 
Eqs. (170) to (172^ inclusive). Neither of these conditions was considered 
in the preliminary design hereinabove described. The method of obtain¬ 
ing them for the final analysis having been explained in a former chapter, 
is not given here. 

In addition to the above stresses, there will, of course, be certain mnd 
stresses in the rib, but these, being calculated by the ordinary static 
formulas, need not be discussed in this connection. 
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|Section Depth "d 1 

b. 'b.fl. is 

/ 129 1 


/09" 


10 90 ‘ 


12 84 


!4 8!" 

IS 80" 

19 19 " 


Make up 

WT/’/s' ffnzgf 

Flange(8 is 6“*6lY!g 
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~wW ?/»*•»>«•■; — 1 
/ r /^d 8 At 6’* 6 "* ■%' 
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Tamms 8.—Calculations for Position of “Elastic Center” Arch System. 


r- 

Section 

VoussoirHt 

i 

(Biq, inches) 

- & .ds- 

m 

(inches) 

mG . 

. / 

490800 

0.00037$ 

1/38 

0.363 

? 

447300 

.000349 , 

70/6 

.354 

3 

40SS00 

. 000386 

900 

.347 

4 

366000 

. 000428 

789 

.338 

5 

329400 

.00047S 

684 

.325 

G 

30/50 0 

.OOO S79 

584 

.303 

7 

27S40O 

. oops eg 

490 

.278 

8 

30/SOO 

. oooS79 

402 

.200 

9 

2 72 700 

■ .OOOS74 

32! 

.784 

10 

254300 

.0006/S 

247 

.752 ■ 

// 

233 SO O 

.000 665 

no 

. 7/9 

12 

2/7300 

.000720 

12! 

.6 87 

V IS 

769400 

.000924 

#-? 

.067 

■ 14 

764600 

. 000950 

38 

.036 

/£' 

760700 

.000977 

~%4~ 

. 0/4 

L / ? . 

7SS400 

. 00/005 

2 

.002 

L.?_. 


.009993 


3.178 _ 


m p orary. n / __M - Mjt 

(Hor. through crown) 


m- SGm = 3.]78 _--z,q" 
£ G .009993 
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Table Calculations for Factors Evaluating Rkdundants' 
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Table 10. —Values of Influence Line Ordinates (Scaled from Fiu. 36) 


Unifload 

at 

Section No. 

“1 


Ob) 

(ialb.) 

/ 

0.0 00 

/.000 

20 S3 

2 

.0/0 

0.998 

19 SO 

3 

\034 

.99/ 

1852 

4 

.072 

.983 

1745 

5 

.120 

.970 

/640 

6 

.180 

. 9S0 

/S3/ 

7 

,2S2 

.929 

J4/8 

8 

,332 

. 903 

1312 

9 

.4/3 

.870 

1203 

/O 

.so? 

. 832 

/094 

II 

.S89 

, 792 

98S 

!2 

.67/ 

. 747 

878 

13 

• 746 

. 697 

77S 

14 

.806 

. 64S 

679 

IS 

. 8SO 

. S88 

586 

16 

. 874 

. 528 

SOO 

16 

. 874 

.47/ 

42S 

IS 

. 8SO 

. 4/3 

356 

14 

. 806 

. 3S7 

293 

13 

. 746 

. 303 

240 

12 

.67/ 

. 2S2 

192 

II 

. S89 

. 207 

154 

to < 

. SO? 

, 166 

no 

9 

. 413 

. 130 

9/ 

8 

. 332 

. 098 

67 

7 

. 2S2 

. 072 

48 

6 

. J80 

, 048 

3/ 

5 

' 

£ 

_ 

. 030 

19 

4 

. 072 

. 0/7 

1/ 

3 

. 034 

. 008 

5 

2 

. 010 

. 003 

2 

/ 

. 000 

. 000 

0 
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Table 11. —Influence Link Ohoinates foh Moment Thrust (Skew Back) 


Section 


lomehtOn. lb) 

l_TW(lb.) 1 

ifouswoirfl 

Xu 

Yx 

z 

M 


Ysin© 

T 

/ 

c.o 

2IOO 

2053 

~ 47 

0.000 

0.807 

Q807 

2 

8.8 

2095 

1950 

-136 

.006 

. 80S 

.8// 

3 

30.0 

2030 

!8S2 

- 198 

'.020 

.800 

.820 

4 

G3.S 

?06S 

1745 

-256 

.043 

.793 

• 036 

5 

706.0 

2036 

1640 

-290 

.07/ 

.782 

.853 

G 

IS9.0 

/99S 

1531 

-305 

JOG 

.766 

.872 

7 

222.0 

1950 

14/8 

-3/0 

J49 

.749 

.898 

8 

293.0 

1896 

13/2 

-291 

,/96 

.728 

.924 

9 

364.0 

1827 

1203 

-260 

.244 

. 70/ 

.945 

/O 

443.0 

1747 

1094 

-2/0 

.296 

.67/ 

.967 

// 

SI9.0 

1664 

h 98S 

— 160 

.348 

.639 

.987 

12 

S92.0 

!S68 

878 

- 98 

.396 

.602 

.998 

/3 

658.0 

1463 

775 

- 30 

.440 

.562 

/.002 

!4 

7 no 

1354 

679 

3-36 

.476 

.520 

.996 

/S 

7SO.0 

J23S 

586 

101 

.502 

.474 

.976 

/6 

770.0 

mo 

SOO 

+ .'60 

.5/5 

.426 

.94/ 

/G 

770.0 

990 

425 

+205 

.5/5 

u38Q\ 

.895 

/£ 

7500 

866 

356 

+ 240 

.502 

.333 

,83S 

/4 

V/.O 

75O 

293 

+ 254} 

.476 

.288 

.763 

13 

<658.0 

636 

240 

+ 262 

.440 

.244 

.684 

!2 

592.0 

529 

192 

+ 255 

.336 

.203 

.599 

// 

SI9.0 

435 

754 

+ 238 

.348 

.167 

.5/5 

/o 

443.0 

349 

/20 

+ 2/4. 

.296 

.134 

.430 

9 

364.0 

273 

9/ 

+ 182 

.744 

./OS 

.349 

8 

293.0 

206 

67 

+ 154 

.796 

.079 

.275 

7 

222.0 

IS/ 

48 

+ H9 

.749 

.058 

.207 

6 

/S9.0 

70/ 

3/ 

+ 89 

JOG 

.039 

,/45 

S 

106.0 

63 

19 

+■ 62 

.07/ 

.024 

.095 

4 

63 5 

3S.7 

// 

+ 39 

.043 

.0/4 

.067 

3 

30.0 

n 

S 

+- 78 

.020 

.007 

.027 

2 

8.8 

6.3 

2 

+ 4 

.006 

.002 

.008 

/ 

0.0 

0.0 

O 

O 

,ooo 

.ooo 

.ooo 


/ 



y - 882" 

' 2100 " 

COS 0 = 0.590 
sin 0 = 0.807 


M = Xy+Z-Yx 
T= XcosQ+YsinQ 
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Table 12. —Influence Line Ordinates for Moment and Thrust (Panel Point 

No. 1) 
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Table 13.— Influence Line 0bi>inatk8 foh Moment and 'fimusT (Panel Point 

No. 2) 
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Tahle 14.— Influence Line Okui nates eok Moment and Thuust (Panel Point 

No. 3) 



M=Xy+Z“Yx- Pa 
T= XcosQ+YsmO-PsihO 
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X = I080 ,r 
xqx.s u = 18 " 

COS 0- 0.875 
Si'nG = 0.4-85 

P= 1.0 

M= Z-Xy-Yx-Pa 
T = X cos 0+Ys i n 9 - Psin 0 
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Pahle 16.—Influence Line Oudxnates for Moment and Thrust (Panel Point 

No. r>) 


Section_ 

ZousiQirU ■_ Pa _ 
__ /_ >2/3 

2 j/jjj 

_ _3_ [0/Q_ 

4 _ 900, 

5 " 78 4 

6 G G3 

7~~ _ S 38 

8 _ 408 

9 275_ ~ 
JO J37 

_ !± 

tf 


Mome nt (i n 

Xy Yx: 

_0.0 840 
!A 838 
,_4.7_ 834 
9 .9 ~82G 
JG.G 8JS_ 
_249 799 

34.8 T ?80 
45.8 7S8_ 

57.oJ~73/_ 
69.2 698 

’ 8/.Z 

925 628 


-lb)_ Thrus t (lb) 

1 T M XcosG Y sinG PsinG 

2053 _ 0 0.000 0. 409 0.409 

J9SO — 3.4 1 _. 009_ .408 .409 
JdS2_ + 3.3 \ _2p3f_ .406 ,409 
J745_ 4- 9./ . 066 .402 ,40 9 ~ 
J640 A-244 J09 .397 .409 
1531 ./G4_ , 389 .409 

~J4J$ + 65.2 I” 230 -380 .409 
/~3/2 3/00.2 .302 .369 .409 
1203 \7 /4qA _.376_ .356 .40 9 
>094 + Z89.8 \.4,57_ .340 ±4C$ 
985 \ 23?.8 \.5 3G .324 
878 ArS7.4\ . 6/P .306 




0.000 
.006 
.028 
.059 
,Q97~ 
J44 
. 20 / 
.262 
.323 
.396__ 
.360 
\ 9/8 
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Table 17. —Influence Line Okdinates foh Moment and Thkuht (Panel Point 

No. G) 




°*>s y = 229 
COS 0 - 0.95G 
Sin 9 0.292 

1.0 

M = Z-Xy-Yx-Pa 
T = X cos 0+Ysin 0- Psin 0 
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Tajilk IS.—Influence Link Ordinates m>r Moment and Thrust (Panel Point 

No. 7) 


Section 

Moment (in.-lb) 

Thrust(lb] 


OP 

ifoussarN 

, Pa 

X,q 

Yx 

z 

M 

XcasQ 

Ysin 9 

Psin0 

T 

/ 

1693 

0 

360 

20S3 

0 

0.000 

0.175 

0./75 

0.000 

2 

IS $4 

2.9 

359 

/9S0 

- S 9 

.o/o 

.ns 

•175 

.0/0 

3 

1490 

9.8 

3S7 

/8SZ 

- 4.8 

■ 033 

.174 

• ns 

.032 

4 

1380 

20.7 

3S4 

174S 

- 9.7 

.07/ 

• nz 

• / 75 

.066 

5 

1264 

34.6 

349 

/640 

- 7.6 

-ns 

.no 

.175 

J/3 

G 

H43 

Sl.9 

342 

153 > 

- S. 9 

477 

./66 

./ 75 

.168 

7 

10/8 

77.6 

334 

1418 

- 6.6 

■248 

.162 

• ns 

•235 

8 

888 

955 

3>?S 

13/2 

+ 3i5 

■327 

• IS8 

• 175 

• 3/0 

9 

7SS 

H9.0 

3/3 

/203 

+ /6/0 

• 406 

• IS2 

• 175 

.383 

10 

617 

/4S.0 

300 

/094 

+ 32 0 

.494 

.146 

.175 

.465 

n 

475 

no.o 

28S 

385 

+SS.0 

.580 

.139 

./75 

.544 

12 

330 

193.0 

263 

878 

+ 86 0 

• 660 

.131 

• !75 

•6/6 

13 

18! 1 

2/S.O 

2S/ 

77S 

* 128.0 

•735 

•122 

.ns 

.682 

>4 

29 

232.0 

232 

679 

+ 186.0 

.794 

.1/3 

'175 

• 732 

)S 


24S.0 

2// 

586 

+130.0 

•836 

J03 


.939 

16 


2S/.0 

190 

SOO 

±59.0 

•860 

.092 


•352 

16 


251.0 

no 

42S 

+ 4.0 

•860 

.082 


.942 

IS 


24S.0 

149 

356 

-38.0 

•336 

• 072 


•908 

14 


232.0 

m.s 

293 

-67.5 

.794 

.068 


.862 

13 


2/SO 

/09.0 

240 

- 84.0 

.735 

.053 


.788 

12 


193.0 

90. G 

192 

- 9/. 6 

.660 

.044 


. 704 

U 


noo 

74-S 

IS4 

-9'OS 

.580 

.036 


.6/6 

10 


/4S0 

S9.8 

120 

- 84.8 

• 494 

■029 


•523 

9 


//9.0 

46.8 

9/ 

- 74.8 

• 406 

.023 


■429 

8 


OSS 

3S3 

67 

- 63.8 

•327 

.on 


• 344 

7 


72.6 

25 9 

4$ 

-50.S 

.248 

.0/3 


.26/ 

G 


SI. 9 

H.3 

3/ 

-38.2 

J77 

.008 


•/6S 

5 


34.6 

JO 8 

/9 

- 2€4 

• II8 

• 005 


• ) 23 

4 


20.J 

6/ 

// 

-tS.8 

• 07/ 

.003 


.074 

3 


98 

2 9 

S 

-77 

.033 

.00/ 


.034 

2 


2.9 

/./ 

2 

-2.0 

. 0/0 

.000 


. 0/0 

/ 


0.0 

0.0 

0 

0.0 

• 000 

.000 


.000 


X = 35)0" 
axis y — 286' 
cos 6 =- 0.884 
sin 9 r 0.175 
P-- 1.0 

M= Z-Xy-Yx-P* 

T= X c os 0+Ysih 0 -Psi n 9 
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Tabus 19. —Influence Line Obdinateb fob Moment and 'fimusT (Panel Point 

No. 8) 















































































































































































20. —Moments and Thrusts at Skew Back 
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SECTION 10 

ANALYSIS OF TWO-HINGED ARCHES 

Br C. B. McCullough 


The method of analysis described in Section 9 applies tp two-hinged 
arches. Consider the two-hinged rib arch span shown in Fig. 1 on folding 
page. To simplify the analysis, the rib has been considered as having a 
constant moment of inertia from end to end. It is apparent that a like 
method of analysis would suffice were the rib section of varying dimension. 

From Fig. 1, it is seen that there will be one redundant reaction 
component which for convenience, we will assume as being the horizontal 
-component at the left skewback. 

‘Equation*(lQ2) of p. 444 may be written for this redundant as follows: 


Ax*+ A t x 4- A t’x ~ 2r*Ai 



N 0 n r ds 

AE 


+ 2 


M 0 m x (h 

El 


+ 


V r'2(„,)7/.v 
L AE 


20/OW] 

^ El 1 




+ Zn x ct(te + S - n (ct'(h) 


It will be noted that the residual span is not a cantilever as in the case 
• Of'the fixed arch span, but a simple beam. 



* ■* 

If we assume the hinges to be supported on rigid and unyielding shoes, 

whichHs nearly always the ease in construction of this kind, thg entire, 
left-hand member of the above equation vanishes and we can greatly 
Simplify tl*e analysis. 

From Fig. 2, it is at once observed that 

n x — cos a 
toz ~ U 
ds cos a — dx 
- 483 
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The expression in the brackets in the above general equation may 


then be written 




r ^dx cos a . 

IA ae + Z~Wl J 




Designating the above term for the present by the letter D f we may 
write an expression for the redundant X (separating the effects of gravity 
loadings, temperature, etc.) as follows: . ' 

For gravity loading 

X X „dx ^M 0 yds 

AE EI~ ; 

A 1) 


<- - dx, - ->f* -dx a 


»J<--^ 




->f<- dx* - - OfX* 


M 9 [Moment at point p due to unit loads shown] 

-[x,i‘X M rx-oTX.*]j]-(-X;-b)-(%2-b) 

Emg] the summation of moments at fife above toad 
points due to a unit load at pointy] 

'£(**+i **-*>) [r) x ' "fa '*>) 

= 2-(x,**ttx 3 i-7t.)-(x l -b)-fa. 1 ,-b) 

My - Emj 

S. 


N a dx 


Except, for very fiat arches, we may neglect the term 2 j without 

material error. This will be done in this case. Also we may write for a 
unit load at any point g 

M 0 — m u 

Whence, for a unit load at any point g 

v ds 

~»>uU E j 

I) 


X„ = 


Before going further, it is necessary to demonstrate a simple rela¬ 
tionship governing loads on any simple beam as follows: 

Consider the simple beam shown in Fig. 3 and let the same be divided 
into any given number of linear increment s dx. 

Let M„ represent the moment at any point g due to a seyes of unit 
loads one at the center of each dx division. 

Let 2m # represent the summation of the moments at the center of 
each dx division caused by a unit load applied at point g. 

Ffom Fig. 3, it is easily seen that 

2m a = M a 
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-s 

It should npwlke clear that 2w a • represents the moment at the 

* i 

•,r nj (1 o 

given point <jf caused by the application of a system of loads Gy = ^ 
at the center of each ds division of the arch rib. 

vds 

It is therefore apparent that if the loads Gy = ^ be laid off on a 

vertical load line with pole distance D = [X X^t] 0( l u ilib- 

rium polygon plotted therefrom will be the influence line for the redun¬ 
dant X\ 

Pursuant to the above, the arch rib is now divided into equal linear 
elements ds fin this case ds — 120 in. except for the spring line elements 

ds 

which are 156 in. in length). The elastic loads G = are next computed 

lids 

and also the terms Gy = . These loads arc now laid off on a vertical 


load line, as shown in Fig. 1. 

The pole distance D is next calculated, the work being tabulated 
below as follows: 

Calculation of Elastic Loads and Polk Distanck D 
^ (E Assumed = 29) 


Division 

number 

y 

- y,U 
(j ~ El 

<’Y 

(lx COS a 1 

1 

51 

0.0041 

0 22 

0.72 

2 

144 

0 0083 

1 20 

0 70 

3 

221 

0 0127 

2 81 

0.70 

4 

28(5 

0 0104 

4 08 

0.84 

5 

318 

0 0200 

0.90 

0 92 

6 

398 

0.0229 

9 12 

0.98 

7 

443 

0.0251 

11 20 

1.04 

8 

47(5 

0.027t 

13.00 

1.10 

9 

503 

0.0288 

14.50 

1.14 

10 

522 

0 0300 

15 70 

1.16 

11 

530 

0 0305 

10.20 

1 18 

Total. 


■ 

95.59 

10 44 

2. 

(For entire 

.span) 

191.18 

1 

20.88 


1 This term may also be determined graphically as shown in Fig. 16, on folding page. 


The area A for the arch rib in question (see Fig. 1) is 63 sq. in. The 
pole distance D is therefore 

19118 +mm = I92 - 75 

, With this pole distance (divided by 500 for convenience in plotting), 
’the equilibrium polygon is constructed for the loads Gy . The ordinate 
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to this polygon intercepted by the vertical through any point g measures 
to the scale of the rib diagram the term 

\tn a ydn 


X m„ya. 
El 

D -r 500 


= 500Y. 


The area included between this equilibrium polygon and its closing 
line is, therefore, the influence line for the redundant X with a factor 
of 500. 

The influence line for the redundant X thus determined, it now 
remains to construct influence lines for the moments, thrusts, shears 
anti fiber stresses at the various points along the rib. 

As discussed in the section on three-hinged arch design, the fiber 
stress at the extreme intradosal, or extreme extrudosal fiber is not a linear 
function of the moment at the neutral axis, on account of the effect of 
the direct axial thrust. This fiber stress is, however, a direct linear 
function of the moment about the “kernal” point corresponding to the 
fiber stress in question. 

Proceeding therefore, as in the case of the three-hinged rib arch, we 
may lay off the point Ic i whose distance below the neutral axis is equal 

r'i 

to the quantity ,, and also the kernal point k•> whose distance above the 

r 2 

neutral axis is equal to the quantity . In the above, the term r Tepre- 

('L 


sents the radius of gyration 



of 


the rib section, e e the distance 


from the neutral axis to the extreme extradosal fiber, and c, that to the 
extreme intradosal fiber. 

As in the chapter on three-hinged arches, we may at once prove that 


and 



It is only necessary, therefore, to plot influence lines for moments 
about the two “ kernal ” points on any given sect ion, as these are obviously 
identical in form with the influence lines for fiber stress at the .section in 
question. 

Consider first the section b-b (Fig. Id) and let /.q and k 2 be the two 
“ kernal" points. 

Considering first the intradosal kernal point k 2 whose ordinate 
measured from the horizontal through X is equal to y 2 . 

The total moment M* 2 at this point is given by the expression 

M„,~ M, - Xy, = x) 
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In an exactly similar manner, the moment about the kernal point ki 
is given by the expression 

M t[ = M„ - Xy, = y t ("? - x) 

Therefore, if the moment lines ~y and y are simply superimposed 

upon the X influence line, the area representing the difference between 
these two areas (the shaded area Fig. I) is the influence line for the 
desired moment at the kernal point. 

For example, in Fig. le, the X line is replotted from Fig. lc and (to 

the same scale) the influence line - 0 is superimposed thereon. 

y is proportional to the moment on a simple beam of span L and is 

fully determined by plotting the distance b'b"' equal to an ^ 

drawing the lines a , b'" and b"'d'. 

The shaded area, therefore, measures to the scale of the arch drawing 
the term 

—- D — X = ~ k ' t - = fi( I ) = ft [a constant] ' 

?/2 Vi V 

• (/ x ) (x ) 

In an exactly similar manner b"b' v is laid off equal to ^~(L) [y)~ 

M 

and the line 0 plotted. 

2/i 

The area between this line and the X line measures the term 
0 — A') = = f, ( I ) = fe [a constant] 

V !h / 1/i Vc./yi/ 


It is apparent that the X line, once it is plotted, may be used as a 


base upon which to superimpose the 


M n 

y 


lines for any section of the rib, 


and thus determine influence lira's for fiber stresses at every point desired. 
In this case, the kernal points for every point on the rib will lie on, 

r 2 

two curves parallel to the neutral axis, since is constant for every 

c 

section. Should the depth or the moment of inertia vary from point to 
point, th® kernal points must be located for each section investigated. 

The above influence lines completely cover the effect of both bending 
moment and axial thrust; it only remains to investigate the effect of 
shearing forces on the rib. 

4 These stresses are generally of comparatively slight importance as 
* the axial stresses are very nearly normal to the rib. 
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If desired, however, the shear influence line for any section (as for 
example section 6-6) may be plotted as follows: 

If we designate the total tangential force or shear on this section by 
the term J, and if Jo represents the corresponding shear at this same 
section considering only the residual simple span, wc may at once write 

J = Jo -j- X sin a = I"——- *+■ xl sin a 

Lsin a J 

where a is the angle made by the arch axis at section 6-6 with the 
horizontal. 

Noting that J 0 is negative for loads to the left of section 6-6, the 
shear line may be plotted at once, as shown in Fig. 1/. 

It will be observed that for a load just to the right of section 6-6, J 0 

= (left reaction) cos a = cos « and X ) c ota. For 

a load just to the left of this section, the beam shear J o is equal to 

- f f cos aV and the term /° ~ = — ( f cotaY The lines a"a!” and 

(l'"d' v are therefore made, to scale, equal to the quant ity cot a, as shown in 
the figure. ' 

This completes the analysis of stresses at section 6-6; any other section 
can obviously be investigated in like manner. 

Temperature Effects. —The horizontal thrust X t due to temperature 
effects only, may be written at once from the general equation as follows: 
For uniform temperature changes 

y _ 2 n x d<ts _ ct 2dx _ ctL 
A ‘ “ D ~ J) 1J 

Also for any section, as section 6-6 

Mt = A',?/ 

J t = X t sin a 

In this manner, all the stresses due to a uniform temperature change 
may be readily evaluated for any given section. 

For a variable temperature change, wherein (he upper anti lower 
fibers of the rib section differ in temperature by t- degrees, 

Xt = Z 'j Cl'(is 
h 

Mi = X/u 

Jt = AY sin « 

These last stresses may therefore, be evaluated in much the same 
manner as for a uniform temperature change. 

The effect of the axial compression “rib shortening” may be taken 
care of as an equivalent temperature dmp exactly as explained for tlj£ 
.fixed arch. * 
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three-hinged, 375-392 
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414 
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floor design, 48 
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400-106 
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Beaver, Pa., bridge, 262, 271, 275, 277, 
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Braccd-ehain suspension bridges, 321 
Brakes, hand, on baseule bridge, 154 
Breslau, Oder river bridge, 326, 327 
Bridges, bascule, 1-157 
cantilever, 256-288 

cited, see name of city or country nr 
river. 

continuous, 199-255 
steel arch, general, 359-374 
suspension, 289-358 
swing, 186-198 
three-hinged arch, 375-392 
vertical lift, 158-179 
British Columbia, C. N. I*, railway 
bridge, 171 
Brown bascule, 27 

Budapest, Elizabeth bridge 1 , 325, 357 
Buffer blocks, 78 

Buffers for vertical lift bridges, 174 
in bascule piers, 65 
Bushings for vertical lift bridges, 17S 

C 

Cable, for suspension bridges. 289-291 
Cable lift bascules, 8-15 

curved track and rolling counter¬ 
weight, 13 

sectional counterweights, 13 
spiral counterweight drums, 10 
Cable spinning, for suspension bridges, 
352 

Cables for vertical lift bridges, 171, 178 
California, Red Rock bridge, 274, 288 
Cantilever bridges, 256-288 
anchorages, 275 
arched type, 285 

compared with continuous bridges, 256 
computation for moments and shears, 
262-269 

conditions, of statical determination, 
257 

■ economical ratio of span lengths, 283 
economy, 281 
erection adjustments, 2/0 
esthetic considerations, 288 
examples, 261 
lateral systems, 279 
quantities in spans, 284 
reactions for indeterminate type, 269 
relative rigidity, 283 
span lengths, 284 


Cantilever bridges, statically determinate 
type, 257 

stringer expansion bearings, 280 
Cantilever walks for vortical lift bridges, 
174 

* * 

Catenary of suspension bridge*, 293 

Center-bearing swing bridges, 180-196 
lock mechanism, 144 
shafting, for bascule bridge, 149 
of gravity of bascule bridge, 106 
Chicago Bascule Bridge Co., 73 
Chicago, Belmont Avenue bridge, 23 
Clybourn Avenue bridge, 21 
Pennsylvania Railroad bridge, 168 
South Halstead Street bridge, 158, 159, 
163 

Van Burcu Street bridge, 1 
Chicago type of trunnion bascule, 20-24, 
30, 38, 58 

Cincinnati, C. N. O. Railway bridge, 202, 
217 

Newport bridge, 272 
Clifton bridge, 357 f 

Cologne, Rhine River bridge, 326 
Columns on main girder of bascule 
highway bridge, 100 t , 

Concrete, amounts needed to balance 
bascules, 56 

Continuous bridges, 199-255 
advantages, 199 

Allegheny River bridge, 211-214 
C. Nf. O. bridge at Cincinnati, 202, 217 
comparison of clastic curves for differ¬ 
ent assumptions, 234 
with cantilever bridges, 256 
conditions favorable for, 201 
dead load stresses, 237 
design and erection, 199 
economic comparisons with simple 
spans. 199 
economy of. 200 
elastic curve, 218 

for a continuous truss, 230 
for three-span bridge, 237 
for variable 1, 226 
fixed points in continuous spans, 250 
history of, 202 * 

influence diagram for bending mo¬ 
ments, 220 

for continuous trusses, 236 

for shears, 222 

tor three-span type, 244 
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Continuous bridges/ live load stresses, 
236 

loading placement, rules for, 252 
method of double influence linos, 246 
moments and shears for two unequal 
spans, 225 

multiplc-spfyn continuous girders, 249 
Nelson River bridge, 214-217 
number of spans, 201 
prejudices against, 200 
proportions, economic, 201 
reactions for two continuous spans, 225 
settlement of supports, 253 
stresses, 218 

symmetrical three-span continuous 
girders, 241 
three-span, 237, 249 
triangular variation of I, 227 
two equal spans, 223 
unequal spans, 223 
Sec also Sciotoville bridge. 

Cost of bascule and swing bridges, 5-8 
Coulllerweight calculations for a bascule 
highway bridge, 104 
pits, 64 

Counterweights for vertical lift bridges, 
173 

in bascules, 51 
Cowing bascule, 27 
Crib vs. sheet piling, 69 
Cumberland river bridge, 356 
Curved track and rolling counterweight 
type of bascule, 13 

D 

Dead load stresses in counterweight arm, 
on bascule bridge, 86 
on bascule bridges, 46-47, 01 
Dead loads, calculation fur bascule high¬ 
way bridge, 83 
on bascule foundations, 50 
Deck span vs. through bascules, 33-37 
Deflection sheaves for vertical lift 
bridges, 178 

Deflections in beams and ribs, 406 
in structural frames, 396-400 
Designs and types of bascule bridges, 
1-29 

adaptability to wide roadways, if 
advantages, 1 
•Tirown bascule, 27 


Designs and types of bascule bridges, 
cable lift type, 8-15 
Chicago type, 20-24, 30, 38, 58 
collisions with river craft, 5 
comparison with vertical lift, 5 
Cowing type, 27 
duration of opening, 2 
early types, l 

economy, compared with swing type, 

5-8 

Page and Schnabel type, 27 
patented types, 28-29 
pier considerations, 2 
rapidity of operation, 1 
roller lift type, 15 
safety to land traffic, 4 
semi-lift bascule spans, 25 
Strauss type, 24 
trunnion type, 19 

Waddell and Harrington type, 27 
Displacements in beams and ribs, 406 
in structural frames, 396-400 
Double leaf bascule vs. single, 30-33 
Drums for operating vertical lift bridges, 
178 

E 

Economy of bascule bridges vs. swing 
type, 5-8 

Elastic curve in continuous bridges, 218 
equations for arch frames or trusses, 
407-411 

Ellis, C. A., on Swing bridges, 180-198 
Elongation of cable in suspension bridges, 
296 

England, Britannia bridge, 202 
Brync bridge, 202 
Forkscy bridge, 202 
Equalizers for vertical lift bridges, 174 
Equations for arch frames or trusses, 
407-414 

Erection adjustments of cantilever 
bridges, 270 

features in design of bascules, 49 
problems in bascule bridges, 38-58 
Encson, J., 21 

F 

renders on bascule, piers, 71 
Fixed arches, analysis of, 393-182 
framed arches, analysis of, 429-440 
elaslie influence lines for, 414-428 
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Floor design of bascule bridges, 48 
slab of bascule highway bridge, 99 
system for a bascule highway bridge, 79 
Footbridges of suspension bridges, .‘149 
Foote Bros. Gear & Machinery Com¬ 
pany, 148 

Foundations for bascule spans, 58-78 
action of loads, 59 
anchor columns, 65 
buffers, 65 

conditions peculiar to, 58 
counterweight pits, 64 
fenders, 71 
operator’s houses, 69 
pier, description of, 63 
sheet pile vs. crib, 69 
tremic seal, 66 

watertight counterweight pits, 61 
France, Fades viaduct, 202 
Passy bridge, 287 
Pont de Trans, 288 

Franklin, P. A., on Bascule superstruc¬ 
ture design and erection problems, 
38-58 

on Foundations for bascule spans, 
58-73 

on Selection of type of bascule bridges, 
29-38 

on Structural design of double leaf 
bascule highway bridge, 73-123 
Friction on trunnions of bascule bridge, 
125 

G 

Gage on vertical lift bridges, 175 
Gates for vertical lift bridges, 174 
Gear design for bascule bridge, 129, 135 
for center lock drive, 150 
Gears for vertical lift bridges, 178 
Grillage braces on a bascule highway 
bridge, 103 

Guided for vertical lift bridges, 173 
tl 

•Hand brakes, on bascule bridge, 154 
operating mechanism for bascule 
bridge, 143 

Hayden, A. G., on Cantilever bridges, 
256-288 

Heel trunnion type of bascule, 25 


Highway bridge, structural design of, 
73-123 v , 

Horizontal girder for Bitftcule highway 
bridge, 81 

I 

Impact stresses on a bascule bridge, 92 
India, Jubilee bridge at Calcutta, 285, 
288 

K 

Kansas City, Mo., Fratt bridge, 167 
Kettle Rapids, Canada, Hudson Bay 
It. It. bridge, 202, 216 
Kingston, N. Y., bridge, 352, 354, 358 

L 

Lateral system for a bascide bridge, 93 
of cantilever bridges, 279 
Lewis, W., formula for gear teeth, 160 
Live load stress diagrams, for bascule 
bridge, 88 

loads, on bascule foundations, 59 
stresses on bascule bridges, 43-46 
Liudcnthal, G., 211 
Loads of bascule highway bridge, 75 
Locking apparatus for vertical lift 
bridges, 174 

M 

McCullough, C. B., on Analysis of fixed 
arches. 393-482 

on Analysis of three-hinged arch 
bridges, 375-392 

on Analysis of two-liinged arches, 
483 tss 

on Design of operating machinery, 
121 157 

on Designs and t/pcs of bascule 
bridges, 1-29 

on Steel arch bridges, 359 374 
Machine design for bascule bridges, 124- 
157 

Machinery equipment for vertical lift 
bridges, 177 

house for vertical lift bridges, 175 
layout for bascule bridge, 133 
Maxwell’s theorem, 196 
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Memphis bridge, 285 
Mexico, Arroya.tfbl Chico railroad bridge, 
285, 287 

Mississippi river, Thebes bridge, 279, 285 
Moments, computation for, in cantilever 
bridges, 262-269 
in swing bridges, 191 
Montreal, Lachine bridge, 202 
Motor power for center lock, on bascule 
bridge, 145 

Murray, S., comment on economy of 
bascule and swing bridges, 7 
originator of type of bascule, 10 

N 

Negative shear, in swing bridges, 187 
Nelson river continuous bridge, 214 -217 
New Brunswick, Can., St. John and 
Quebec railway bridge, 172 
New York City, Brooklyn bridge, 328, 
,333, 350, 352 

Manhattan bridge, 327, 328, 333, 348, 
349, 352, 353, 355, 357 
Quccnsboro bridge, 261 
Riverside Drive viaduct, 287 
Williamsburg bridge, 327, 328, 333, 

347, 352, 353 

0 

Operating machinery of bascule bridges, 
124-157 

beatings for main pinion shaft, 152 
center lock mechanism, 144 
shafting, 149 
data for problem 124 
friction on trunnions, 125 
frictional resistance, 127 
gear design, 129, 135 
gearing for center lock drive, 150 
hand brakes, 154 

operating mechanism, 1 13 
inertia of moving mass, 126 
keys for shaft, 143 
much Literyjuy out, 133 
main trunnions, 152 
motor power for center lock, 145 
pin in crank, 149 
rack and main drive pinion, 128 
^halting, design of, 140 
starting force at rack circle, 126 


Operating machinery of bascule bridges, 
tangential force at rock circle, 128 
wind pressure, 125 
resistance, 127 

Operating machinery on vertical lift 
bridges, 175 

Operation of swing span and bascule 
bridges, 1 

Operator’s houses, 69, 175 
Oregon City, Ore., Willamette ltivcr 
bridge, 364, 368, 455 
Ottawa, Inter-provincial bridge, 279 
Overhead counterweight type of bascule, 
24 

P 

Page bascule bridge piers, 37 
Peterson, J. C., comment on Chicago 
bascule, 21 

Pier considerations for swing span and 
bascule bridges, 2 
fenders, 71 

Piers for bascule bridges, 37, 63 
Pihlfeldt, T. G., 21 ' 

Pin in crank of bascule bridge, 149 
Pinions for vertical lift bridges, 178 
Pits, counterweight, for bascule bridges, 
64 

Pittsburgh, Allegheny Itiver bridge, 202, 
211, 214 

Highland Park bridge, 270 
Monongahcla bridge, 274, 275, 284 
Point bridge, 325 
Sewickloy bridge, 274, 277, 285 
Portland, Ore., Hawthorne Avenue 
bridge, 163 

O. W. It. and N. Co.’s bridge, 167 
Positive moment, in swing bridge's, 186 
shear, in swing bridges, 184 
Power for vertical lift bridges, 175, 177 
Pulvor, II. E., on Vertical lift bridges, 
158-179 

It 

Rack of bascule bridge, 128 
plates on a bascule bridge, 98 
Railway traffic, adaptability of bascule 
bridges to, 3 
Rail rolling lift, 30 
type of bascule, 17, 37, 38, 53, 59 
of vertical lift span, 26, 53 
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Rapp, F. A., comment on cost of bascule 
and swing bridges, 7 
on duration of opening of draw bridge’s, 
2 

Reaction displacements in structu d 
frames, 399 - * 

Redundant forees in a fixed framed art-h, 
408 

Residual frames, 409 
Rhine. River bridge, Mainz, 374 
Rib arches, elastic influence lines for-, 
440-455 

equations for, 440 -445 
Rim-bearing swing bridges, 196-198 
Robinson, II. 11., 355 
Roller lift bascules, 15-19 
Rail type, 17 
Schemer type, 15 
Rope strand cables, 347 
Roumania, Danube River bridge at 
Cemavoda, 285 

Russia, Don River bridge, Rostoff, 172 
S 

Salamanca, N. Y., cantdever bridge, 281 
Scherzer rolling bascule bridge, 1, 30, 
37, 38, 59 

Rollmg Lift Bridge Company, 15 
Sciotoville bridge, 200, 201, 202 211, 232, 
234, 230, 237, 252 255 
Scotland, Forth bridge, 259, 260, 288 
Seattle, Eastlake Avenue bridge, (51 
Sectional counters eight type of bascule, 
13 

Selection of type of bascule bridges, 

29-38 

arrangement of piers, 37 
relative merits, 38 
single vs. double leaf, 29 33 
through vs. dor k spans, 33 37 
Sellwoodj Ore., bridge, 371 
Semi-Hft bascule spans, 25 
Shafting for bascule bridges, 140 
Shear in panels, of suing bridges, 188 
lock stresses on a bascule bridge, 89 
Shears, computation for, in cantdever 
bridges, 262-269 

Sheaves for vertical lift bridges, 171 
Sheet pile vs. crib. 69 
Single leaf bascule vs. double, 29 33 
Specifications for design of bascules, 57 


Spiral counterweigrtl ^fa un m. 10 
Steel arch bridges, 359 ' , 

braced rib arches, 360 
classification and types, 359' 
erection, 364 , 

fixed or hingelcss type, 3G2 - . 

loadings, 363 

location of crown hinge, 372‘ - 
merits of types, 362 
shape of areli, 368 
single hinge type, 362 
solid rib arqhes, 360 
spandrel braced arches, 361 
temperature slresses, 371 
three-hinged type, 362 
tied arches, 373 
two-hinged type, 362 
Steel, volume of, in bascule bridge, 106 
Steinman, D. B., on Continuous bridges, 
199-255 

on Suspension bridges, 289 358 
Strauss Bascule Bridge Company, 20, 
23, 24, 27 

type of hrtsehlo. 2t 25, 30, 37, 38, 53, 
58 

vertical lift, 30 • «■ 

Stresses in a swing span, 182 
in continuous bridges, 218 
on bascule highway bridge, 76 
Stringer expansion bearings, 280 
Stringers and floor beams for bascule 
highway bridge, 79, 99 
Stroliel Stiel Construction Company, 
15, 17, 26 

Structural design of bascule highway 
bridge, 73 123 

anehoi aim lateral system, 78 
balancing van, 10 4 
br.iekds 9s 
buftc i liloi I s 78 
cab ill it ion ut dead loads, 83 
f ( nt< i of gr.i\ dj of entire leaf, 106 
roluiunx on m un gird- )■, 1(M) 
i ountenw igM calculations, 104 
t oiinti rw < iglits, 78 
dead load >li< sse.x, 91 , 

in counti i weight arm, 86 
di-arption ol problem, 73 
dimensions, 75 
flour si ib, 99 
v »stem, 79 
grill ’ge braces, 103 
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Structural' design. t£‘ Bascule highway 
bridge, 75 

imfftiet stresses, 92 
lateral system, 93 
live load Btrcss diagrams, 88 
loads, 75 ^ 

main trunnion girder, 101 
truss member^, 81 ( ,, 

rack plates,^08 
shear at center, 76 
lock stresses, 89 , 
shoe, 98 * 

stresses, permissible, 76 
stringers, 99 

volume occupied by structural steel, 
106 

wind load stresses, 92 
Structural frames, displacements in, 390- 
400 

laws of internal work in, 393-396 
Superstructure design of bascule bridges, 
38-58 

Suspension bridges, 289-358 
anchorages, design of, 833 
bending moment? in side spans, 338 
braced chain type, 321 
cable,’289-294 
diameter, calculation of, 346 
wire, calculation of, 340 
wrapping, 355 

calculations for two-hinged type, 335 
of st rosses in tower, 3 to 
catenary, 293 
chain onstruction, 327 
const ruction features, 324 
deflections due to elongation of cable, 
290 

deformations, in unstiffened < il>le, 295 
of cable, 294 

under unsymnietrical loidmg, 296 
design of, 324 335 
dimensions, 335 
economic proportions, 520 
erection of, 347 358 
eyobar chain typo, erection of, 357 
floor system, erection ot, 35.1 
footbridges* erection of, 3 l 1 ) 
forces acting on tower, 311 
hingeless stiffening trusses, 315 
influence lines for stress*» 801 
„ moments in stiffening truss, for two- 
t/r hinged type, 336 


Suspension bridges, movement of top of 
tower, 343 

parallel wire cables, 328 

rope strand cables, astimate of, 347 

saddles, 332 

shears in side spans, 340 
Mf stiffening truss, 338 
' spinning of cables, 352 ’ 
stiffened, 297-302 
straight backstays, 314 
stresses, 289 

in cable, for two-hinged type, 335 
in cables and towers, 295 
in tower, calculation of, 345 
stringing the footbridge cables, 349 
temperature stresses, 341 
in two-liinged trusses, 313 
three-hinged stiffening trusses, 302 -306 
time required for erection, 357 
towers, design of, 332, 343 
erection of, 347 
trusses, erection of, 353 
tw isted wire ropes, 330 
two-hinged stiffening trusses, 306-315 
types of, 324 
unstiffened, 294 

wind stresses in bottom chords, 342 
in tower, 345 

wire rope cables, erection of, 356 
wrapping w ire, calculation of, 347 
Swing bridges, 180-198 
center bearing, 180-196 
combinations, 191 
compared with bascule, 1 
conditions of loading, 180 
dead load, bridge open, 194 
ends raised, 194 
general considerations, 180 
moments, 191, 194 
negative shear, 187, 193 
positive moment, 186 
shear in panel, 184 
reactions from Williot diagram, 194 
run-bearing, 196-198 
general considerations, 190 
partial continuity, 197 
shear in panels, 188 
stresses in a swing span. 1S2 
with broken loads, 192 
with continuous loads, 193 
Symmetrical arch ribs, *154 
spans, analysis of, 439 
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T 

Taroma, Wash., City Waterway bridge, 
168 

Temperature changes in beams and ribs 
406 

displacements in structural frames, 
309 

in rili arches, 450 
work due to, 403 

Three-1 ringed arch bridges, 375-392 
algebraic calculation of reactions, 378 
equilibrium polygons, 375 
fiber stresses in solid ribbed arch spans, 
385 

graphical analysis of stresses, 388 
influence lines for, 381 
stresses due to moving loads, 378 
wind stresses in spandrel-braced arch 
spans, 388 

Three-span continuous bridges, 237 
Through vs deck span bascules, 33 -37 
Towers of suspension bridges, 332 
of vertical lift bridges, 172 
Traffic, safety to, over bascule bridges, 1 
Trcmie seal, 66 

Trunnion girder on bascule highway 
bridge, 101 

Trunnion type bascules, 19 
heel trunnion type, 25 
overhead countcrw eight type, 24 
simple or Chicago type, 20-21 
Strauss type, 24 -25 
Trunnions of bascule bridge, 1 52 
Truss members for a bascule highway 
bridge, 82 

Two-hinged arches, analysis of, 483-488 
U 

Unsymmetrical spans, analysis of, 429- 
439' 

V 

Vertical lift bridges, 15S-179 
adaptability of types, 161 
advantages, 158 
bearings and bushings, 178 
buffers, 174 

cantilever walks and roadways, 171 


Vertical lift bridges, classification, 160 
compared with basetlje, 5 
counterweight cables'^nd balancing 
chains, 174 
counterweights, 173 
deflection sheaves, 178 
descriptions, 163 
equalizers, 174 
gage, 175 
gates, 174 
gears, 178 
general design, 172 
guides and centering blocks, 173 
locking apparatus, 174 
machinery equipment, 177 
house, 175 

operating cables, 178 
drums, 178 
machinery, 175 
operator’s house, 175 
pinions, 178 
power equipment, 177 
required, 175 
sheaves, 174 
towers, 172 

truss of the lift span, 172 
Volume of structural steel in ‘biscuit* 
bridge, 106 
Von Babo, A., 23 

W 

\\ addell and Harrington bascule, 27 
Waddell Company, 163 
Waddell, .T A. L , 27, 158 
Watertight < ountcrw eight pits, 61, 64 
Williot diagiam, 194 
Willmnn, K . 21 

Wind load stresses on bascule bridges, 
47, 60, 92 

Work expressions for solid web beams and 
rantdo\cts, 400 406 
Worthington, C., 362 
Wrapping wire, for suspension bridges, 
347 

Y 

5 oung, H. E , 21 








